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The smoke signals the Indians depended on for 
distant communication wouldn't do in the mod- 
ern world. Today you can telephone around the 
globe—to any of more than 60,600,000 tele- 
phones—and make your call instantly. 
Today's hospitai, too, can enjoy tremendous 
advantages in group feeding methods both in 
quality of products and ease of preparation. For 
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more than half a century, specialized Gumpert 
research and experience have been pioneering 
steady advances, year by year, to aid hospitals. 

Enjoy a brighter menu while getting the most 
out of a limited food budget. See how much 
tastier and better looking your finished products 
will be--cthe Gumpert way. Use the Gumpert 
Line in 49. 


FOR THE FINEST IN FOODS 
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Koroseal sheeting-— 
or protective coverings 


"meee your hospital's require- 
ments for protective coverings 
with the advantages of Koroseal sheet 
ing and film and you'll select this re- 
markable material for a wider variety 
of uses. 

Koroseal sheeting and film is avail- 
able in six different types, giving you 
the weight, strength, and width you 
need. Use supported or unsupported 
sheeting for protecting mattresses, Cov- 
ering examination tables, etc. Use No 
415, No. 418 or No. 406 tor pillow covers, 


sheet liners, wet dressings, and protect 
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ing examination and dressing trays. 

No matter which type of Koroseal 
sheeting or film you use for protective 
coverings, you get these advantages: 
they are waterproof, Stainproof, not 
affected by mineral oils or alkalies, 
and they resist gasoline, methyl and 
ethyl alcohol and ether. They're dura- 
ble, easily washed with common soap 
and water or regularly used cleaning 
agents. They will not take sharp 
creases, will not wrinkle easily, will not 
become sticky with use. They will 
not crack. 


Use this remarkable material for 
protective coverings. Order supplies 
of each type from your hospital supply 
house or surgical dealer. The B. F. 
Goodrich Co., Sundries Div., Akron, Ohio. 


Korosea! —Trade Mark Reg. U.S. Pat. Off 
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Poor circulation. whether of water in the radiator or bile in 
the enterohepatic system, means trouble. With a radiator 
flushing. draining. and refilling are indicated. With suitable 
patients. physicians preseribe “Bilron’ (Lron Bile Salts 


Lilly) for the same purpose 


Indigestion constipation headaches all such symptoms 

is are associated with biliary disturbances often disappear 

after flushing and replacement therapy wit! Bilrons It is a 
. fs 


physiological laxative and choleretic silron) is complete 


natural, and free from extraneous substances. 


Enteric eflect is achieved without a coating. The interaction 
ot conjugated bile acids with iron makes ‘Bilron’ acid 
insoluble and therefore available in the alkaline intestinal 
tract. It is so designed to eliminate the stomach irritation 
of plain bile salts, yet. in the area of need, it provides a most 


potent choleresis. 
Pulvules “Bilrom’ are supplied in 2 | 2-grain (O.16-Gm.) 


(No. 298) and in 5-grain (0.325-Gm.) (No. 241) pulvules 


(filled capsules) in bottles of 100 and 500 


Complete literature on ‘Bilron’ is available from the Lilly 


medical service representative or will be forwarded tipon 


request 


LLY AND COMPANY 
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Genevieve ‘Knight Bixler, A.M., University of 
Chicago, Ed. D., Columbia University, has been 
associated with nursing education tor several 
years. She was research associate in the division 
ot nursing education, Teachers College, Colum 
bia University, tor three and one-halt years prior 
to 1943 and then coordinator between the Na 
tional Nursing Council tor War Service and the 
Division of Nursing Education of the U.S 
Public Health Service in Washington tor two years. In 1945 she 
made a state survey in Michigan, the report of which is entitled 


‘Nursing Resources and Needs in Michigan Since 1945 she has 


been consultant in research for the Frances Payne Bolton School of 
Nursing, Western Reserve University, Cleveland. She has also been 
consultant or instructor in several other university schools of nursing 
tor shorter periods of service. With her husband, Mrs. Bixler has 
written the challenging article on nursing education that appears on 
page 30 of this magazine 

Roy W. Bixler, M.A., University of Chicago, 

Ed.D., Columbia University, is registrar at 

Drake University, He has worked in the ad 

ninistration ot higher education since 


including five vears during World War If in 


vision of higher education, United States 


1925, 


Education. He has been interested tor 

is many years in the administration ot 

nursing education. In 193940 he directed a 
tudy of the administration of schools of nursing tor the National 
League of Nursing Education. The report of this study was pub 


ished by the league as a book entitled “Fundamentals ot 


tration for Schools of Nursing.” 


Scott Jones is a partner in Gardner & Jones, 
Chicago public relations counsel, whose clients 
nclude Wesley Memorial Hospital. Wesley's 
press relations program as directed by Mr. Jones | a 
is described in an article appearing on page 79. 
\ graduate of Princeton University, Mr. Jones 


went into the advertising agency business before 
turning to the field of public relations. During 
the war, he was an orientation specialist with the 
nformation and education division of the army. After special duty 
wt the I & E School, Lexington, Va., and at the Pentagon, he served 
is correspondent and editor for army publications in the European 


theater of operations. 


Now chiet of the division ot hospital construc 
tion and services, the agency that is administer- 
ing Public Law 725 for the Illinois State Health 
Department, George Hendrix is a sanitary engi 
neer with a number of years of experience in 
public health engineering. Atter being graduated 
trom the University of lowa in 1937 and doing 
postgraduate work in public health at the Uni 
ersity ot Michigan, Mr. Hendrix joined the 


; a ; 
Illinois health department, serving as a member of the sanitary 
ngimeering staff until his transter to the hospital construction divi 
sion two years ago. During the war, he did sanitary engineering for 


ru Zz 
the army at Camp Breckinridge, Ky., and in the Furopean theater 


His article on hospital kitchen sanitation is on page 112 
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from one source the exact solution and the specific 
equipment necessary for any parenteral requirement. 
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“A Better Hot Water Bottle!’ 
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“And a Better Ice Bag Too!” 


bottle lies flat! Patented 


SEAMLESS! 
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and made on/y by 

You drop ice cubes into its wide 
mouth! You can pour in hot water 
quickly and easily 

No danger of steam burns! No 
washers! No stopples! No leaks! 
No worries! A? no complaints 
SATISFACTION ASSURED! 
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Reader 


High Time 
I have just finished reading the 
Neu 


American 


Sirs 
June release of the Secretar) 
Letter of the College of 
Pathologists (Dr. M. G. Westmoreland 
203 North Wabash Chicago 


Perhaps it was naive, 


Avenue 


but I have held 


an apparently false notion that the Col 


lege of American Pathologists was pri 


with 


marily a prote ssional association 


scientific objectives. But, after reading 
this news letter. devoted almost entirely 
subject of pathologist-hospital 


to believe 


to the 
relationships, [| am_ inclined 
that the college is primarily a propa- 
ganda agency with concepts of ethics 
and purposes smacking strongly of trade 
unionism 

I think it is high time for hospitals 
to attack head on this matter of 
hospital relationships and practices in 
respect to radiologists, pathologists and 
inesthesiologists, and to establish a code 
of clear-cut, fair and honest policies 
beyond chal 
lenge and Now 


pathologists and anesthesiologists are be 


which would be ethically 


legally sound that 


more and more aggressive, | 
strongly feel that hospitals should come 


to grips and settle the issues once and 


coming 


final analysis, this question, 


In the 
seems to me, will have to be resolved 


not on the basis of what seems to be 


best for the professional men themselves 
or for hospitals, but what zs best for the 
public. And, in this regard, the concept 
held by the public of what constitutes 


hospital care cannot be disregarded 


The public has been taught by us 


to 


think of hospital service as a complete 
package.’ I have repeatedly stated that 
neither the public nor the medical pro- 
modern hospital as a 


unrelated a la 


tession regards 
services 


integrated organ 


ization ompletety 
any and all types of cases at any time 
In other words, no department or serv 
ice in the modern hospital will stand 
alone, but all, related and integrated with 


series of carte 


but rather as a closely 


prepared to serve 


other professional and custodial services 
form a functional whole. Furthermore 


the very nature of hospital service as 
has been promoted by its leaders and 
CXISTS today 


makes the segregation of 


strictly protessional SCTVICES which 


might otherwise be sold privately on 


Opinion 


fee-for-service basis) totally 
tical and undesirable, in my opinion 


The A.M.A (shall be ) 
and unethical for any lay 


imprac 


Says it 
illegal 

corporation to furnish medical serv 
ices for a fee which shall be so 
divided as to produce profit for a lay 
employer, either individual or institu 
tional, including hospitals and medical 
schools This reflects a complete dis 
regard tor, or ignorance of, the fact that 
no profits as such can accrue to anyone 
except the public through the operation 
hospital 


of a voluntary nonprofit 


indicates a gross lack 


Furthermore, it 
of understanding of modern hospital 
service in relation to hospital financing 
I think most of recognize a 

j 


connection between the traditional un 


us will 


sound methods of charging for hospital 
service and the fixation of certain pro 
tessional societies in terms of their be 
lief that the x-ray department and the 
laboratory (and, in turn, the radiologist 


and the subsidizing 


pathologist) are 
other activities of a hospital, or, as they 
making a profit for the institu 
tion.” Is this not true of many depart 


ments, such as the operating room and 


put if, 


pharmacy ? 


We (hospitals) go on, year after 
year, presenting our services to the pub- 
menu, pricing the 


lic as an a la carte 


entrée, so to speak (room and board 

at rates that bear no relationship to the 
actual cost of providing the services in 
cluded therein, and then loading other 
departmer.tal charges to offset these 
losses. Of course, the central objective 
of this or any other method of pricing 
hospital services is to yield a total in 
come for any given period which ap- 
the total expense for the 
same period. Until the day rate-plus 
extras system is discarded, I do not be- 
lieve that hospitals will ever be relieved 
headaches 
theoretical 


proximates 


of recurring administrative 


result of 


which atise as a 
departmental profits within the total 
Furthermore, under 
the present believe 
hospital cost accounting will ever reach 
the point where every charge will bear 


function. 
system, I do not 


Service 


an exact relationship to the expense 
involved in providing a particular serv 
ice, nor do I believe that such costly 
ind detailed accounting is justified or 
nature 


would change in any degree the 
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MILLED 


@ inthis photograph you see the 
special additive used in Seamless 
Surgeons Gloves 

Known in our laboratory by 
the symbol «‘TL-118-20", this 
additive is the final result of 
hundreds of formulas which have 
been made up and tested. It is 
the last word in a long record of 
scientific research. 

To the hospital buyer who 
appreciates real value aad true 
economy it has one meaning 
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BROWN 
LATEX 


THIS IS WHY 
HOSPITALS 
SAVE MONEY 
WHEN THEY 
SPECIFY 
SEAMLESS 


EXTRA QUALITY AT NO EXTRA 
COST! 

To the surgeon who wants the 
best glove he can find it has 
another meaning —EXTREME 
THIN COMBINED WITH 
GREAT STRENGTH! 

* . 

This special additive is another 
example of SEAMLESS EXTRA 
QUALITY—and extra value that 
matches the extra quality! 

Available only through leading 
Hospital Supply Dealers. 





or amount of any services now being 
provided in hospitals. It is my opinion 
that inclusive rates for the collective 
‘ervices in a given hospital would have 
a great deal to contribute, by way of 
eliminating some of the sources of irri- 
tation and misinterpretation which now 
certain professional 


seem haunt 


SsOCcievies. 


to 


Equity must reign; when hospitals 
employ any category of personnel in 
cluding radiologists, pathologists, anes- 
thesiologists, hospitals must set service 

for 
in financial mat 


charges at a minimum individual 


or all-inclusive services 


ters, hospitals must represent and de- 
fend the rights of the public at all times, 
disregarding vested interests of any 
group associated with hospitals. Some 
hospitals may appear to be making a 
big “profit” on a specialty department 
out of proportion to the income of the 
physician specialist in charge. To de- 
crease or correct this apparent disparity, 
naturally have to be 
however, if the 


would 
lowered. It follows, 
over-all budget of the hospital is to be 


charges 


balanced, the decrease in the yield of a 


particular department must be applied 


is an increase On some other service or 


Mankind s 


Mighty Mortal 


PRIESTLY 
THE CHEMIST 


We ore honored to be 


By 


E 


able to say that Puritan 
Oxygen Equipment 


furthers the use of 


3 


Priestly’s discovery. 


Breath 


Unwitting prognosticant of 
modern gas therapy, Joseph Priestly 
discovered Oxygen August 1, 1774, 
and was first to publicize his 
findings. Successive scientists 
interpreted Priestly’s theories as 
they applied to human respiration. 
One hundred and one years after 
its discovery, Oxygen was 
established as the very breath of 
mankind when the medical 
profession utilized this vital 


element in gas therapy. 
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services. In other words, for hospitals 
which are operating at or below a bal- 
anced budget, to decrease charges for 
x-ray, anesthesia and so on would not 
(if the budget is to be balanced, or 
the deficit is not to be increased) yield 
any benefit by way of lowered cost for 
complete hospital service to the public 
patronizing a given institution. To be 
true, charges for individual patients 
would change, but the over-all cost to 
a hospital's community would remain 
the same. To decrease x-ray charges, 
for example, and thus eliminate a fan- 
cied crime which is said to be perpetu- 
ated upon a few medical specialists, 
would result improve- 
ment for the general public but would 
ot 


in no over-all 


simply change methods 


appropriating charges. 


existing 


Dr. Lucius Johnson's piece, entitled 
Look Who's Practicing Medicine Now” 
( June of The MODERN Hos 
PITAL), reminds us that hospitals are 
the creatures of the public, are financed 
and subsidized by the public, and that 


issue 


there is no such thing as a nonprofit 


institution getting rich, or, as_ the 
A.M.A.’s committee expresses it, “pro- 
duce profit for a lay employer.” There 
is only one element that can profit from 
the professional or fiscal policies of a 
nonprofit hospital, and that is—the pub 
lic, by whom and for whom hospitals 
were created and exist. 

No one quarrels with, but on the con- 
trary there is universal applause of, the 
approval and standardization programs 
of the A.M.A. and the American Col- 
lege of Surgeons. It is quite proper 
that these medical associations should 
exercise their good influences on mat- 
ters pertaining to diagnostic and treat- 
ment services as provided in hospitals 
But when any such professional bodies 
invade purely administrative areas and, 
with threats of reprisal, presume to dic 
tate administrative and fiscal policies 
of public agencies, it seems to me that 
they are entirely out of order. In the 
final it is not in the public 
interest that inflexible rules of the 


should be prescribed which might, in 
I § 


analysis 
game 


any degree. have the effect of perpetuat 


ng inefficiency by ensuring security 
without that security’s being related to 
the same kind of attributes which spell 
out vocational and financial success in 
tield—namely, skill plus 


plus effort. 


every other 


personality time plus 
Charges against hospitals of exploitation 
are not likely to stand up, where the 
individual specialist concerned has a 
good product to offer by way of ability, 


judgment and a willingness to invest a 
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Contributing to the leadership established and maintained through suc- 
cessive years of engineering research and development, perhaps no 
units of equipment better exemplify the progress made in simplified, 


s THAT BUILT 
a ell 


precision operation, safety and trouble-free performance than— 


American STERILIZERS 


for the 


UTILITY ROOM and SURGICAL SUPPLY 


WATER STERILIZERS 


Featuring a simplified system of operation 
whereby the steam supply for each reservoir 
is controlled by a single valve. Each reser- 
voir is also equipped with an automatic pres- 
sure regulator which controls water tempera- 
ture within a total range of 3°. A readily 
accessible steam strainer serves to collect 
any sediment from steam thus preventing 
the clogging of valves and coils. Single or 
double reservoir units are available in capa- 


cities of 10, 15 and 25 gallons 


FOR DRESSINGS, 

INSTRUMENTS AND SOLUTIONS 

Featuring the “American” engineered POSI.- 
TIVE LOCK safety door which prevents pre- 
mature opening of door before pressure is 
exhausted. .. . A single dialed valve which 
controls the complete sterilizing cycle, thus 
minimizing the potentials of error and con- 
fusion that exist when multiple valves must 
be operated to accomplish desired results. 


** 





FOR UTENSILS AND HEAVY INSTRUMENTS 


Provides for complete utilization of avail- 
able power and automatic control of rate 
of heating. Features the “American” engi- 
neered EXCESS VAPOR REGULATOR 
which avoids losses normally sustained 
through the creation and disposal of excess 
steam. Formation of scale on load or steril- 
izer proper is dramatically reduced. No vent- 
ing system is required for the unit. 


ALL UNITS ARE FABRICATED OF 
MONEL... the durable, corrosion- 
resistant metal proven superior for 
sterilizer construction. 


VAILABLE 


ARE 
gent —_ evectRicit® 


STEAM ° opets 


or OF puiit-in 


FLO 


AMERICAN STERILIZER COMPANY 


Erie, Pennsylvania 


OF ersignees AND MANUFACTURERS OF SURGICAL STERILIZERS, TABLES AND ears La 
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waeatatatatatstcteteeh 


esececeecereretateteteetetatetetatetatet, 


reasonable degree of personal effort. The 
law of supply and demand operates for 
hospital-medical specialists, too. 

This thing of hospitals exploiting 
radiologists, pathologists and anesthesi- 


completely cold 


ologists leaves me 
After all, such specialists are full-grown 
men with certain abilities and services 
to sell to someone. They should be per- 
fectly free agents in determining for 
they are making 
It is folly for 
doctors of medicine to presume that they 


themselves whether 


a good deal or otherwise 


are the only specialized or professional 
people in our society and, in the area of 
employment, should be 


Physicians have 


corporation 
given special privilege 
certain services, judgments and abilities 
have other 


to sell—so specialists in 


fields, including engineers, teachers and, 
if I may be pardoned for saying so, hos- 
pital administrators. This is not to sug- 
gest that all physicians should work for 
a fixed salary. I am the first to acknowl 
edge the full importance of the person- 
to-person relationship between a physi- 
cian and his patient, which can only be 
preserved in accordance with the tradi- 
tional free-choice-fee-for-service method 
of medical practice which has been so 
successful in our country. But this re 
ationship does not necessarily have to 

carried into branches of medicine 
such as pathology and radiology and 


anesthesiology, in order to 


guarantee 
quality performance in these areas. With 
respect to these particular services, the 
patient for the most part, exercises little 
such 


(if any choice in selecting 


ind, in the vast majority of 
cases, the patient-physician relationship 
between these particular medical special 
ists and the patient is so impersonal as 


I be 


lieve, therefore, that physicians practic 


to be almost completely absent 


ing in these specialties should find it n¢ 


matter of serious ethical concern to 
accept payment for their professional 
lgment, on a salary. Certainly, by so 
loing, no values should be lost because 
sacred ground” of physician-patient 
personal relationship has been “invaded 

by a corporation 
] am deadly serious when I say that 


this matter of radiologist-pathologist- 


anesthesiologist-hospital relationships 


kicked long 


inconclusive manner. When 


has been around enough 
in a totally 

the question gets hot, we (hospi- 
Is) come up with some platitudinous 
tatement of principles. Not so the 
which militantly 


or boycotting 


rotessional societies 
lisciplining 


members who don't 


their 


conform 








The time has come, it seems to me, 
when hospitals and professional 
SsOciegvties representing groups 
should get into the ring (legal or other 
wise) and settle the issues, one way or 
the other—for keeps. A draw or 
technical knockout can only prolong the 


the 
these 


agony. 
Carl I. Flath 

Queen's Hospital 

Honolulu, T.H 


Round Table 
Sirs 

Congratulations on the excellent 
round table which appeared recently in 
The MODERN HoOsPITAL. It is unusual 
to find both sides of a question dis 
cussed openly and freely by reasonable, 
intelligent individuals. Much more is 
gained this way by all concerned than 


by indulging in the highly one-sided, 


debate type of articles. 

John J. Andujar, M.D 
Harris Memorial Methodist Hospital 
Fort Worth, Tex 


Menus 
Sirs 

As a subscriber and faithful reader 
of your magazine, I am interested in 
knowing how you select the person each 
month who writes the monthly menus 
Are these menus submitted to the mag 
azine by dietitians or foods supervisors, 
contacted and 


or are the 
asked to submit monthly menus? 
I am not a dietitian, but in addition 


individuals 


to my duties as superintendent, director 
of nursing service, purchasing agent and 
executive housekeeper, as well as ad- 
ministrator, | plan the menus for pa- 
tients and staff and purchase the food 
I am greatly interested in food service, 
and find your menus full of wonderfully 
worthwhile suggestions 

This is a 30 bed hospital for college 
students, both boys and girls, with no 
seriously ill patients at any time, so our 
menus present somewhat different prob 
iems and needs from those of a general 
hospital 

Carol H. Burt, R.N 

Pennsylvania State College 
State College, Pa 

This department is under the direc 
tion of Mrs. Mary P. Huddleson, former 
president of the American Dietetic As 
ociation and editor of the American 
Dietetic Association Journal, who acts 
as a consulting editor. Under her gen 
eral supervision the various article: 
menus and other features are contributed 
oluntarily by dietitians at various hos 
for there 


do write and ask 


ED. 


t ttals i € 
contributions 
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STAINLESS STEEL COUNTER in Utility Room at Vincent 
Children’s Building, Massachusetts General Hospital, 
Boston. Splashback and sink are integral with work 
top. Counter is sound-deadened; splashback is 10” high 
ond has top edges turned in for extra strength. Stain- 
less steel shelf and cabinets above counter. 


Above: TREATMENT ROOM in St. Vincent Children’s 
Building — showing stainless steel cabinet at right and 
counter with built-in sink at left. Sink has fully-rounded 
corners and coves to facilitate cleaning. One-piece, 
seamless fronts, flush-fitting drawers and doors, and 
other fine details of construction, are typical of all 
Blickman-Built cabinets 


Right: STAINLESS STEEL EQUIPMENT in Utility Room 
showing, from left to right, linen and sterile material 
cabinet, rubber sheeting bor, stainless steel counter 
with built-in round-corner sink. Counter hos hot-plate 
ot left and cracked ice bin below 


Blickman-Buil 


‘ Hoopelal que nf 
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UTILITY ROOMS... 


Cut Maintenance Costs 
with Blickman-Built 
Cabinets and Counters 


@ For long service life and a minimum of maintenance expense, cabinets 
and counters for utility rooms should be made of stainless steel. But even 
when stainless steel is specified, check carefully for construction details 
which spell the difference between cabinets of inferior quality and equip- 
ment which will stand up under years of severe service. Blickman-Built 
units are made of heavy gauge stainless steel. Counter tops, for example, 
are of 14 gauge (.078") stainless steel, reinforced and sound-deadened 
with 14 gauge steel underneath. Superior welding and polishing, assure 
ruggedness and durability. Smooth, seamless, crevice-free surfaces add to 
sanitation, reduce labor and time needed for cleaning. These details con- 
tribute to low maintenance costs and freedom from repair. Leading 
institutions everywhere, have found that it pays to specify “Blickman- 
Built.” . . . Whether you are planning new installations or modernizing 
present facilities, call on us. Our staff of consultants will help you plan an 
efficient, practical utility room to meet your specific requirements. 


Send for our Bulletin No. 10-CBC — Illustrates and describes 
Blickman-Built cabinets and casework for every hospital department. 


Visit our Booths No. 216-18-20-22 at the Annual American Hospital 
Association Convention, in Cleveland, Ohio, September 26 to 29. 


5. Blickman, Inc., 1509 Gregory Ave., Weehawken, N. J. 


New England Branch: 10 High St., Boston 10, Mass. 





line of hot beverages. For it includes 


ost folks think there’s only one way to 
Instant Postum, and 


start the day right—with a piping hot cup of Instant Sanka, 
Maxwell House Tea, as well as the special 
institution blend of Maxwell House Coffee, 


America’s largest-selling brand of coffee. 


their favorite beverage. So if you want pa- 
tients and employees to talk about meal- 
time with real enthusiasm, serve everyone's * 
favorite breakfast beverage. It’s easy to do. You'll be serving the same fine beverages 


Simply feature General Foods complete your patients use in their homes. 


=| Pose 
. ct 4 
e Asis 
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Notice how a patient’s face lights up when his family 
doctor arrives. He has confidence in his doctor from 


long experience. Patients and employees will have 


similar confidence in your fine food, if you serve the 
same nationally-known products they use in their own 
homes. That means products like Maxwell House Cof- 
fee, Post’s Cereals, Jell-O, Log Cabin Syrup, and all 
the other famous General Foods Institution Products. 
Your patients know they’re good from years of 
experience. 

You get valuable prizes, too, when you use General 
Foods Institution Products. Almost all are packed with 
prize coupons you can redeem for 
kitchen fans, coffee urns, irons, and hun- 
dreds of other prizes for 
kitchen, hospital, or personal 
use. Write today for your 
free prize catalog: General 
Foods Premium Department. 

Battle Creek, Mich. 
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G.F. HOT BEVERAGE BAR. 
Perfect for between-meal 
snacks. Obtainable for 
G.F. Prize Coupons. Ask 
your General Foods Man 
for details or write us. 








new Life-Long chairs created 
especially for hospital service 


Patients and visitors relax in these posture com- 
fort chairs, cushioned with Dunlop Pillo-Foam., 
or deep inner spring cushions. Fresh modern 
lines add new attractiveness to hospital room 
groupings. 

Heavy tubular construction guarantees strength 
and. durability. Rear legs project to prevent 
chair backs from marring and seratching wall. 
Upholstered with washable Duran Plastic Fabric. 
Life-Long chairs are easy to keep clean and 


sanitary. 


Write for complete opeciications. 


HARD MANUFACTURING CO, 
BUFFALO 7, NEW YORK 


Sold only through recognized hospital and 
surgical supply dealers 
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MENGEL HOLLOW-CORE 
FLUSH DOORS 


(1) 40% Lighter tn 
Weight . .. than standerd 
panel hardwood doors. 


(2) Patented “Insulok” 
Core* gives stronger 
bond between core and 
faces: keeps faces flat; pro- 
vides flame resistance 








(3) Solid Hardwood 
Stiles and Rails* ._. pro- 
vide maximum screw-holding 
power 
































(4) Key-lock Dovetails* 
keep stiles and rails per- 
manently tight 














(5) Slam-tested* 
25,000 times proves 
long life 




















(6) Extra Guard Against 
Warpage* provided by 
special mill-curing process 











(7) Broad Selection of 
Hardwood Faces _.. indi 
vidually belt-sanded to satin 
smoothness permits wide 
range of finishes... . reduces 
finishing costs. 





(8) Engineered Con- 
struction _. . assures maxi- 
mum dimensional stability 


*Mengel exclusive 
Guarantee All Menge! Flush Doors are 


subject to standard door guarantee adopted by 
Natianal Door Manufacturers’ Association 


MENGEL STABILIZED 
SOLID-CORE FLUSH DOORS 


(1) Stabilized Core* 
solid core members slotted 
at frequent intervals in both 
width ond length to absorb 
expansion and controction 

provides extreme 
stability... all core members 
hardwo 

(2) Key-lock Dovetails* 

keep stiles ond rails per 
manently tight 

(3) Waterproof Glues 

in hot-plote presses 
give permanent bonding of 
core and faces. 

(4) Solid Hardwood 
Stiles and Rails* ... pro- 
vide maximum screw-holding 
power 

(5) Exhaustively Warp- 
tested* random doors 
from each day's production 
are given accelerated test 
equalling years of severest 
usage 

(6) Broad Selection of 
Hardwood Faces ndi- 
vidually belt-sanded to satin 
smoothness permits wide 
range of finishes. reduces 
finishing costs 

(7) Machine-Planed 
Stiles*... ready to finish 
no sanding or planing 
needed 

(8) Engineered Con- 
struction assures max: 
mum dimensional stability 


*Mengel exclusive 

















MENGEL 7-/ DOORS- 
the Eugiucered Doors You 
Keally TRUST 


Lers dispense with the pretty words 
and pictures, and talk business. 





You as an institutional executive, and 
we as one of the world’s largest man- 
ufacturers of wood - products, have an 
identical interest in doors — to secure 
(or to furnish) such permanent values 
as to assure complete mutual satisfac- 
tion. 


For many years, Mengel has built that 
kind of values into flush doors. Mengel 
Doors have been tested and proved 
in every-day use, while random doors, 
taken from each day’s production, are 
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warp- tested, ‘“decomposition-tested”, and 
otherwise checked under conditions so 
severe as to equal years of use. 


We ask you to study the features, 
above. We believe they are precisely 
the features you want in your doors. 
The coupon will bring you complete 
information and specifications. 
Plywood Division, THE MENGEL CO. 
Louisville, Kentucky. 


THE MENGEL COMPANY 
Plywood Division, Dept. MH-3, Louisville 1,Ky. 


Gentlemen: Please send me a free copy of the complete data 


book on Mengel Flush Doors. 
Name 

Firm 

Street 


City— 

















... You'll want to 
li aslialelic Mme) i iaalele (te ME -taalalic Mmlile, 


equipment with 


POUR-0-VAC SEALS 


the modern, reusable hermetic closure 
for sealing, storing, handling and con- 
serving surgical fluids. 


THESE FACTS ARE CONVINCING... 


Pour-o-vac Seals eliminate the possibility 
of sterile water contamination caused by 
intake of bacteria-laden dust . . . avoids 
contamination by unfiltered air. 


They serve a secondary function of provid- 
ing a dustproof seal for remaining fluid 
when only the partial contents of a con- 
tainer are used. Of importance, they are 
interchangeable with all Fenwal 3000, 
2000, 1000 and 500 ml. containers. 


In permitting contents to be stored for long 
periods under vacuum . . . periodic testing 
for sterility without breaking the hermetic 
seal . . . pouring of contents from a non- 
drip sterile lip, Pour-o-vac seals eliminate 
the wasteful, time-consuming and ques- 
tionably scientific method of sealing with 
gauze, cotton, paper, string and tape. 


ALSO INVESTIGATE—Fenwal Automatic 
Washing Units, capable of accommodating and 
thoroughly cleansing 4 containers in 30 seconds, 


Heroovasrees FOR SCHEWTIFIC 
Gass mo v 
Amo CLINICAL MESE - 
PARATUS REAGENT C 


ORDER TODAY or write immediately for 
further information 


MACALASTER BICKNELL COMPANY 


243 Broadwuy Cambridge, Massachusetts 
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' ringer 
glad: tidings 
: C fh uilder of, 


00 wu 


Here is a brand new idea in community goodwill building - an appreciated service to patients — that actual, 


pays direct cash profits to your hospital. 


The plan is very simple—just provide Certific-ettes tor every maternity pauent. 


Certific-ettes are custom-made birth announcement cards 
created especially for your individual hospital and available only 
through your hospital. 

Certific-ettes are beautifully simple, refreshingly different and 
completely individual. Excepting changes in wording, they are 
lovely, miniature reproductions of your hospital birth certificate 


—just like the one you present to happy new mothers and fathers. 


Certific-ettes are so reasonably priced that parents are sure to 


send them throughout the community you serve. 


For details on how your hospital can “put parents to work” in this goodwill program. 


and at the same time secure a steady, day-to-day income, turn this page 


Franklin C. Hollister Company 


843 NORTH ORLEANS STREET CHICAGO 10, ILLINOIS 





Here is the Custom-Made Birth Announcement 


that will earn extra dollars for your hospital 


HOLY CROSS HOSPITAL 


ba Th 
*-) 
: 


| 
ment 


Here is the fascinating, new birth announcement card, prepared especially for your hospital 


complete with your hospital picture and hand-lettered name) 


tur 
alhHvre 


reproduction otf the Hollister Birth Certificate which you present to parents 


Lf mini é 


}ec 


Furnished exclusively to hospitals, Certzfic-ettes are sold to maternity patients (at a substantial profit) 


who send them to friends and relations as a birth announcement. 


To further increase the goodwill value and profit possibilities of Certific-et/es, we turnish an informative, 


16 page booklet filled with important tacts about your hospital, and other subjects of vital importance 
to every prospective mother. These attractive bi ok lets are furnished your hospital « ithout charge tor your 
presentation to every mother to-be 


The availability of Certzfic-ette;—right at the hospital ready tor immediate mailing by the parents — 


is an appreciated service that pays unusually large returns 


u may obtain Certific-ettes for your hospital, tear off the coupon below and 


COHT SE 


Franklin C. Hollister Company 


843 NORTH ORLEANS STREET... . CHICAGO 10, ILLINOIS 


o 
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WHEN YOU EQUIP your hospital with 
Honeywell Individual Room Temperature 
Control, you provide that extra comfort and care 
your patients tse and need. In addition, you 
eliminate expensive over-heating, which can run 
into substantial figures in a single heating season. 


Individual Temperature Control also enables 
you to select exactly the temperature required for 
the special needs of surgery, nursery, examination 
and treatment rooms. The rugged, easy-to-adjust 
Honeywell thermostats respond promptly and 
compensation is made automatically in every 
part of the building for all varying outside 
weather conditions. 


If you haven't already done so, investigate the 
many advantages of Honeywell Individual 
Temperature Control for hospitals. Write for our 
booklet “Plan Your Hospital’s Atmosphere”. 
it’s free. Minneapolis-Honeywell, Minneapolis 8, 
Minnesota. In Canada: Leaside, Toronto 17, 
Ontario. 


Honeywell 


CONTROL SsY¥YS T EMS 
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The New 656 
KOTEX® Maternity Pad 


MEANS ZA7KA SAVINGS 


SROUGH £0724 Ley TH 


Because the new No. 656 KOTEX Mater- 
nity Pad (12” filler) is 35% longer than 
ordinary maternity pads, the need for 
multiple overlapping applications 1s 
avoided. Use of this pad can mean up to 
5 Savings in number ot pads needed 
for each patient as proved in ACTUAL 


HOSPITAL TESTS! 


SOFTER... MORE EFFICIENT 
KOTEX contains three types of Cellu- 
cotton,” in layers, which absorb quickly, 
draw moisture along the length of the 
pad and then Aold drainage. So your 
patients will find KOTEX softer, more 
absorbent, more efficient. Remember, 
more women use KOTEX Sanitary Nap- 


kins than a// other brands combined 


lo give your patients extra comtort 
while you save time and money, try the 
new No. 656 KOTEX Maternity Pad 


fe Pe AOEe « SLACK Curity 


Division of The Kendall Company, Chicago 16 


RESEARCH TO IMPROVE TECHNIC...TO REDUCE COST 
he—-.=_ 
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lest Lube 


Vo. 45042; Culture Tubes No. 45048 
and No, 45066 (with screw cap). 


KIMBLE ‘Test and Culture Tubes 


of Kimble Resistant Glass 


7] 


ERE IS WELCOME NEWS for all 

hospital laboratory technicians. 
Kimble tubes made of Kimble Resist- 
ant (N-51-A) glass are now available 
at all dealers. This borosilicate ma- 
terial has exceptional resistance to 
chemical attack... the greatest resist- 
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ance of any economical and work- 
able glass known. 

At the same time Kimble Resistant 
Test and Culture Tubes have excel- 
lent heat-resisting properties and the 
ability to withstand the severe pun- 


ishment required in hospitals. 


Kimble Test and Culture Tubes 
are now available and can be ordered 
from stock. Your hospital supply 
dealer has price lists on all sizes. Con- 
sult him for your requirements or, if 
you prefer, write directly to Glasco 


Products Company. 


LOOK FOR THE KIMBLE “K", THE VISIBLE GUARANTEE OF INVISIBLE QUALITY 


GLASCO PRODUCTS CO. 


111 NORTH CANAI 


STREET 


CHICAGO 6, ILLINOIS 


19 








“Tale is a Dangerous Agent 


in its present use as a 


Surgical Glove Lubricant” 


SAFE SUBSTITUTE NOW 
AVAILABLE AT COST OF 
ONLY 2¢ 


PER OPERATION 





Postoperative adhesions caused by 
glove powder have long been a serious 
concern of surgeons and operating 
room assistants, 

Il published studies agree that tal 
as a glove lubricant is unsafe. Animal 
experiments have shown the dangerous 
complications that follow tale implan- 


tation, 


EFFECTS IN TISSUE 
Tale consists chiefly of mag- 
nesium silicate. It causes gran- 
ulomatous reactions in tissue. 
resulting in intra-abdominal 
adhesions, persistent sinus for- 
mation, or nodules in the 


wound, 


“Implantation of glove powder may 
occur from unwashed gloves, periora- 
tions in gloves, spill on to sponges. 
instruments. and suture material. and 


by the air-borne route.”! 


SERIOUS COMPLICATIONS 
“The frequency of suc h contami 
nation ts attested by the incre asing 
number of case reports of serious 
complications due to tale. Animal 
expe riments shou that the granulo 
matous reaction can be regularly 
produced in the peritoneum, pleura. 
joint, nerve 


pericardium, muscle, 


and tendon 


FOREIGN BODY REACTION 


German?" found intra-abdominal 
granulomata which he proved came 
from foreign body reaction to tale in 10 
out of 50 unselected patients subjected 


to a second laparotomy 


Seelig' repeatedly demonstrated 
the danger of tale in mice, which are 
notably resistant to the production of 
adhesions, by injecting 2cc. of a 5 

saline suspension of the powder intra 
peritoneally, and has stated that “the 
average surgeon cannot possibly pet 
form this experiment and ever afterward 


face talcum powder with equanimity.” 


REPLACEMENT 

As a replacement for talc. a 
wholly safe and efficient dust- 
ing powder is now available. 
This new powder, called Bio- 
Sorb, is a mixture of amylose 
and amylopectin, derived from 
cornstarch, with asmallamount 
of magnesium oxide added. It 
is treated physically and chem- 
ically to assure good lubrica- 


tion after sterilizing. 


COMPATIBLE WITH TISSUE 
Bio-Sorb is compatible with body 


tissues and is rapidly absorbed. It does 


not injure rubber gloves. It fits regular 
O.R. technics. Costs less than 2 cents 
per operation. Bio-Sorb has been used 
over two vears in several hundred 
hospitals. Complete literature mailed 


on request. 


SAFETY CONFIRMED 

The findings of Lee and Lehman’ 
that Bio-Sorb is safe have been con- 
firmed by Lindenmuth’ and Mac- 
Quiddy.* Postlethwait et al' concluded 
that “tale is a dangerous agent in its 
present use as a surgical glove lubri 
cant. and stated that “a modified starch 
powder (Bio-Sorb) which is absorbed 
with little or no reaction is again sug- 


vested as a satisfactory substitute for 


tal 2g 
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COUNCIL ON 
PHARMALY 
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PAN CHEMISTRY 
MEDITAL A® 


BIO-SORB POWDER 


BRAND OF STARCH DERIVATIVE DUSTING POWDER 


fvailable from Hospital and Surgical Supply Dealers 


ETHICON SUTURE LABORATORIES, DIVISION OF JOHNSON & JOHNSON, NEW BRUNSWICK, WN. J. 
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Kitchen Personnel, too, are Partial to Stainless 


& With hundreds of meals to serve daily and the requirements of 


many special diets to meet, hospital kitchen personnel really 
appreciate the time-saving advantages of Stainless equipment 


Most important, of course, is the ease with which Stainless Steel 
equipment may be cleaned and kept clean. It helps to maintain 
“hospital high” standards of sanitation through every step of food 
preparation, meal serving and dish washing. And don’t forget the 
psychological “lift” that hard-pressed kitchen personnel get from 
working near its gleaming surfaces. 


Partiality to Stainless extends throughout the hospital staff. Doc- 
tors and nurses are thoroughly sold on the assistance it gives in 
maintaining asepsis. And budget-conscious administrative staffs 
appreciate its extremely low maintenance costs and its ability to 
withstand severe usage year after year. 


If you’re planning to modernize or re-equip your kitchens, oper- 
ating rooms, or sterilizing rooms, it will pay you to insist on U-S-S 
Stainless Steel. This perfected, service-tested Stainless will give you 
the most in equipment performance. Be sure your fabricator uses it, 
for there’s no better Stainless. 


AMERICAN STEEL & WIRE COMPANY, GENERAL OFFICES: CLEVELAND, OHIO 
CARNEGIE-ILLINOIS STEEL CORPORATION, PITTSBURGH & CHICAGO 
COLUMBIA STEEL COMPANY, SAN FRANCISCO + NATIONAL TUBE COMPANY, PITTSBURGH 
TENNESSEE COAL, IRON & RAILROAD COMPANY, BIRMINGHAM 
UNITED STATES STEEL SUPPLY COMPANY, WAREHOUSE DISTRIBUTORS, COAST-TO-COAST 


U°S°S STAINLESS STEEL 


SHEETS - STRIP - PLATES - BARS - BILLETS - PIPE - TUBES - WIRE - SPECIAL SECTIONS 
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The extensive research carried out by the 
eminent Doctor Herbert M. Evans has contributed 
immeasurably to the deve lopment and growth 


in the study of the endocrine glands. 


The Armour Laboratories, as a pioneer in 
the development of endocrine products 
for the medical profession, is deeply indebted to 


Doctor Evans for his contribution to this science. 


Eleventh in the series, PORTRAITS OF PIONEERS in 
Endocrinology. A full-color reproduction of this painting, 
suitable for framing, is available upon request. On your 


professional letterhead, please address: 








ARMOUR 
Labotatottes 


CHICAGO 9, ILLINOIS 
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Dr. —Hubeit M. Evans se02- 





Dr. Evans began his career as an embry ologist and 
histologist. He demonstrated the origin of the 
vascular trunks within the bodies of vertebrate 
embrvos as a result of the transformation of 
capillary plexi. He conducted an extensive series 
of researches on the causes of vital staining with 
acid azo dves and introduced “vital” azo dves 
(Evans Red and Evans Blue) for the estimation of 
blood volume in man and experimental animals. 

Dr. Evans discovered and charted 48 chromo- 
somes ino man. first detected the characteristic 


sign of deficiency in fat-soluble vitamin A in the 
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mucosa: and dis- 


cornification of the vaginal 
covered fat-soluble vitamin E. He was the first: to 
produce experimental gigantism in animals from 


With the 


assistance of C. H. Li, he carried out extensive 


extracts of the anterior hypophysis. 


research on the hormones of the anterior  hy- 
pophysis. Outstanding among these was the puri- 
fication of the growth hormone. Dr. Evans has 
engaged in a notable series of studies of the eflects 
of the isolated and purified protein hormones of 
the anterior hypophysis. Dr. Evans is still quite 


active in his‘ researches in the endocrine field. 





Announcing Lower Prices on 
Amphyl Disinfectant 


Reduction reflects lower cost of raw materials 


Check these important advantages 
of Amphy!l: . AMPHYL— List price, now 


$4.50 per gallon (for- 
merly 35.00). Save an ad- 


GREATER GERMICIDAL POWER 
(PHENOL COEFFICIENT 10) 


NON-TOXIC . . . NON-CORROSIVE 


EFFICIENT IN PRESENCE OF AMPHYL destroys 
ORGANIC MATTER more deadly ge™™> 


ditional 20° by buying 
a 50-gallon drum. Sup- 
plied in |-gallon contain- 
er and in 5- LO. and 50- 
gallon drums. WRITE 
for samples of AMPHYL 
and detailed monograph 
for the medical and den- 


MILD, AGREEABLE ODOR more quickly 
e economically : 


tal professions. 


VERSATILE .. SERVES mor 
MANY USES 


IN SURGERY —where instruments penetrate human tissues — 


doctors value Amphy Ts greater potenes its non-toxte effeet, he hept intact and supple ane 
doctors praise Amphyls non-corrosive sterilizing action, 


IN STERILIZATION OF GLOVES, INSTRUMENTS — where rubber must 
cutting edges sharp and rust-free 


its efficiency in the presence ol bhowed. petits. EERERe ts 


~ ~<" 

IN GENERAL DISINFECTION — where “hospital-clean” must apply 
to all surfaces—floors. walls, cabinets. stairs — Amphyl's econ- 
omy keeps housekeeping costs down to 2¢ per gallon, Recom- 


IN CONVALESCENT WARDS —where recovery must be speeder 

Amphyls non-specific disinfecting power keeps furniture. bed- 
ding. utensils from being a source of reinfeetion, Pleasant 
Amphyl odor Isa ps hologi al he Ip he re mended solution: l » Ge 


Write: HOSPITAL SUPPLY DISTRIBUTORS or to LEHN & FINK PRODUCTS CORPORATION 
HOSPITAL DEPARTMENT, 445 PARK AVENUE, NEW YORK 22, N. Y. 
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theres a Clarke 
floor maintainer for your 


Special nee budget 


Now—four different sizes of Clarke Floor Maintainers 

from which to choose the machine that’s exactly right for 

your requirements! They vary in brush diameter from 13 to 

23 inches, in motor power from % to 1 H.P. All four are 

alike, however, in the ease and speed with which they scrub, 
wax, polish, steel wool, sand, and shampoo . . . alike 

in their smooth, noiseless operation . . . alike in the way they 
save time, money and labor, year after year. So fit your 

needs with a Clarke—ask your dealer for a demonstration 

on your own floors, or send coupon below. Now! 


Be Every Clorke Floor Maintainer b yo The quick- 

has the improved "finger-tip action” safety switch odjustoble handle 
—controlied with either or both honds. thot “fits” the 
operator is 

available on all 

Clarke models. 


FLOOR MAINTAINERS 


Made by Clarke ... Pioneer and Leader in 


Floor Sanding, Polishing and Maintenance Machines SS a 


Seies and Service Branches in All Principal Cities 
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CLARKE SANDING MACHINE COMPANY 
529 Clay Avenue, Muskegon, Michigan 
[_] Please send complete information on Clarke Floor Maintainers 


} Have my decler recommend and demonstrate the Clarke Floor Main- 
tainer best suited to our needs. 


INSTITUTION 
ATTENTION 
TITLE 
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Save Money... hime... Cfiart 


with 





ani TD iter 


B mattress covers B pillow cases 


B ond aprons 
made with Electronically Welded Seams 


These amazing new plastic “protectors” will pay for themselves in savings 
QUICKLY! Practically eliminates need for mattress and pillow sterilization ond 
keeps bedding almost brand new and sterile for years longer! SaniPhilm 
covers and aprons feature exclusive rip-resist, air tight, electronically-welded 
seams. Even our slide fastener type covers are made without any sewing 
whatsoever, thus eliminating weaknesses caused by needle holes. Seams 
become an integral part of the cover as durable and waterproof as any 
part of the material. Made in all standard sizes, types (with and without 
zippers, envelope, box and flat) and shapes, or to your specifications. WRITE 
FOR CAiALOG AND NAME OF NEAREST HOSPITAL SUPPLY DISTRIBUTOR 


s 
UNITED STATE 

243 
TESTING LABORATORY REPORT 8 


Tests indicate that the Sent 
Electronic Welded Seams !5: 


RESISTANT TO: 

1. Steam Sterilization © 
20 minutes. 
Pathogenic bocteria, such as — 

: hella Typhosa. Escherichia © 
por Strephylococcus erg =" 
i richo- 
ic fungi such as 
Ptyton gypseum, Trichophyton a 

; i rum avdov 

reum, microspo ° 

oa sporotrichum schenkii. 
: f perspiration, 
d blood and 


Im cover with 


+ 15 Ibs. and 


Stains and odors © 
; urine, decompose 
feces. 
8. \T PASSES: 
rning Test. 
r ae Test ot 20° F. 
3. Skin Irritation Test. 


PHILMONT MANUFACTURING COMPANY 


Hospital Division Phone: ENglewood 4-000) 


60 Honeck Street, Englewood, N. mo U.S. iM, 
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with Easier-to apply 


ALM 


PYRINATE LIQUID © 


Ce, 

SEND IN THE COUPON BELOW, and McKesson & Robbins, Inc., will 
be glad to send you at no cost a full-size bottle of this amazingly- 
effective formula. 

The active ingredients of A-200 are Pyrethrum extract activated 
with Sesamin, Dinitroanisole and Oleoresin of Parsley fruit, in a 
detergent water soluble base. The pyrethrins are well-known in- 
secticides and Anisole is a well-known ovicide, almost instantly 
lethal to lice and their eggs, but harmless to man. The efficacy of 


A-200 was proved in 8,000 clinical cases in the District of Columbia 


jail. 


MCKESSON & ROBBINS, INC., Bridgeport, Conn. 


Please send a full-size bottle of A-200 Pyrinate Liquid, at 


ADVANTAGES OF A-200 PYRINATE LIQUID ante 


A-200 is easy to use; no greasy salve to stain clothing, Name 


quickly applied, easily removed, non-poisonous, non- Hospital 
irritating, no tell-tale odor ... one application usually Gennes 


sufficient. 


A Product of McKesson & Robbins, Inc., Bridgeport, Conn. 
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CUT COSTS OF STAFF FEEDING 


with DIXIE 
paper service 


Food service costs for hospital staff members and 
employees can be lowered appreciably by regular use 
of time-saving Dixie Cups and Containers. And 
paper service offers many advantages that add to 
the general efficiency of busy hospital kitchens and 
cafeterias. 

Paper requires no dishwashing . . . no soaps, 
detergents, sterlizing. Breakage is eliminated, food 
waste minimized through stricter portion control. 
\lways-ready Dixie Cups and Containers assure 
easily maintained cleanliness so essential to a well- 


run institution. 


These are the Advantages 


of DIXIE paper service: 


SMOOTHER— Fewer delays in kitchen resulting CLEANER—Used only once. Always frest 


from clutter of unwashed dishes or help absences 1 : 
—< ail _— ' and appealing to both eye and appetite 


SAFER — Constant protection for employees 
are always ready for and patients from mouth-carried infections. 


are lighter, less waiting 
THRIFTIER—Saves time, labor. Greatly re 
. juced dishwashing Cuts clean-up time 
UIETER — No disturbing clatter of dishes ; . \ i ’ 
Q : , sterilizing and storing time by hours a day. 
Saves food... no waste through careless 
over-portioning. Saves materials ... Less 
soaps, detergents, hot water needed... No 


In hospital feeding breakage, calling for costly replacements. 
the trend is to 


MOST WIDELY ADVERTISED... 
MOST POPULAR OF PAPER CUPS 


~ 


eee 
| go 


apnea ~ 
COLD DRINK COLD DRINK HOT DRINK FOOD 
CUPS CUPS CUPS CONTAINERS 


tew rving 


ICE CREAM DESSERT 
CUPS DISHES 
nlegdtias cowed iniiia 

puddings,ete 
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Columbia Restaurant 
goes 100% 
WeareEver Aluminum 


Cooking here MUST be good. For Columbia has a repu- 
tation as one of the South’s finest restaurants. featuring 
Spanish food. 

Wear-Ever 


it always gives uniform cooking results. 


Columbia Restaurant uses only Alumi- 
num because 
That's because aluminum spreads heat fast and evenly. 

As a plus, Columbia chefs know Wear-Ever Aluminum 
Also that the extra 


gives long wear and 


is a metal that is friendly to foods. 
hard alloy from which it is made 


keeps so good looking it can be used for serving at the 


WEAR: EVER 
T 
A 


c 
ALUMINUM 


TRADE MARK 


ate.vs vat OFF 
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COLUMBIA RESTAURANT, TAMPA, FLA.—individual or 
party orders of famous Columbia specials such as Chicken 
and Yellow-Rice are served at the table from the special 
Wear-Ever Aluminum saute pans in which they are cooked. 


table. 


or gouging and helps keep hot foods hot. 


It takes plenty of handling without denting 


For information about Wear-Ever kitchen uten- 
sils and steam-jacketed kettles see your supply house 
representative The Aluminum Cooking 
Utensils Co.. 709 Wear-Ever Bldg.. New Ken- 


sington, Pa. Oo 
gy 


or write: 


oe) 


\ 


ah 
The Aluminum Cooking Utensil Co. 
709 Wear-Ever Bidg., New Kensington, Pa. 


Please send me complete information about your line. | am 
interested in: 


[_] Utensils 
NAME.... 


[_] Steam-Jacketed Kettles 


Ee dvcncne: sassvcceeses 
ADDRESS. 
CITY. 


Ld 
oO 





Excellent treatment 


hospital |NTERIORS 


et 


ae 
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HOSPITALS 


ORUGS & CHEMICALS FOOD PROCESSING TRANSPORTATION RENTAL HOUSING PUBLIC BUILDINGS 
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for administrative headaches 
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ff 
ed 


of 


You know the symptoms... excessive maintenance costs; dingy, cheerless atmos- 
phere; hard-to-clean interiors... they usually mean a constant headache to the 
hospital administrator. 


But here’s a sure cure — interiors of Structural Clay Facing Tile. 


Facing Tile is especially good medicine for ailing maintenance budgets. It com- 
pletely eliminates all painting and refinishing expenses, and it cuts repair and 
replacement costs to next-to-nothing. Facing Tile will not crack, scratch or decay. 


It’s wonderful, too, for gloomy “sickroom atmosphere.” Facing Tile interiors actu- 
ally radiate cheer, whether you do them in immaculate white or choose from the 
many light-reflecting colors available. 


Immaculate? Yes! Facing Tile washes clean, really clean, with plain soap and water 
or a damp cloth. The surfaces are impervious to dirt, grease, steam, even to bacteria. 


Facing Tile gives you fire-safety, too, and a strong, permanent wall and finish in one 
material, You can get Facing Tile, both glazed and unglazed, in efficient modular 
sizes. Get all the facts before you plan mew hospital interiors. 


SEND FOR FREE FACING TILE CATALOG! Here is complete detailed information 
that will answer many of your questions about the use of Facing Tile. Simply write 
the Institute, Desk MH-9, on your letterhead. 


INSTITUTE MEMBERS 
Belden Brick Company Hanley Company Metropolitan Brick, inc. 
Canton, Ohio New York 17, N. Y. Canton, Ohio 
Centinental Clay Products Co. Hydraulic Press Brick Co. National Fireproofing Corp. 
Kittanning, Pennsylvania Indianapolis, Indiana Pittsburgh 12, Pennsylvania 
Charleston Clay Products Co. Mapleton Clay Products Co. Stark Brick Company 
Charleston 22, West Virginia Cantun, Ohio Canton, Ohio 


West Virginia Brick Company 
Charleston, West Virginia 


FACING TILE INSTITUTE 


1520 18th Street, N. W. : Washington 6, D. C. 
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WE HAVE A 


Approved by 
American College of Surgeons 
American Hospital Association 


and others 


STANDARDIZED 


FORM 


FOR EVERY HOSPITAL 


PURPOSE 


Nearly 90% 
of Approved Hospitals 


use our products 


Our Simplified HOSPITAL RECORDS are designed to meet the need- 


progressive 
fulfill the 


Produced in 


of every 
economically 
agencies. large 


prices and uniform quality 


Ws? Vtandardized 
HOSPITAL FORMS 


Patients’ Case Histories 


sthesia, Autopsy, Bedside 
Consultation, Diet, EKG, . 
History Laboratory Records 
Miner History, Newborn 
Operation, Physical Ex- 
Progress Notes, 
X-Ray Reeords 


Accident Ane 
Nurses’ Notes 
Uraphic Charts, 
with paste-on 

and) =Pediatries, 
Physicians’ Orders, 
Weight Charts, 


amination, 


PB, Lrolegy 


Bound Record Books 


Register of Patients, Register of Operations, 
Delivery Reom Register, Birth Record, Regis 
of Deaths, Interns’ Register, Physic * Regi 
Labo ory Record, Narcotic R rd, - 
Record and Register, Staff Minute Book 


Cross-Indexing and Analysis 
of Hospital Service 


forms for Disease and Operation 


Folder-type 
Standard No- 


Indexes to conform with A.M.A 
menclature Discharge Analysis Records, 


Summary of Laboratory Services 


Daily 


Cancer Clinic Forms 


series of Cancer Record Forms de 
American College of Surgeons, 
American Cancer Society, and 


Complete 
veloped by the 
approved by the 
e with ree 
gical Society Als . 
eer Clinic Sicinias wa Patients, Follow-Up Con- 
trol Card, and Patients’ Index Card 


School of Nursing Records 


Include forms prepared by various State Boards 
of Nurse Examiners, monthly, 
anent, and supp ental records, i.e. 
ation Blank Ffficiency Records, ete., 
nouncement Booklets for Schools of Nursing 


covering daily, 


Hospital Abstract Service 


Monthly issues of abstracts on 4x6 cards from 
the most important articles of timely interest 
to the hospital executive 
with the hospital field. Carefully 
24 divisions and indexed for quick reference 


and others connected 


classified under 


Medical Abstract Service 


Monthly selections of clinical literature in ab 
tract form on handy Provided by 
Is for the Medical r to help keep 
ral practit d s the specialist 
informed of latest advances in medical science 


Speedy reference enhanced by easy-to-find index 


hospital administrator. 
requirements of all the 


volume. 


standard form- 


These 
accrediting hospital 
reasonable 


vou are assured of 


plus prompt and efficient service. 


PENN-WAY 
—accOU rma 


FOR ALL HOSPITALS 


The most complete Hospital Accounting System 
ever published provides the “tools” to meet the 
requirements of the A.FLA. Committee on Ac- 


rounting 


Forms Classified By Departments 
To make it easy for you to study this system, the 
forms have been grouped by departments. Our 
Complete set of accounting forms covers: 
Services Rendered to Patients 
Cash Receipts 
Cash Disbursements 
Purchases of Materials 
Consumption of Materials 
Payroll and Employment Forms 
Adjustments, etc. 
General 
Statistical 
Equipment 


SID Vi 


NO LOST or Rte least labor and with- 
out duplication of eff the Penn-Way System 
of Accounting for Peer gives you absolutely 
accurate accounts. Your bookkeeper will find 
the system a revelation. Your auditor will ap- 
the completeness and accuracy of the 
figures ted to him for his yearly audit. 
You, + administrator, will have at your 
finger tips all of the financial data for your 


preciate 


annual report 





We can supply the 
most practical 


STEEL FILING 
EQUIPMENT 


for every need in your 


HOSPITAL 


Let us help you plan or 
improve your Business 


Office or Record Room 











BOOKS 


that should be in every hospital 
library. Authoritative . . . used as 
text and reference books in Hos- 
pital Administration Courses. 


Hospital Organization and Management 
by Malcom T. Mackachern, M.D., 2nd Edition— 
Intensely practical, answers thousands of every- 
day questions. Over 1,000 Paes, 22 drawing-, 
and 194 charts. Per copy, $8.5 


Manual for Medical Records Librarians 

by Edna K. Huffman, BKM 2nd FEdition— 
A valuable for he 

as well as r rd 

lining the method of pre 

proper hospital records, cross-indexes, 


copy, 34.50 


Hospital Public Relations 

by Alden B. Mills—An outstanding book of in- 
terest to hospital executiv governing beards, 
engaged in hospital work. 14 
16 illustrations. Per copy, 


and everyone 
chapters, 384 pages 
$3.75 

Purchasing for Hospitals 
by Walter N 
save hospitals time anc 
profit from salesmen ec acts, and points out 
practical ways of quality-checking hospital 


merchandise. Per copy, $2.25 


College Curriculum in Hospital 
Administration 
by the Joint Commission on Education, Charles 
E. Prall, Director, and Paul B. Gillen, Assistant 
—This final volume rounds up the remaining 
Commission studies designed to help hospital 
administration schools form their curricula, de- 
termine qualifications, and regulate admissions. 
Per copy, $2.00 
Problems of Hospital Administration 
by Charles E. Prall, Director, Joint Commission 
on Education—A natural division of 500 ad- 
™ rative problems. Report of study based on 
interviews with 100 hespital administrators in 
various sections of the United States. Per copy, 
$2.00 
if remittance accompanies order, postage 
prepaid in U.S.A. only. Foreign dutle nd 
taxes, if any, are assumed by purchaser. 


REVISED EDITIONS IN PREPARATION 
Medical Staff in the Hospital 
by Thomas R. Ponton, M.D.—Being completely 
revised by M. T. MacEachern, M.D., and Henry 
G. Farish, M.D., to include the latest thinking 
on medical audit procedures. 
Medical Records in the Hospital 
by Malcom T. MacEachern, 4.D., C.M. 
Hospital Color and Decoration 


by Raymond P. Sloan 


s suggestions which 
Tells how te 


Lacy—Con 





Ask for circular describing 


A. H. A. BASIC LIBRARY 


for Hospital Administrators 











PHYSICIANS’ RECORD 


lol W. HARRISON STREET 
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Improved efficiency, safety, morale 


— with COLOR in the HOSPITAL 
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lite-long boosters 


of the many estab 


ples which were in 
1-day application, 
» painting plan. Painting 

reasons, previously the 
ition, assumed its proper 


‘ 


now-known values ot 
paint and the 
olor on hi 
ide to pertor 


tics in hospitals 


PRIVATE ROOM AND 
WARD COLORS 


nd that patients 
in soft tones 
ivory, green and 
onvales ence 
laternity Cases 
tones are 


tranquil 


posure 


each room should be taken into consid 


eration An ivory or pea h tone may 
not be best for a room facing the south, 
nor would a light blue be the best choice 
for a room with northern exposure To 
condition ’ them against excessive sun 
light or heat, rooms with southern ex- 
should be painted in relatively 


Conversely, 


posure 
ool tones rooms with a 
northern exposure need somewhat 


warmer tones to diffuse the 


cold blues 
of northern light and help build up < 
heery East 


west rooms can be painted in almost any 


friendly atmosphere 


of the various recommended Color Con- 
All of 


and subdued 


schemes these 


sott 


litioning color 
ombinations are 
avoid mo- 


pleasant to look at. They 


notony and they are practical in 


oncealing dust, stains, and abus¢ 


SURGICAL DEPARTMENT COLORS 


Phe principles established as a result 


of Du Pont's research in the ‘20's in 
New York have 


years. Cool. bluish-greens are now the 


remained through the 


] ‘ 


generally accepted colors for the oper 


iting rooms. Best proot of this fact ts 


the growing tendency toward the use 


The Color Conditioning 
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of green gowns and sheets in surgery 

te application of the principle 

the surgeon s vision by re 
ing glare 

dressing rooms should be 

to inspire a feeling of confi 

A light 

ng, warm and pleasant. When properly 


tone of peach ts sooth 


1, this color goes far toward cre- 


ng a feeling of ease and well-being 
A sanitary quality is given to rooms 
operating rooms. 


rvicing the such 
linen, storage, sterilizing rooms 
In these areas the high 


y usin 


g white 


tlectance value of white also encour 


ives the practice of good house keeping 


RECOMMENDED COLORS FOR 
GENERAL AREAS 


nity tor hange of pace 


il divisions and patient a 
I itrons 1s offered when painting 
the sections of the hospital devoted to 


visitors and personnel service. Here 


variety is put to work, in lobbies, solar 
ms, reception rooms, waiting rooms 
et Particularly 


ichieved when adjacent areas are differ 


pleasing effects are 
tly colored and differently decorated 


Warmly 


ooler spaces add an element of interest 


colored rooms leading into 


an overall aspect of cheer 
fulness 
stairways 


In corridors and interior 


normally deprived of natural daylight 


tones of ivory, beige or peach lend 


heer. Dining rooms, 
lassrooms and offices may also be given 


variety in color treatment and, so de 


signed, will make for an agreeable 


hange from = surgical divisions and 


patient areas 


SPECIAL HOSPITAL USES OF 
DU PONT COLOR CONDITIONING 


Du Pont Color Conditioning has an 
essential place in hospital laboratories 
In these departments 


Du Pont 


painting plan in industrial installations 


and workshops 


the direct experience of the 


is of great value 


The application of 


In order to obtain 


application In} 


in and mail 


Fill 


I. pt 


full 


this experience assures the hospital that 
its laboratory and shop practices follow 
where unprecedented 
through 


that of industry 
success has been achieved 
brightness engineering and the correct 
use of color 

The hospital cafeteria and diet kitch 
en can use color to advantage to make 
food more appealing, more psychologi 
Through extensive 


lly appetizing 


tests on colors and foods, 
warm yellow, tan and 


been found to 


issociation 
tones of peach, 
light, cool green have 
be best for food service areas 

In the Du Pont's 


research into universal color preferences 


nurses’ quarters, 


(Continued next page) 


details of Color Conditioning’s 


uv hospital, see other side of this coupon. 


PONT DE Nemours & Co. (INC.) 
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Wilmington 98, Delaware 
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DU PONT’S SAFETY COLOR CODE 

HELPS PROMOTE EFFICIENCY AND aia - 
greater savings in Maintenance painting 

PREVENT INJURY Thus it ts highly practical tor hospi 


ince to all hospital to make a gradual changeover to 


tormulated to give longer wear and 


Pont Safety Color Du Pont Color Conditioning 
rt while following out the usual 


laintenance program 


CONSIDER COLOR CONDITION- 
ING FOR YOUR HOSPITAL NOW! 


Phese pages summarize the principles 
ot Du Pont Color Conditioning tor 


Hospitals as it has been developed atter 


xtensive research, technical study and 
practical experience. Du Pont mainte 


nance specialist's are 


olors and 


hazards 


& 


hazard 
hospita 
ind ma 
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omy ictc olor specail itions [or 


EASY TO INSTALL... . Se. a CORRE eg tae 
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AT NO EXTRA COST equipped with scientific research data 
inction developed in collaboration with out 


authorities in the fields ot 


Wher olor 1s used with ft 
le to realize standing 
olor and vision. All hospital 
thorities are urged to look further 
into Du Pont Color Conditioning. A 
Du Pont representative will be glad 
ill and discuss this matter with yo 
ind your local painting contractor For 
further information mail the coupon 


today 


E. |. du Pont de Nemours & Co. (Inc.) 
Finishes Division, Dept. MH-910 
Wilmington 98, Delaware , 
Better Things for Better Living 
..« through Chemistry 
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Conditioning 


for Hospitals 











SAVE TIME. 
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ON SMALL LOADS wit 


TROY 
Dui 


LAUNDRY WASHER 


The new Troy Bantam is ideal for institutional 
laundries. It provides a time-saving, economical 
and practical solution to the problem of wash- 
ing small loads. 


The Troy Bantam is an open-end, reversing 
type washer with 35 pounds dry weight ca- 
pacity. Floor space required is less than 3 by 
314 feet. Its 30% x 18” one-compartment, 
stainless steel cylinder is ribbed scientifically 
to provide maximum washing action wth mini- 
mum wear on clothes. 

Rear view of washer, with shields 

removed, shows rugged construc- 

tion of trunnion support and drive. 

Rigid drive support eliminates ex- 

cessive vibration and assures long 

service life. 


A LITTLE WASHER with A | ia TROY “PHOTO-PLAN" 
BIG-TIME FEATURES : Fi SERVICE 


» STAINLESS STEEL CYLINDER AND 
* STAINLESS STEEL SHELL 


@ HEAVY DUTY "V" BELT AND GEAR 
* REDUCTION DRIVE 


» BALL BEARINGS THROUGHOUT 
@ GLASS OBSERVATION DOOR 
» AUTOMATIC TIMER 


@ THERMOMETER 
@ COMPLETE SAFETY FEATURES 


Ask your Troy sales representative or write 
Troy today for delivery schedules and prices, 


TROY ey 


DIVISION OF AMERICAN 
L EAST ould 





In Canada: American Machine and Metals ( 
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AMERICAN 


PROBLEM In planning this important new hospital, the need for an efficient, mass- 
production laundry department was apparent. Equipment must produce adequate sup- 





ply of sterile-clean linens and uniforms. 


SOLUTION our Laundry Advisor was called in. He carefully analyzed anticipated 
laundering requirements and problems. Then he submitted complete recommendations, 
specifications and suggested layout for a modern, efficient laundry. Latest, labor-sav- 
ing, cost-reducing equipment was installed when hospital building was ready. 


RESULTS New laundry meets every requirement of the hospital. All departments have 
abundant supply of sterile-clean linens for any emergency. Patients and staff appreci- 
ate the fine quality laundering. Fast, labor-saving machines hold laundering costs to 
the very minimum. 


Hospitals, /arge or small, are invited to discuss their laundry problems with our 
Laundry Advisor. There is no obligation. WRITE TODAY. 

















Your hospital will benefit by selecting from American's complete line of the 
most advanced and productive hospital laundry equipment. 





‘ Uniforms and wearing apparel for staff and 
Battery of ZONE-AIR Tumblers for fluff drying patients are completely machine-ironed on 


towels and other unironeOaay these 3 One-Operator Press Units. 


THE AMERICAN LAUNDRY MACHINERY 
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Laundry Department at 405-Bed 


George Washington University Hospital, 
WASHINGTON, D. C. 


* Two CASCADE Automatic Unloading Washers 

with Companion Washing Controls save more 
than 50 manual operations each load by per- 
forming all washing operations automatically. 
Washers are unloaded by pressing buttons. 


So easy a girl can do it. Loaded Containers 
are hoisted into and out of NOTRUX Extrac- 
tor by push-button-operated electric hoist. 


Every Departmeny of 


the Hospita| Depends 


Flatwork is beautifully ironed at high speed on the Laundry. 


on 8-Roll SYLON Ironer with Airvent Canopy. 


COMPANY cincinnati 12, OHIO 
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ANNOUNCING 
THE KIRBY-THURSTON CHOLELITHOPHONE 


For locating gallstones 
at time of operation 


More sensitive than 
rubber gloved fingers... 


More reliable than 
grasping forceps... 


wt 
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INSTRUMENT ByY- Littin 
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holelithophone satisties 
S§ fora pract al instru- 
! stones, and an 


or trouble-free electronic 


imple, demanding no special 
rts are sterilizable. Upkeep ts inex- 


only tube and plug-in con- 


ts once a year—at time of check- 
any 115V 60 ¢ ps A.C. outlet 

reis available. Write for 

rument is sold exclusively 


and tilled directly by 


(HF? Lf 9 a 
. George BD. Whng and Chen Com bany 
3451 WALNUT STREET 
Philadelphia 4 \ 
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Quiet for hospitals starts at the ceiling 


HIS mechanic is installing a noise-quiet- There are other Armstrong acoustical mate- 
ing ceiling of Armstrong’s Cushiontone. rials which meet special sound-conditioning 
When he finishes, patients will have the rest- requirements in the hospital. Armstrong’s 
ful quiet they need. The hospital staff will Corkoustic is ideal for high humidity areas 
work more efficiently, with less fatigue. such as hydrotherapy rooms and the cafeteria 
Many hospital areas, such as corridors, kitchen. In private offices or the lobby, where 
cafeterias, recreation rooms, and nurseries are beauty is desirable, white fissured Travertone 
naturally noisy. Cushiontone ceilings keep is recommended. For full details, contact 
noise in such areas from reverberating and your Armstrong acoustical contractor 
swelling in loudness. In each square foot of or write Armstrong Cork Company, 
Cushiontone there are 484 deep perforations 5709 Stevens Street, Lancaster, Pa. 
which act as sound traps. As much as 75 
of all noise that strikes Cushiontone’s per- 
forated surface is absorbed. 
Cushiontone is a low-cost fiberboard acous- 
tical tile with an attractive white finish on 
face and beveled edges. It reflects light well 
and is easy to keep clean. Even repainting 
won't affect its high acoustical efficiency. 


FT RADE-MARK REGISTRATION APPLIED FOR 


ARMSTRONG’S ACOUSTICAL MATERIALS 


CUSHIONTONE®* TRAVERTONE* CORKOUSTIC® ARRESTONE® 
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ist sto 


ut _Large Volume Drying 


_ 


sce, * Lower Cost 


Y with the 


} HUEBSCH 42” 


jo “Ry 7% 
Double the Capacity a ’ = [ 
of a 36”’ x 30” 4-coil a r :~— 
Laundry Tumbler, only F ~ tile \ ie 

$770.00 f.o.b. Mil- otis ee jag ft 


waukee, Wis., Temper- 
ature Signal Extra. 


Better-Built by 
HUEBSCH/ ejection 


Inventor and World's 

Largest Maker of 

Open-End Drying Tum- 

blers. 
samous 
assure 

years o 

ires 

rse- 

P. 


If you want faster, more efficient drying than you have ever had before, the 

HUEBSCH ‘‘42"’ is the buy for you. All of the money-saving advantages above 

, have been proved in actual use. Although the ‘'42"’ has a large capacity of 100 

Another Top Producer lbs., it occupies less space than you would normally expect. Flexibility in opera- 
HUEBSCH gas-heated TUMBLER tion is another important asset. A battery of HUEBSCH Tumblers, each operat- 
ing independently, assures you of continuous operation in the event one is 


Ideal for small laundry installations . ae 
temporarily out of commission. 


or as an additional unit for extra 
capacity. Three sizes: 36° x 30°, Before investing in drying equipment, investigate the HUEBSCH ‘‘42,”’ Let 
36° x 24"',36"' x 18’’. Low gas con- ; = - - 

engtion Fed @uing, Trelletne us give you the complete details, plus proof that for efficient, large volume 
operation. Has all HUEBSCH design drying, the ‘‘42"’ has no equal. 


and construction advantages. Low cost. F 
See Your Huebsch Representative or Write, Wire or Phone Us Direct 


Open-End Tumbler Handkerchief lroner and Fluffer Pants 
Shaper Automatic Valves Feather Renovator Double 
Sleever Collar Shaper and Ironer Garment Bagger 

Cabinet and Garment Dryers Washometer Hosiery lroners 
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NORBEST 
TURKEYS 


Are a Greater 
BARGAIN 
This Year 


One of America’s W ; " me 
NTGA~ *_* Finest Packs E are turkey growers. We raise millions 


TRADE MARK of turkeys in twenty western states. 


A dozen years or more ago, when we started 
raising these bigger and better Norbest broad- 
breasted meat-type turkeys, we didn’t really 
know exactly where we were heading. We 
were just breeding and growing the best tur- 


keys we knew how, and hoping for the best. 


Then you came along and taught us the 
most important marketing lesson of our lives. 
You hotel and restaurant men, you dining car 
stewards, you hospital food buyers, you men 
and women who serve millions of lunches 
daily in schools and colleges .. . it was you 
who discovered, and proved to us, that big 
turkeys are bargain meat and prestige meat 
all in one. As a result you have since been 
buying perhaps nine out of every ten big tom 


broadbreast turkeys we have raised. 


Write, wire or phone to the nearest office listed 
below for deliveries or quotations on carlot or case- 


lot quantities of N.Y. dressed or eviscerated birds 


NORBEST TURKEY GROWERS’ ASS’N 
GENERAL OFFICES: UTAH OIL BUILDING, SALT LAKE CITY, UTAH 
\ 40 Gansevoort St., New York 83! D. Street, Sacramento, Calif 
SALES OFFICES: < 3645S. Central Ave., Los Angeles 110 North Franklin Street, Chicage 
757 Bryant St., San Francisco 3 Commercial St., Boston 
913 West Girard Ave., Philade!phia 
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ALAND: THE LEADER 


Costs you less to buy— 
less to operate 


Largest production of restaurant ranges in 
the industry enables us to keep prices down 
below comparable models! Expert engineering 
and sound design that puts every cubic inch 
to practical use, assures lower operating cost. 


Wide flexibility of cooking heats and a 
long list of convenience features helps you 
get greater employee efficiency and a lower 
cost per meal served. 

All Garland models are available in stain- 
less steel and equipped for use with manu- 
factured, natural or L-P gases. Consult your 


cl Seer sees, © 


Garland Food Service Equipment Dealer 
now! He is an expert advisor. 


High heats 

at the front with 

receding heats toward the 

rear. Many heats on the same top at the same 
time! Exclusive with Garland. 


You make up your 
own cooking top —specifying the exact 
arrangement of open grate, hot top and 


griddle sections you need. 


2 
OE? SE ee, I a ,. 


GARLAND  ~~20<r%. 


COMMERCIAL COOKING 


* Broilers *« Deep Fat Fryers * 


Toasters 


Heavy Duty Ranges «+ Restaurant Ranges 
. Roasting Ovens * Griddles «+ 


PRODUCTS OF DETROIT-MICHIGAN STOVE 


"REG. U.S. PAT. OFF. 


Counter Griddles 
CO., DETROIT 31, MICHIGAN 
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For Safety: for M odern Service 
_see these N E 


v7 », The STATICATOR 


Protects you against 
anesthetic explosions 


The newly-developed STATICATOR is an in- 
strument for positively detecting the presence 
of static electricity in the operating room. 
The anesthetist can remove the object caus- 
ing static disturbance, or warn the person 
causing the charge to either remain away 
from the operating room area or touch a 


ee a aa 





ground. 

The STATICATOR is placed atop or adjacent 
to the gas machine, constantly under the eyes 
of the anesthetist. When a static electrical 

LISTED BY charge approaches the area of anesthetic gas, 

UNSER ETERS LAURA T EE Se a needle on the meter is deflected and an 
REVIEWED IN MARCH, 1949, audible tone is heard. The anesthetist imme- 
a diately notices this *“* buzzing” sound, yet it 


CEC CC CE LLLLLL LL does not distract the surgeon. 


Write for further information today. 
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HOW THE STATICATOR WORKS 


An antenna wire from the STATICATOR is attached to the patient's 
mask. A ground wire is connected to the operating table and an- 
other to the gas machine. When any moving object produces a 
static charge, it is detected by the antenna wire and amplified 
many times to produce the warning signal. No complicated wir- 
ing; simply plug into any 110 volt, 50 or 60 cycle, AC outlet. 
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The LAVOILET 7 


No More Bedpans to clean 
or carry—it Flushes! 


Private washbasin for every patient! 











How your nurses—and patients, too—will talk 
when they see the new flushing LAVOILET! The 
nurse’s most disagreeable task, emptying and 
cleaning bedpans, is no longer a duty when 
LAVOILETS are installed. 





Your patients have a completely new sense 
of personal comfort and care. They can wash 
their face or shave in bed, if they wish, with 
hot and cold running water! 


The LAVOILET connects with your plumbing 
system through a length of flexible hose. The 
patient may use toilet or washbasin in bed or 
out of bed. The toilet is quickly adjusted for 
correct bed height. Out of use, with cushions 
in place, it becomes an extra chair. 











If you're planning a new building, or remod- 
eling, you'll find the LAvoILeT of particular 


interest. Write today for descriptive material. MEMO-2¢t AHA meiling 


Typical Products of AMERICAN b6 WTO LL... 
STATICATOR LAVO/LET 


The STATICATOR and the LAVOILET are exclusively ; ’ 
AMERICAN—typical of many AMERICAN products. They at Amencans booths, Now. 206-8-10-12-14, 
are further evidence of AMERICAN’S leadership in discov- a os tae 
ering or procuring ... conceiving or developing . . . the ee eee 26-29. . 
better equipment, better products that make our des 
hospitals the finest in the world. You'll find the 
new AMERICAN catalog a sound guide in meeting « ¥ 

a PLAN WITH AMERICAN 


most of your hospital needs. ; 
J ... the first name in hospital supplies 


AMERICAN HOSPITAL SUPPLY CORPORATION 


GENERAL OFFICES e EVANSTON, ILLINOIS 





Setting Up Discharge Records 


Question: What are the rules for assignment 
to services for the “Discharge Record and 
Service Analysis’? Are the rules as stated by 
Edna K. Huffman in the ‘Manual for Medica 
Records Librarians’ (Second Edition) pages 
186-190, accepted and preferred by the 
American College of Surgeons?—M.S., Me 

ANSWER 


Classification under par 


for small 
Medical Obstet 
Eye Ear Nose ind Throat 


the main divisions for a satis 


graph 2 is very satisfactory 


hospitals. “Surgical, 
ric and 
comprise 
factory discharge record analysis 


Perpetual Inventories 
Question: Do perpetual! inventories work to 
advantage in the smaller hospitals?—D.H 
lowa. 
ANSWER: Whether or not 
inventories are practical and workable in 


hospitals under 50 be 


perpetual 


1s has always been 


the subject of much d A few vears 


during sing forum the 


azo, 
New 


Boston 


purch 


England Hospital Assembly in 


the nurse administrator of a 35 


bed hospital discussed her use of a per- 


petual inventory system and pointed out 
saved clerical time 


that its use actually 


made her purchasing job much 


She st 


and 
il in 
immediate 


in stock and, 


easier S perpetu 


ventory always ga her an 
picture of just 
available 

ct uld 


time 


n addition, gave h adily 
consumption | 
lge how muc 
vhen issuing purchasing orders 
Most pr 


idministra 


uthorities and many 

hospitals 

job of 
ai 
il 


and contri 


gent 


1 
suppl es just 


well kept perpetual 


Where Shall We Buy? 
Question: How do you deal 

businessmen who think the hospital 

buy all supplies locally?—J.B., N.Y 


ANSWER 


with lo al 


should 


It good public rela 
tions policy t 


} 


amounts wit! 


quantity buying 


uld be 


que sting 


shi sent 

ness ( ) Lf bids. if 1 padi 
policy to acquaint a local bidder with 
the results, and express thanks for sub 
mitting prices—WILLIAM B. SWEENEY 


44 


| Hospital Questions 


Purchasing Records 
Question: What type of purchasing records 
are practical for small hospitals?—M.T., Mich. 
ANSWER: Practical records for small 
vat do not have a purchas- 
and not 
requisition, 


hospitals tl 


ing 
wish to use a 


agent or storeroom do 


purchase 
ase order in triplicate 


would be a purcl 


department originating the order 


the triplicate copy and forwards 
to the administrator for his 


pproval. One of 
is then sent to the vendor and the other 


rwe copies 
these (the original) 
to the accounting department 

The 


number, 


Order 
address of 


form would indicate 


date, name and 


vendor quantity description of item, 


price and discount, delivery date, date 


received, department account to be 


charged, signature of authorization 


A. A. AITA. 


Marking Linens 

Question: What is the most effective 
method of marking hospital linens? Should 
the linen be dated when it is purchased or 
when it is put into circulation?—F.H., Me. 


ANSWER: To be most effective, the 


marking of linen should be done in 


large lettering regardless of whether 


s stamped 
ospital 
he factory, but there is no particular 


on at the factory or by the 


Sometimes it is woven on at 


advanta in this method, and it is 


sometimes conducive to “souvenir 


snatching 
There are two types of ink—one to 
1s not 


hot iron, which 


be used with a 
practical for he spital use as it is too 


time-consuming 





Conducted by Jewell W. Thrasher, 
R.N., Frazier-Ellis Hospital, Dothan, 
Ala.; William B. Sweeney, Wind- 
ham Community Memorial Hos- 
pital, Willimantic, Conn.; A. A. 

Antonio Community 
Upland, Calif.; 
Fisher, Thayer Hospital, Waterville, 


Aita, San 


Hospital, Pearl 


Maine, and others. 











If the marker is a stamp to be used by 
hand, it requires the same attention in 
cleaned that the more elab 
Both ink 
cleaning fluid may be purchased by the 


keeping it 


orate markers require and 
quart 

If the date is placed on the linen at 
the factory that will, of course, be the 
purchase date rather than the issue date 
therefore, if one wishes to keep a record 
of the length of time the linen is in 
that it be dated 


circulation 


service, it is necessary 
when it is 


JEWELL W 


put Int 


THRASHER 


What Belongs in 
Central Supply? 


Question: In a 110 bed hospital we have 
a central supply room open 15 hours a day 
staffed by two full-time nurses, one full-time 
aide and one part-time aide. A complete 
pharmacy is maintained in this hospital, open 
12 hours a day, and staffed with a full-time 
pharmacist. Which items really should be in 
central supply? Which items do get a charge? 
Which are drugstore items and which belong 
to central supply? Central supply charges 
have raised considerable unpleasant comment 
among the medical staff as well as patients. 
Should this department pay for itself?— 
R.R., lowa. 

ANSWER 


completely would require quite a vol- 
ume. We refer the questioner to the 
U.S. Public Health Service check lists 
as published in the current 26th (1948 
19) edition of the Hospital Purchasing 
File. These check lists give complete 
information on equipment and supplies 


To answer this question 


belonging in the central sterile supply 
room and the pharmacy, together with 
similar information on every depart 
ment in the hosptal 

With 
coming increasingly 
dents of hospital problems that the many 
for small 


reference to charges, it is be 


apparent to stu 
so called “nuisance charges 
supply and drug items operate against 
public good will. With the exception 
( f al 
items and possibly parenteral solutions 


few expensive biological and drug 


it would seem best to include all of 


these in the regular room rate charge 


It is a simple matter to find out what 
the average charge per patient per day 
is for such items and then advance the 
room rate for this much to all patients 
I believe that the same thing should be 
Jone for most of the dressings and 
other items dispensed from the central 
sterile supply room.—E. W. JONES 
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Thousands of hospitals all 


over 


the country 


rely on 


Rollprufs — because Roll- 


prufs give surgeons better, 


more comfortable hand pro- 


tection — last longer, and 


Look at these 
Surgeon Pleasing Features! 


Flat banded cuffs — an exclusive Pioneer development that stops wrists from 
rolling down during surgery — reduces tearing, too. 


Comfort-fitting — all Rollprufs, both latex and neoprene are more comfort- 
able, less tiring over periods of long wear. 
Durable — sheer, to give added sensitivity to your surgeons fingers, yet tough, 
Pioneer-processed to stand extra sterilizing, giving you longer glove life for 
your money. 
Pioneer Rollprufs — are made of finest natural latex and of DuPent neoprene. 
Neoprene Rollprufs are made in the new hospital green color for easy sorting, 
are free of the dermatitis-inducing allergen sometimes found in natural rubber. 
Specify Rollprufs on your next order — insist on them from 
your supplier —or write us. The Pioneer Rubber Company, 


750 Tiffin Road, Willard, Ohio. 


See our complete Surgical Glove Catalog in Hospital Purchasing File 


* The Result of Over 30 Years of Quality Glove Making « 
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cost less in the long run. 


Pioneer Obstetricals 
Made of finest quality latex, 
elbow length, sheer but 
tough. Either hand style so 
any two make a pair — saves 
pairing and odd gloves. 


Pioneer 
Quixams 
Either hand 
short wrist ex- 
amination 
glove, now 
made of finest 
quality latex or neoprene. 
Any two area pair—less cost. 








DURABILITY 


One of the most satisfying experiences most inflexible standards of quality. 
in this business is delivering a firm its 
first Cadillac commercial car. For, in 
most cases, the buyer is fulfilling an 
ambition he has had for a long time— 
a very natural desire to own the best. 


Look, for instance, at Cadillac’s record 
for durability—a fundamental factor in 
commercial car service. Recently, four 
Cadillac passenger cars in the testing 
fleet of a tire manufacturer completed 
his preference for Cadillac is an en- 2,599,413 miles—an average of 650,000 
during thing—it is apparent year after miles per car. None of them was retired 
year, with very little relationship to a for disability and the records show 
current model or to any particular economy of operation equal to or better 
type of car. than any other car in the fleet. 


It is rooted, rather, in Cadillac’s past If you are tired of compromising with 
and in the sure knowledge that Cadillac any of the basic motor car virtues— 
cars have always been produced to the you can turn only to Cadillac. 





Only These Master Coach Builders 
Design and Build Special Bodies 
for the Cadillac Commercial Chassis 
The Eureka Co., Rock Falls, ill. « The A. J. Miller Co., Bellefontaine, Ohio 


The Meteor Motor Car Co., Piqua, Ohio «© Superior Coach Corporation, Lima, Ohio 


Hess & Eisenhardt Co., Rossmoyne, Cincinnati, Ohio 











Com ercial Department * CADILLAC MOTOR CAR DIVISION + General Motors Corporation 


LARGEST MANUFACTURERS OF COMMERCIAL CHASSIS FOR FUNERAL CAR AND AMBULANCE USE 
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Or Two Martini Ceiling 


AVE great idea for Cleveland, 
our friend Anastasia, who looked after things while 


said a note from 


we were stalking trout in the northern wilderness. “Will 
increase revenue, add to value of convention tor every- 


the went on. “Monitors doors meeting 


Charge pew-rent all late comers, collect fines 


body,’ note 
rooms 
everybody walking out on speakers. Heavy tax each use 
phrases ‘local level, ‘national level, ‘cold war, ‘iron 
curtain.’ Confiscate all funds speakers telling Negro 
anecdotes; double liability if in dialect 

We thought the suggestion had a lot of merit and 
were about to pass it along to the A.H.A. when we had 
another card from Anastasia. “On second thought be 
lieve single, simple rule would accomplish more than 
‘Nine 


all others to make convention success,” this said 


o'clock curfew 


Unhappy Contrast 

HERE are good reasons why physicians and those 

who are associated with physicians in their work of 
healing should enjoy superior rewards and respect in our 
society. In the first place, they have acquired knowledge 
and skills beyond the capacity of most others to under- 
stand or imitate; in a technical society we naturally ad 
mire such specialized skills 

A more important reason is that doctors and their 
aids accept heavy responsibilities for human life and 
welfare, willingly carrying burdens ot anxiety that the 
rest of us are glad to unload and making decisions that 
we would shrink from. Any parent who has entrusted 
the care of a desperately sick child to doctors recognizes 
this debt in the feeling of mingled awe and affection 
which those doctors forever after arouse. 

The fact is, however, that many other groups have 
special knowledge and skills and accept heavy respon 
Without a is unlikely that 
physicians would enjoy a prestige higher than that of 
Unquestionably, we honor 


sibilities third virtue, it 


engineers, say, or teachers 


physicians most of all because of their higher moral 
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Forward 


standards: Not invariably of course but certainly more 
than most of us do, the physician places others ahead of 
self. This is the essence of his superiority and the ex- 
planation of his position in society—earned by genera 
tions of self-sacrificing performance. 

Probably this is why we are so shocked today when 
certain doctors organize little economic pressure groups 
which often appear to ignore the interests of patients 
and community and place the doctors first. To be sure, 
these groups may only be doing what is the accepted 
practice in a me-first society, but their conduct is never- 
theless in unhappy contrast to the great moral tradition 


of their profession. 


The Whole Case 


N AN address presented to the National Medical 
Association last month, A.M.A. President-Elect Elmer 
Henderson endorsed the position on compulsory health 
insurance that was taken recently by Dr. Peter Murray 
of New York, the first Negro physician to be elected 
to the A.M.A. house of delegates. Dr. Murray opposed 
{3} 
by 


compulsory health insurance because its unpre 


dictable cost would have to be met raids on the 


public treasury, (2) emphasis on quantity rather than 
quality of service would put a premium on mediocrity 
and result in poorer quality of care, (3) the plan would 
tend to drive the best brains away from study of medi 
cine and halt its progressive improvement, and (4) 
present health personnel would be utterly inadequate 
to deliver the promised services. 

The case against the national health proposals has 
rarely been stated more concisely. “Compulsory health 
insurance must be evaluated solely on the basis of its 
ability to deliver what it promises,’ Dr. Henderson de 
clared, commenting on Dr. Murray's views. “As physi 
cians, you and I know it cannot deliver. It is our job to 
tell our patients that, lest they be led into the land of 
freedom lost and nothing gained.” 

This is what we have been driving at right along 
There is the case, and there is the campaign. Somebody 


ought to tell the A.M.A. public relations counsel. 
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THE TEMPERATURE 
of the HOSPITAL FIELD 


A Modern Hospital survey of administrative 


opinion on major problems in the field today 


“Hospital administrators are in a state of panic, and because of it there is dan 
ger of selling our independent, voluntary birthright.” That is how one leading 
authority sums up the situation today. Not all administrators agree with that 
assessment of where we stand, but most agree that the major problem facing 
voluntary hospitals is whether they can survive financially without govern- 
ment aid or accept aid without losing control. 


To take the temperature of the hospital field on this and other issues hos- 
pitals are facing today, The MODERN HOSPITAL asked a group of hospital 
leaders to state their opinions for publication in this preconvention issue of 
the magazine. In encapsulated form, their answers are presented in the fol- 
lowing pages. To compress opinions on these complicated economic and 
professional questions into the available space, it has of course been necessary 
to omit many thoughtful observations, including Ada Belle McCleery’s re- 
minder that ‘the government has in its pockets only what we put there’ and 
Basil MacLean’s impression of ‘the administrative awkwardness of a system 
under which a town meeting must be held to decide the wage of a janitor.” 


Stripped to their essence, however, the answers show an astonishing degree 
of unanimity: Hospitals must tighten up to meet the coming slump; we may be 
overbuilding; the Hill Bill is good but not likely to pass; we will get compul- 
sory health insurance in a few years; the financial outlook is dim, with losses 
on indigents as the root cause (except for the administrator who sees the prob- 
lem as “mainly one of competition between the physician and hospital for 
the patient’s dollar’’); government subsidies will be needed, with voluntary 
control in the balance as a result. 


The following summary of administrative judgments on these and other 
problems is not presented as a cross section of hospital opinion but simply as 
a report on how this particular group of keen-minded hospital people is think- 
ing; we hope their answers may stimulate others to think deeply about these 
same problems. As one administrator reported in submitting his own answers: 
"I tried the questions on one of our eminent surgeons, on my administrative 
assistant and a new administrative resident. There was considerable diver 
gence of opinion and a lot of worm’s-eye prognosticating. It was a lot of fun, 
and it enabled me to impress on them the fact that decisions have to be made 
in this world of ours, even though we don't know all the answers.” 
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Cc. E. WONNACOTT 
380 beds—West 


Analyze operations, get bet 
ter use of personnel through 
supervisory training 


Yes in our area 


Wont pass Wouldn t 


change 


Yes, within 10 years. Good 
too many people can’t pay. 
Must avoid bureaucratic in 


etheiency and heavy expense 


Yes Formula should Te 
vised to include margin for 
depreciation on equipment 
and more flexibility in oper 
ations 

Yes Voluntary hospitals cal 


do 


Fau to good Subsidy not 
needed but would not «ck 


stroy voluntary system 


Yes. Tmportant 


ent 


Yes in both cases 


EVA H. ERICKSON 
110 beds—Midwest 


Revenue but not occupancy 
will be affected. Get cost for 


indigents; economize; make 


] 


ipital outlays now; get com 


myunaly support 


LSS Now than before sur 
veys were made Always 


some danger 


Limited, if control not cen 
tralized 


Don't know Should be 


j 


passe a 


Yes, eventually. Bad: step 
toward totalitarian state 
Good: may remedy short 


comings in health system 


r T 
formula 


Tmportant. Cost 
would help greatly. Medical 


indigent, not welfare case, is 


, ' 
biggest problem 


Yes Should be over all plan 


for all hospitals, all popula 


tion groups 


Depends on community, so 
community should be made 
aware of its responsibility for 
financial stability of local 
hospital 

Yes but not to extent of jeop 
ardizing patient care, Per 
entage depends on type of 


service 


j 1 
Might be helpful. In small 
hospitals administration can 
make own studies of meth 


Not important. Voice more 


EDWIN L. CROSBY 
1000 beds—East 


Create better understanding 
of hospital problems, espe 
ially by medical staff; per 
suade local government ot 
responsibility tor medical in 


digents; more outpatients. 


Yes Hospitals being built 
in communities that can’t 
iflord operating expense, 


V.A. is duplicating. 


Yes, as grants-in-aid to in 
stitutions of higher educa- 


tion 


Won't pass 


proved, 


Yes Cost. formula would 
help, but medical indigents 
ire most important problem 


Yes. Should he joint plan 


sad, Subsidy will be re 
quired, at least to furnish 
cost. payment for indigents 
and medical indigents. 

Ye Ss on all ty pes Would 
save. 50 per cent. 


Consultants in special fields 


needed. Studies would save 


Why not? 


FRASER D. MOONEY 
500 beds—East 


Get additional revenue from 
patients, more gifts. 


Yes, chietly 
such as V.A. hospitals. 


Don’t know. Should be 


passed, 


Probably. Bad: Poorer care, 


too costly. 


Yes. hill Bill and cost for 


mula W ould solve. 


Yes, and care would be bet 
voluntary 
hospitals handled on cost 


ter, cheaper if 


formula 
Not good, 


may need subsidies, but this 


Some hospitals 


can be done within volun 
tary system. 

Yes on all types. Very im 
portant. 40 per cent. 


Consultants needed. Studies 


would save, 


government, 





important than vote 


Yes on all Get what you seek at con All should help; depends on Some 


entions. Institutes and uni 


conventions help 


person. some don’t. All depend on 
person to large extent, 


versity training also helpful 













> 


y! 
ce 


pe 
“A 
. 


f 
% 
R 





F. WHITAKER 
250 beds—South 
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How can hospitals prepare to sell | ( 
meet depression that would af 
fect occupancies and revenues? te \ 





























Are we in danger of building too Y especially with VA 
many hospitals? ul 


Should we have federal aid for \ r tirst two: hospita 
education of doctors, nurses and t t y tor 
hospital administrators? 


Will Hill Bill pass next Congress? 
How should it be changed? 


Will we get compulsory health 
insurance in U.S.? When? Is it 
good or bad? Why? 


Are losses on indigents impor 
tant financial burden? How can 
situation be solved? 


Should V.A. hospital construction 
be curtailed? Can voluntary hos 
pitals care for vets’ nonservice 
connected ailments? 


What is financial outlook for vol 
untary hospitals? Will subsidies 
be needed? Could this be done 
within voluntary structure? 


Should we have practical nurses 
in hospitals? Aides? Nursing 
clerks? Other auxiliaries? Is it 
important in hospital economy? 
What per cent of nursing service 
can these people render? 


Are management consultants 
needed in the hospital field? 
Would job and procedural stud 
ies bring important economies? 


Are administrators and trustees 
responsible for quality of medical 
and surgical care in hospital? 


Should hospital executive have 
title of president and be voting 
member of board? 


Do hospital conventions result in 
better administration? Insti 
tutes? University training? How 
should these be changed? 


ROBERT G. BOYD 
125 beds—East 


OTIS WHITECOTTON 
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GEORGE H. BUCK 


450 beds—East 
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400 beds—Midwe 
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RIESE WILLIAM J. DONNELLY 
Midwest 125 beds—East 
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FLORENCE KING 


300 beds—Midwest 


itlect revenues but 


Yes, unless wildcat planning 


way t 


ot needs 
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Yes, channeled througt 
ators. Danger of stifling im 
and nurturing 


pendence 


know. Is sanest 


tederal atid, bu 


Americans want tre 
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Encourage 


hospital and medical 


wise considera 


JANE BOYD 
165 beds—East 


Better business methods 
especially credit and purchas 
ing; educate public; encour 
age voluntary prepayment 
plans 

Possibly, but people preter 
hospitalization in own com 
munity when proper tacil 
ties are available 


Limited aid for doctors and 


nurses only 


No answer 


Not tor long ume. ¢ ompul 
sory teature would be re 


sented 


Detinitely. In 


munities should accept more 


responsibility and make uf 


‘ { do but wou ie a 
t } } 
nistratlive leada c 
Fair Subsicdie ot n ie 
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,oluntary f ita 1 
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DAVID LITTAUER 
160 beds-—Midwest 


Will atlect revenues, not ox 
cupancies. Hospitals must 
improve methods, reduce in 
ventories and waste; yet cost 


tor indigents 


In some, especially urban, 
areas. Need more psychiatri 


and chronic beds 


Don't tavor it 


Won't pass Should providk 


ionger periods ot coverayg 


for indigents 


Yes, following next depres 
sion. Bad; don’t like imp! 


cations of weltare state 


Important mn teaching h 





pitals Cost tormula otter 
solution if no low cerliags ar 


mposed 


enough beds now it ) 

tary hospita ould handle 

Cso0d provided VO ha 

ethcient operation, cost: pa 
ent or mdigent nd 

) Ess le pre 1 


\™ ent ¢ 1 mn 

Detinit n ( Mage 
ent con tal Studie cal 
ive ! hospita « ( 1 





Theoretically ves Actual 
powerless unless staf | 


pines se 


nlitv and authority. Sma 
hospita probab o int 
ilord to pay qualitied pe 
how 
howeve 
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NORMAN L. LOSH 
250 beds—South 


Yes. Many built in commu 
nubt 





nities where support 


tul and help hard to get 


Ne 


Won't 


payment to hospitals on cost 


pass Should ensure 


basis 
Yes, within year Cor ipul 
sion un-American and wall 


fill hospitals with chronics 


and neuroty 
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BASIL C. MACLEAN 
800 beds—East 


Reet bis, same as industry 
' 

Yes. Need to revise est ited 

needs inp view otf shorter 

SLAVS 

Yes tor medica ind nursing, 


no tor hospita kiministra 


ton 


Won't pass. Admuinistratively 
unworkable in present form 
Government won't stand tor 


party. Preter sub 


i 
Ye Cost tormuta Vouk 
‘ ‘ with cul te on 
trol runaway cost 

Ye Voluntary hos} ta iu 
handle 


Poor. Wall require subsidies 


{oan keep oluntary Vater 
Ye linpor int (} IM mt 
No answer 
Y< . 
a er proper rma 
irece t« i etl 

mporta 


How can hospitals prepare to 
meet depression that would af- 
fect occupancies and revenues? 


Are we in danger of building too 
many hospitals? 


Should we have federal aid for 
education of doctors, nurses and 
hospital administrators? 


Will Hill Bill pass next Congress? 
How should it be changed? 


Will we get compulsory health 
insurance in U.S.? When? Is it 
good or bad? Why? 


Are losses on indigents impor- 
tant financial burden? How can 
situation be solved? 


Should V.A. hospital construction 
be curtailed? Can voluntary hos 
pitals care for vets’ nonservice 
connected ailments? 

What is financial outlook for vol- 
untary hospitals? Will subsidies 
be needed? Could this be done 
within voluntary structure? 


Should we have practical nurses 
in hospitals? Aides? Nursing 
clerks? Other auxiliaries? Is it 
important in hosp:tal economy? 
What per cent of nursing service 
can these people render? 

Are management consultants 
needed in the hospital field? 
Would job and procedural stud- 
ies bring important economies? 


Are administrators and trustees 
responsible for quality of medical 
and surgical care in hospital? 
Should hospital executive have 
title of president and be voting 
member of board? 


Do hospital conventions result in 
better administration? Insti 
tutes? University training? How 
should these be changed? 
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HAROLD C. LUETH 
250 beds—Midwest 


Don't know. Would be bad 





DONALD M. ROSENBERGER 
350 beds—East 


\nalvze and reorganize ser 


Hill-Burton Act has reduces 


danger to minimunh 





universities 


Ne but state 


should inch 





nursiny in 
cooperation W th local hos 


pitals 


i 


Would preter tederal state 


combination tor ik to ww 
digents, as in other weltare 
SCTAVICCS. 


Same as above 


Yes. Cost tormula w mule do 


Yes. Voluntary hospitals can 


handle in our area 


(good it aid to) indigent 


, 13 
problem solved. Could have 


subsidies within voluntary 
vstem 
Yes portant. OW ver cent 


Yes in both cases 


Ye Coordinatiot o! 
onal and state conventions 


ind rotation of institutes are 
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ADA BELLE McCLEERY 
Retired—Midwest 


Decrease inventory, build 


cash reserve tighten person 


nel, eliminate waste, reno 
vate equipment ind furnish 
nys a madicated 


Doubttul Fear too much 


tederal aid 


Probably won't pass Prob 


em ot tederal control always 


present 


Yes, within 10> years. Is 
both good and bad: will 
emphasize health and bring 
care to some not getting it 
now, but may lower stand 


irds ind prove burdensome 


Yes. Cost formula tor local 
aid. Get annual gifts tor ard 


to needy. Emphasize pre 


ventive medicine 


Yes. Voluntary hospitals can 


lo job 


Will tollow business cycl 


Subsidies not needed, would 


destroy voluntary systen 


Yes on all 
patient care not sacrificed 


types provided 


Proportion vanes with type 


ot care and quality of docto 


It consultants are wise as se 
pents, harmle Ss as doves 
Studies would save time 


personnel, supplies 


Yes, legally and morally 


No, but administrator shoul 


ittend meetings 


Value ot convention depends 
on person attending Insti 


tutes and courses help. Con 





ventions should be bi 
Students selected more care 


UulIV, COUTrSeES IMproves 
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J. MILO ANDERSON 
215 beds—Midwest 


._> - 


Slump coming. Wall atlec 


OCCUPANcy and revenue 


Yes. Early ambulation and 


ch 1] 
other new technics will re 


duce need 


No 


Yes. Should remain as is 


Perhaps, it there 1s depres 


sion 


Yes. Cost) tormula would 
help. Community — should 
subsidize standby service, 


such as emergency room 


Yes. Voluntary hospitals can 


Fair to good. — Subsidies 
doubttul Could — be done 
within voluntary system 


No P.Nvs. Other aids O.K 
Offers important savings. 60 


per cent 


Need tew consultants. Stud 
ies would help in larger hos 
] 


pitals 


Yes 


Not important 


Conventions doubttul. Inst 
tutes and university training 


O.K. Would not change 
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NORMAN 8B. ROBERTS 
40 beds—South 


Stabilize position CONSET VE 


resources, analvze opera 
tions, avoid panic 


No except when state plans 


have been ignored 


Within tew vears This is 


| 
reasonable compromise 


Only if there is economic 
depression Would be set 
back in health and economy 


Yes. Communities must be 
] 1 

self-sustaining and take re 
sponsibility tor local hosp: 


tals 


Yes. Voluntary hospitals can 
handle 


Not bright but not hopeless 
Subsidies could not be taken 


without loss of control 


Here to stay. Can improve 
service as well as save. Pos 


sibly 50 per cent 


Yes. It management not in 
position to make job and 
procedural studies consultant 


should be employed 


Yes by 


ganization, but staff must be 


approving staff or 


self-governing body 


No, but should atte nd meet 


ngs 


Yes, it attended with right 
} 


attitude Training and eX 


perience must go together 


~ | 


JEWELL W. THRASHER 


60 beds—South 


Reduce inventories, pay rol 


capital outlay 


Yes, 


cate 


Yes 


I ge neral edu 


if part ¢ 


Mm program 


States must act to make 


administration of act easier 


No 


Would be bad: contrar: 
] 


to democratic principles 


Yes. 
help 


Yes. 


Cost’ tormula would 


, also insurance plans 


Voluntary hospitals can 


handle 


QOutl 


ook dark 


Some hospi 


tals will require subsidy, can 


maintain voluntary structure 


it this is done through in 


surance. 


Yes. 
tals 
do 


cent. 


Yes 


Yes, 


: : 
Clerks in large hospi 
Important savings. Can 
approximately 70 per 


Yes, indeed 


indeed 


Detinitely not 


Yes 
woul 


ing 


on all. Practical work 


d aid UuNIVersity trair 


‘ 
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ALDEN B. MILLS 
240 beds—West 


Strengthen staff, cut waste 
build cash reserve, volunteer 


service and public relations 


Yes, especially in view ot 
: 


early ambulation 


Aid stu 
. 


Yes, but modihed 


dents not always most « 


sirable types 


Doubttul. Should be passed 


] ‘ 


Only if voluntary plans tail 


Coordination and 


aid to 
needy good, but would mean 
reygimentation and 
work 


poorer 


Not problem here. Cost tor 
mula should — solve. iI 
charges should be at or over 
cost and must work tor gifts 
to aid needy 

Yes. Voluntary — hospitals 
could do if unmihed, stable 


program were worked out 


Outlook good. No subsidies 


needed, would mean loss of 
some power 


Yes on all types. Important 
economy. 30 to 80 per cent 
depending on nature of ser\ 


ice 


Sometimes — perhaps. dest 
studies are those done by 
alert and interested hospital 


staff and personrel 


Yes, with staff sharing re 


sponsibility 


No, would contuse relation 
ship. Administrator 1s execu 
tive arm of policy-making 
board 

Yes. Would keep social ac 
tivity at minimum and have 
more outstanding papers and 


round table disc ussIoOns 


ROGER W. DeBUSK 
250 beds—East 


General retrenching: elim: 
nation of luxury procedures 


Yes. Too many be ds, though 


not necessarily too many 


service facilities 


No 


Won't pass W ouldn 1 


change 


Probably within 10° years 
Jad: Vol > ld 
rac: oluntary system could 


do job tor half cost 


Yes. Reimbursable cost tor 
mula would help but not 


solve 


Yes. Voluntary hospitals 


could handle 


Grave but not chaotic. No 
subsidies. Public must be 


educated to pay cost of care 


All except clerks. Only rela 
tively important in economy 
Possibly 40 per cent 


No. Studies should be un 
dertaken by someone who 
understands difference — be 
tween hospital and industrial 
assembly line 

Both sides responsible Bet 
ter job could be done 
through trustee education 


No 


Yes Those who atte nd least 
need most Trustees should 
insist on administrator at 


tendance 


A. A. AITA 
75 beds—West 


44 hour week tor all per 


' 


sonnel strive or prewar 


ethciency 


Yes, Some surveys highly 


nmaccurate 


No 


Will pass. Wouldn't chang 


Not if voluntary plans can 
cover 80 per cent of popula 


tion. 


Important problem. Strot 





public relations in tree en 
terprise system offers best 


solution 


Yes. Voluntary hospital can 
do it 


No subside s 


needed, but could be done 


Outlook yood 


within voluntary system 


Yes on all types. Important 


in hospital economy. 60 per 


cent. 


Yes in both cases 


Yes, detinitely 


No consequence Not utle 


but man that counts 


Yes on all. Should also hi 


some type yeneral retresher 


course In Cac h state 


WILLIAM 5S. BRINES 
220 beds—-East 


Curtail expense; cut persot 


nel and extra vance im Use 


! 
ol supplies 


Yes, especially by VA 
Llowever this Is repiona not 
national problem 

1 


1 rr 
Nursing Oniyv, and Chualihes 


schools only 


Won't pass. Must be change 
to eliminate hospital losse 


on Blue Cross ward plans 


Yes, on modified basis. Bad 
expensive and ditheult to ad 


minister 


Yes Cost) tormula would 


help, so would Hall Bill 


Yes. Voluntary hospitals cal 


handle 


Not) too encouraging Ne 


subsidies needed. Voluntary 


system can be preserved 1 
hospitals get full cost tor 
public aid cases 
Yes on all types. Obviously 
mportant. Up to 70 per cent 





Yes. but not special zing in 
hospitals Studies would 
help 

Trustees are responsible but 


are not the judges of med: 
cal quality 
Nio \ rose by any other 


name, ek 


Yes Convention should 
feature competent peaker 
ind thinkers who wil " 
what they think This not 


yenerally done 








NURSING EDUCATION 
is on its way fo college 


GENEVIEVE K. BIXLER 


Consult ant 


n Nursing Education 


Des Moines 


lowa Registrar 


Drake University 


ROY W. BIXLER 
Des Moines 


lowa 





"T HI 


quish the 


modern hospital 
control of 
ition tO institutions 
purpose is education. The movement 


has already begun and its gradually 


gaining momentum. Because it is being 
guided by sound educational philoso 

movement will succeed. For 
because the transition is a 
modern hospital will 


idyust 


rsing education from 
veloping 
that we 
most 
an make 
by entering into 
ition | jucational institu 


turnish indispensable clinical 
ler an arrangement 
| of n 


for strictly 


T 
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irsing educi 


A Deeply Rooted Trend 
The transition of tl 


nursing 


icrerize 


lHscOveries 
| 


new 
Those wh 


spect 


SCTVICCE 
mMerto UNEX Presse 
now making a 
The he spital 


st real to these newer 


lemands and flexible enough in its or 


ganization to make suitable adjust 
ments. In the field of hospital service, 
is in other fields of social service, those 
Institutions will be most conspicuously 


successful which are responsive to 
changing social needs and which keep 


their operations in tune with these 
needs 
To the astute observer, there are in 


nursing and the education of 


nurses 
many evidences of the newly expressed 
hates 


that 


underlie the evolution now 
in progress. From its former status of 
an apprenuceship schooling, nursing 
education is becoming a well planned 


program of preparation for a calling 
which can rank as the equal of several 
other professions. In making this tran 
sition, nursing education 1s unmistak 
ably moving into colleges and univer 
sities, for, like other professions, it is 


finding there the proper intellectual 
climate for the preparation of the pre 


fessional worker 


Sound Reasons for the Shift 
The reasons for this shift are sound 
Nurses are increasingly aware of the 
real objectives of nursing education, 
nd the kind of program necessary to 
They are 


them strongly im 


ith the need for better re 


libraries, laboratories and 
other physical facilities for education, 
colleges 


Nurse 


realize the 


ind for better teaching, whict 
ind universities have at hand 
leaders are beginning to 
need for development of research in 
iursing and nursing education, and for 
professional writing and publication 


if nursing is to be 


brought abreast of 
ts allied professions. Colleges and uni 
ottering these 


Alert 


into the 


versities are Opporctunt 


ties as well nurses, because of 


new insights advantages of 


higher education, are craving associa 
tion with stimulating personnel in the 


tmosphere of higher education 


A turther reason tor the transition 
grows out of the increasing realization 
that those in health services need to 
understand the human personality, in 
order best to aid ill people to become 
well and keep well. Understanding 
human behavior of the normal, healthy 
individual, they see, is vital to recogni- 
tion of the abnormalities in the il 
person. Such understanding requires 
the study not only of psychology and 
sociology, but also of history, philoso 
phy and anthropology, if the deep 
undercurrents of human nature are to 
be plumbed 

All this is but one 


way of saying 


that and nurse educators are 


now seeing that the purposes and pro 


nurses 


grams of colleges and universities 
are overwhelmingly educational while 
those of hospitals are primarily amel 
iorative, and that the process of educa 
tion belongs in places where educa 
tional purposes guide it, and where the 
for educa 


facilities and the incentive 


tion are at hand 


Preclinical Education in 
the Hospital 
College is not a retreat for the aver- 


there any 


age young person, nor 1s 


great amount of leisure time if one 
studies and retlects on and digests the 
concepts which make up present-day 


How 


ever, it presents a sharp contrast to the 


education on this higher level 


intensity of the typical preclinical ex 
perience of students in the hospital 
school of nursing Regard for a mo 
ment the nature of this experience in 
the student's life. She has just entered 
a completely new environment, away 
from family and friends. She is plunged 
at once into a bewildering round ot 
classes and laboratory periods, with the 
subject matter consisting of arrays of 
scientific terms and processes, which 
she is expected to learn by memoriter 


procedures because there is not time to 


The MODERN HOSPITAL 











The transfer of nursing education from hospitals to institutions 


of higher learning is a deeply rooted trend that is certain to con- 


tinue—a fact that leaders in the hospital field must recog- 


nize before the necessary adjustments can be accomplished 





learn by 


assimilation. Because of the 
theoretical nature of most of these ma 
terials, and because of her inability to 
issimilate, her learning seems to her to 
little relation to what she is re 


quired to do when she is introduced to 


have 


which is very 
No one has 


ever satisfactorily justified this cram 


service on the wards, 


soon in many hospitals 
ming process of the preclinical period 
As a 
favorable learning experience, it is in 
defensible. All it does is rush young 


in traditional schools of nursing 


women through a concentrated, educa 
tionally unacceptable study of funda 
mentals of nursing so they can_ be 
speedily put to work 


It is well known among students, 
nurse educators, and hospital adminis 
trators that approximately one-third of 
the entering students, the country over, 
do not survive the preclinical period 
The single most frequently cited occa 
sion for dropping out is low scholar 
ship, which discerning educators have 
rather 


It has not been claimed 


long recognized as a 


han a malady 


symptom 
that the preclinical instruction is on 


such a lofty intellectual level that it ts 


beyond the comprehension of new 
Fundamentally, the 


that 


nursing students 


difficulty is created by the fact 
these young women are rushed through 
the program for purposes which are 
not educational. They are required to 
learn too much, too superficially, in 
too short a time, in a situation that is 
too complex and too strenuous for a 


proper learning atm sphere ° 


Nursing Educators Not to 
Be Denied 

Since it has long been considered 
the privilege and, indeed, the respon 
sibility of a profession to define its 


own educational standards and hori 
zons, it is unlikely that nursing leaders 
will be dissuaded from their clean-cut 
resolve to transfer nursing education 


to educational institutions, and to ele 
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vate it to college level. Though they 
might be justified in coveting college 
preparation for their profession only 
because of the rewards it may carry in 
broader general understandings, nurs 
ing educators are actually much more 
practical than this in their present-day 
insistence on education of a_ level 
equal to that of other professions 
Nursing the sick and the aged, teach- 
ing the principles of prevention of dis- 
ease and the acquisition and conserva- 
tion of optimum health, aiding in the 
planning for community improvement, 
as professional nurses must do quite 
routinely, and the whole area of teach 
ing and administration of nursing are 
ispects of modern nursing. So far- 
reaching are these that they require the 
disciplines of extended liberal study 
and the 
ing which accompanies study of a high 


order for a protracted period, among 


social and intellectual matur- 


the most favorable surroundings of 
superior instructors, advantageous con- 
ditions for study, and intellectually 
sumulating companionship 

A somewhat unusual attitude is be 
coming apparent 


among practicing 


nurses. This is the frequently heard 
plaint from earlier graduates that they 
were denied their due in education 
since they received no college experi- 
work their 


Though this 


ence and had to way 
through nursing school 
conviction may long have been present 
n the minds of individual nurses, it 
has become articulate only recently be 
cause nurses formerly in the armed 
services began to profit dy college 
courses made possible for them be 
their veteran status, and to 


Co mM pecit ion 


cause of 
tremendous 
fellow 


observe the 


among their veterans for a 


place in the intellectual sun 


Insistence 
upon a college education is a trend 
that is already having marked influence 
upon higher education and upon all 
fields related to nursing education now 


used for supervised work experience 


Its impact upon the hospital is not re 
mote, but at hand. 

It would be constructive for those 
who plan programs for professional 
nurses and utilize their services, those 
who determine policies of hospitals, 
and those who administer various 
kinds of health services to stop agitat- 
ing the question of whether the pro 
fessional nurse is to be encouraged to 
become fully professional, for by now 
nursing is so deeply committed to full 
that 


status as a_ goal 


thwart 


professional 
nothing may be expected to 
this progress 


The New Role of the 
Modern Hospital 

The modern hospital need not be 
thrown out of step by the transfer of 
control ot nursing education to institu- 
tions of higher education. Hospital 
administrators and trustees should see 
the great importance of the hospital's 
role as a cooperator with higher educa 
tion in furnishing clinical facilities and 
supervision of clinical experiences of 
nursing students. If these leaders will 


recognize the priority of educational 
purposes in nursing education, they 
will cooperate with higher education 
by arranging the clinical experiences 
of students so as best to serve such 
purposes as defined by the school. Nat- 
urally, this will reduce the amount of 
nursing service the hospital will re- 
ceive from each student, because the 
school will insist upon carrying ex 
periences only to the point of dimin 
ishing returns, educationally, and will 
require more rigid adherence to estab 
lished experiences. On 


the other hand, with the length of the 


sequences of 


clinical experience reduced, the hos 
pital can take more students 

The modern hospital need not fear 
this change, for there are many com 
pensating devices that can be utilized 
with study and experimentation. The 
change should pay dividends to the 
hospital in the long run. In fact there 
is well founded reason to believe that 
even the immediate effect on the hos- 
pital will be beneficial. There is little 
doubt that the colleges and universities 
will be able to recruit better students 
of nursing, and, if history repeats in 
this situation, they will be able to re- 
cruit them in greater numbers. In re- 
cent years recruitment of students for 
nursing has been difficult, and there is 
evidence that young women are un 
willing to be exploited while they are 
ostensibly studying to learn to do the 
thing 


The cooperative arrangement 


very they are simultaneously 


doing. 
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between the modern hospital and 

iniversity can build a better school of 
nursing than the hospital can build 
lone. If the hospital happens to be a 
a university, no better school 
situation can be found 


The 


trolled by a college or university, co 


part of 


new school of nursing con 


operating with a modern hospital, can 


produce superior nurses because of 
better educational methods, better su 


pervision of student nurses, and better 


correlation of classroom, laboratory 


library, and nursing practice activities 


All of this will make for improvement 


in the quality of the nursing whicl 


the hospital will receive from students 


The modern hospital will study the 


problem of making nursing services 


is possible. The team con 


most effective use of prac 


} 


other subsidiary 


has great prom 


se for me thcient use of the pro 
} 


onal nur is well as the student 


member of the 


devices 


would also be 
will be 


explored by n hospital with 


The 


the cooperat 1 < the university 


niversity will bring research facilities 


nto tion which will assist the 


tudies Per 


ips some modern hospital stec 


will otter their hospitals as laboratories 


not only in most 


itilize nursing serv 


ys in which 


experience may be 


most satisfactory learn 


students 


since the twe 
One m 

education 
j 


ovemen irsing 
n come it of a modern hos 


ts proper rdle in the { 


the protessional nurse. In 


] 1 
of clinical experience 


arrangement would 


] 


ar integrated school 


time may be em 


student and the hos 


thereby, offer the experience 
numbers of students. There 


foubt that the four-year pro 


gram would attract larger numbers of 


dents 
Such a coalition would offer the best 
possible opportunity for in-service edu 


cation of nursing statts of the hos 


The improved efficiency result 
uld be a 


to the hospital in adjusting to the loss 


pitals 
} 


ing theretrom we further ak 


of student nursing service 


We have tried say, in thi 


s section 


that while the hospital will lose some 
student nursing service in relinquish 
ing the control of nursing education to 
educational INSTITUTIONS, the £ains can 
be greater than the losses, and the gain 
in the long run for the total health 
program can be incalculable. The hos 
pital-university coalition has so much 


promise that the modern hospital 


should not wait to be approached by 


li) 


in educational institution, but should 


seek an afthliation. Many are doing so 


ilready 


The Role of Hospital Leadership 
As previously indicated, it is ex 


pected that those who administer the 


hospitals and those who determine 


general hospital policies for the mod 
ern hospital will see, as they study the 
situation carefully, ways by which the 
transition from cheap and less efficient 


student service to more costly and 


more efficient professional nursing serv 


ice may be achieved. By utilizing less 


well trained personnel in the more 


routine nursing tasks, by team nursing, 
and by taking full advantage of group 


nursing and other devices that the 


modern hospital will discover, the effi 


ciency of the entire nursing staff can 


be improved enough to make up for 


j 


the loss of student service. The whole 


adjustment process will lead to im 


proved personnel relations in the hos 


pitals which, of itself, will increase 
ethciency of the hospital staff 

Modern hospital leadership should 
take 


sible to fit the hospital into this funda 


the initiative in every way pos 


control of 


and 


mental evolution in the 


nursing. Administrators trustees 


should discuss its in plications, and the 
implications of other changing con 


cepts in the health field, with hospital 


and 


and 


school architects, nurse educators 
general educators, public healt! 
administrators, legislators and progres 
sive public citizens, in order that these 
key 


these 


persons may understand what 


changes mean for the /ospital 


progran facilities and financing in the 


future 
In other words, the clientele of both 


and institutions of higher 


hospitals 
t 


education, as well as those who are in 


volved in planning nursing § services 


and nursing education and their essen 


tial facilities, should be kept informed 


thout changing needs and demands, 


ind the interest of the clientele in 


support of both nursing and nursing 


} 
education should be solicited 


For example, planners in the health 


field € giving much attention to 


wider use of the hospital as a center of 


community health service in both the 
preventive and remedial aspects of the 
Such a 
greatly enhance the value of the hos- 


field for student 


program program would 


pital as a clinical 
nurses in the nursing education pro 
the 
fur 


gram of the future, because of 


breadth of experience it would 


nish. The modern hospital leadership 
should see the relationship of such a 
plan not only to the community health 
j 


program but also to the nursing educa 


take 


initiative in working with educational 


tion program and = should the 


and other leaders in the community 


roward the consummation of such a 


plan. The enlistment of a whole com 
munity in the planning of such a proj 
ect would go far toward the provision 
of community financial support 

The physical plant, with other phys 
ical facilities for the hospital as a com 
munity health center, should be planned 
specifically for the program which it 
This 


construction to 


must serve will involve many 


changes in facilitate 


the newer methods of the new pro 
gram. Ask any alert professional nurse 
in what ways the structure of hospitals 
once thought the acme of convenience, 
has now become obsolete, and the ar 
rangement of wards and diet kitchens 
and operating and delivery rooms so 
iwkward as to require weary traveling 
ind loss of time for the nurse on duty 
There is need for many conferences 
and great resourcefulness on the part 
of imaginative architects and their pro 
fessional advisers in the health field to 


of the mod 


the end that the structure 
j 


ern hospital may be a apted to the 


etticient use of nurses 
Some Observations on 
Financial Support 

The 


pital, with its new and more significant 


financing of the modern hos 


role in the education of nurses, will be 
a new problem because of the facilities 
that will be required but the educa 
tional institution with which the hos 
pital is affiliated will purchase from 
the hospital the services required. The 


nursing students in this new school 
will pay tuition and fees as required of 
other students, and with this income 
and other resources at hand for sup 
port of the school, the university will 
finance the nursing education program 
including provision of the facilities for 
On 
other hand, the hospital should remu 


the 


student clinical experience. the 


nerate the students directly for 


actual value of the incidental nursing 
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services they give. This ts an arrange 
ment that is not untried in higher edu 
cation. It is the system used in the 
college cooperative plan, in which col 
lege students alternate study and work, 
the work being selected because of its 
educative value to the student in rela 
tion to an occupation for which he ts 
himself preparing. 

The financial 


between the 


precise arrangement 


two institutions will re 
quire careful study, but when worked 
out can culminate in a contract be 
tween them that will be mutually sat 


isfactory and will serve the 


of both 


It would not be realistic to 


purps ses 


close this 


paper without a reference to a_ pri 


spective new source ot financial sup 
port 
federal aid. It 
rather than feared 
vital to the welfare of the nation than 
education, and, ideally, should be sup- 


should be welcomed 


Health is no less 


ported as education is supported. Of 
course federal aid is already financing 
much new hospital construction, and 
additional financial assistance for nurs- 
health education 
The 


institutions of 


ing and is being 


contemplated coalition between 
hospitals and higher 
education for conduct of nursing edu 
cation will bring to nursing education 
its share of any federal and state aid 
that is extended to higher education 


One notes the recurrent fear being ex 


of nursing education, namely, 


pressed that federal control of local 


programs will accompany federal fi 
nancial aid, a fear that has been voiced 
frequently in the past over a period ot 
many years since the earliest establish 
ment of federal aid. In spite of this 
perennial fear, education now receives 
vast amounts of federal support eact 
year, and federal control has not ma 
terialized in the areas supported by 
these grants. Is it not time to shake off 
this obsession, and, after having estab 
lished all possible safeguards, to move 
forward toward the objective of the 


} 


most nearly complete and most effec 


tive utilization ot surch resources tm 


the interest of better nursing education 


ind better health services 





The Nation Is Prepared for Polio 


AS THE case count mounted toward 
what promises to be one of the 
worst polio records in history, public 
health and private foundation authori- 
assured the nation that funds 
be available for hospital care 
d for polio victims. Up 
there were 8300 cases 


increase of more than 40 per cent 


over the total reported at the same 
time last year 
Where 
; 


pital administrators were meeting the 


the occasion demanded, hos 
emergency with swift resourcefulness. 
In Muncie, Ind., for example, Nellie 
Ball Memorial Hospital 


respirator, got a local in- 


Brown of the 


ceeded a 


Manufacturer Jack Reichart of Muncie, Ind., made 
this respirator out of steel drums, vacuum cleaner 
parts, at request of Administrator Nellie Brown. 
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ventor and manufacturer to make one 
vacuum 
Miss 


Brown's patient was resting comfort 


out of alcohol drums and a 


cleaner motor. In ten hours, 
ibly in the improvised respirator. In 
of the 


and 


Bloomington, Ill, engineers 
Eureka-Williams Co 


built a plywood respirator that can be 


designed 


in 24 hours by any car- 
penter, they say. R. C. Osborn, Eureka 
vice president, will send blueprints 


duplicated 


to any hospital requesting them (see 
cuts ) 

In Washington, D.C., Surgeon Gen 
eral Leonard Scheele of the Public 
Health Basil O'Connor, 
president of the National Foundation 


Service and 


for Infantile Paralysis and the Amer 
ican Red Cross, issued a joint state 
ment. Excerpts 

The nation is better prepared than 
ever before to see that polio patients 
are well taken care of. More hospitals 
accept polio cases; better trained phy 
sicians, nurses, physical therapists, and 
other professional workers are avail- 
able. 

“No patient need go without care 
for lack of The National 
Foundation will pay hospital and other 
medical costs for all patients who need 
Red Cross will recruit 


money. 


such aid. The 
emergency duty nurses for areas where 
hospital staffs are inadequate 


This “plywood lung" was made by Eureka-Williams 
Co. engineers, shown inspecting finished product. 
It can be built by any carpenter in 24 hours. 





The Nurses Love That 
Two-Way Call System 


REV. JOHN G. MARTIN 


Administrator 


Hospital of St 


Newark 


HERI are occasions in the nos 


pital in which time is of the 
essence The busy nurse 
the facilities designed to ai 


appreciates 
i her in 


service t patient and at the same 


time reduce the myriad footsteps in 


the needs 
One of the 


long corridors to ascertain 
nd desires of the patients 
ccepted helps for this purpose is the 
call. It is not new or 


ivailable for 


tw way nurse 


strange for it has been 


several 


| ] r} : 
nm considering ne n 
such a 


years 


stallation of system, there are 


juestions to be answered and experi 
have tried it is of 


ence of those who 


some value 
WwW hen the 

ered for the Hospital of Saint Barna 

bas in Newark, N.J 


seem, it did not 


system was first consid 


Strange as it may 
receive universal ap 
They 
suspicious of a new gadget that 


might multiply rather than reduce calls 


le 


proval of the floor duty nurses 


were 


ind service. The remark was mac 


that if money was available for such 


trinkets rather be used to 
sweeten the pay roll. However, a 
arranged 


and all 
} ‘ 


Nvited TO parlici pate 


it might 


demonstration was 


concerned were 
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Barnabas and for Women and Children 


N.J 


The combination microphone-speaker 


is very sensitive. A person speaking 


n an ordinary tone of voice can easily 
be heard from any part of the patient's 


room. The nurse speaking at the con 


trol board uses a moderate tone and 


does not have “to talk into the mike 


heard. It was pointed out that 


to be 


the nurse can listen to the breathing 


other sound in the room with 


or any 
out disturbing the patient 
regard 


\ pertinent question arose 


ing the patient's privacy. Suppose he 
is engaged in a confidential conversa 
tion in his room. How can he be 
issured that no one is eavesdropping? 
It was explained that, for an extra 
consideration, a switch might be pro 
vided for each patient so that he could 
lisconnect his own instrument at will 
unsatisfactory for 
The 
whether 


This was thought 


obvious reasons nurse would 


room Was 


never know 
connected or not and confusion would 


is desirable to 


any 
occasionally ensue. It 
have an apparatus which the patient 
1 Occasional “Mr. 


goes not 
spell Our = solution 
from 


touch 


Fixits trouble 


a patient 


came as a suggestion 


The speaker-microphone is on the 
at ceiling 


wall opposite the bed and 
small 


height, well out of reach. A 
pilot light is attached and lights up 
whenever the speaker in that particular 
room is activated. The nurse turns it 
on and talks and when she is through 
she turns that room off and the light 
goes out. The patient knows that he 
has privacy when the light is out and 
may govern himself accordingly 
When the patient wants service or 
information he presses the call button 
This activates a buzzer and room in 
dicator at the nurses station and turns 
on a light over the patient's door. The 
nurse at the station presses a toggle 
indicated and 


His desires are 


switch for the room 


speaks to the patient 
thus ascertained without a_ personal 
journey to his room. When the con 
versation is over the pilot light on 
the speaker goes out, the patient de- 
presses the nurse call button, turning 
off the light over the door and the 
station It 


indicator at the nurses 


the conversation indicates required 


service the nurse may turn off the 
call switch when she goes to the room 


One question of an interested ad 
ministrator Have 


the number of nurses serving in these 


reduced 


was you 


areas?” The reply in the negative ts 
explained by the fact that the short 
age of nurses has been acute and defi 


ciency of service has been greatly re 


duced 


The cost of equipment for such an 
installation is considerable but well 


worth the expense. In our case, be- 


cause of our policy of purchasing 
services of a special nature which re 
quire greater skill than is ordinarily 
provided in the hospital maintenance 
department, such as regular inspection 
nd repair of elevators, window wash 
ing, and telephone service, we called 
in the telephone company as this is a 
communication problem. It was im 
mediately interested and, after a six 
months’ study, was prepared to give us 
service. It thereupon installed the 
system on three floors of 20 rooms each 
each floor 


installation 


with a nurse control on 


There were a moderate 
charge and a monthly rental similar to 
that of the system of rentals for tele 
phones. The monthly rental of the 60 
microphone-speakers is less than half 
the salary of a floor duty nurse. The 
equipment is owned and serviced by 
the telephone company and we were 
spared the expense of purchasing any 
equipment 


And now the nurses love it 
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HATFIELD Wears the Mantle of Poor Richard 


A Modern Hospital portrait of the new A.H.A. president 


ENJAMIN FRANKLIN, who 

founded the Pennsylvania Hospital 
in 1751, was fond of writing aphorisms 
about the virtues he particularly ad 
mired, including, among others, indus 
try, resolution, order, moderation, pru 
dence, temperance, sincerity and silence 
A number of Franklin's aphorisms have 
survived until our time in a work of 
his called Poor Richard Almanac It 
Poor Richard, or Franklin, 


idmonished his readers not to 


was who 
leave 
that which could be 


until tomorrow 


done today, for example, and it was 
Richard who listed the rewards that a 
man could expect if he rose and went 
that may have 


to bed early, a promise 


been fair enough in Franklin's time 
but is no longer precisely applicable in 
these days, when he who pays the bar 
bill gets the business 

Actually, it is unlikely that Franklin 
ever intended his famous phrase, “early 
to bed and early to rise,” to be taken 
The 


nothing more 


literally chances are that it was 


than an epigrammatic 
way of expressing his belief in the eff 
cacy of hard work and was thus closely 
ikin in meaning to another, though 
lesser known, of Poor Richard's max 
ims: “Plough deep while sluggards 
sleep, and you shall have corn to sell 
ind to keep.” In either case, one of a 
comparatively small group of men who 


have achieved a considerable degree of 


R. M. CUNNINGHAM Jr. 





success today chiefly by means of hard 
work is, by a curious circumstance, the 
present administrator of Franklin's hos 
pital, John N. Hatfield. As a matter of 
fact, it may be that Hatfield owes his 
rise from a Pennsylvania farm to the 
presidency of the American Hospital 


Association to the close connection be 


tween the hospital he now heads and 
Benjamin Franklin, even though Frank 
lin had been dead for a hundred and 
thirty-four years when Hatfield came to 
the hospital in 1924, and Hatfield him 
self was already years old at the 
time, an age at which the qualities 


Franklin wrote about are usually either 








present or absent in the character. In 
most of us they are unhappily absent, 
but in John Hatfield many of Poor 
Richard's virtues are notably present 
Unquestionably, the outstanding ex 
ample is devotion to hard work 
man whose industriousness is 


only by the fact that certain amounts 
of sleep and nourishment are necessary 
to continued existence, Hatfield works 
long days at his hospital and spend 
most of his evenings reading or writing 


Unlike 


whom he has 


reports or attending meetings 


many of those with 
shared assignments in local, state and 
national hospital groups, Hatfield has 
ilways considered an appointment to « 
committee or office as 


to work 


invitation to stand up and take a bow 


an opportunity 


rather than an honor or an 


During a period when priorities, sur 


plus social security, income 


property 
ixes, veterans’ care, licensure and fed 
eral aid for hospitals have all been in 
negotiation between the American Hos 
pital 
ments of 


Association and various depart 
government, it is fortunate 


nation’s hospitals that 


their 
relations has 
Hattield 


offices the 


on povernment 


headed by man like 


t one who collects 


small boy collects campaign 


is a means of increasing pres 


The i 1 s 
Hattield, 
his colleagues in a manner tha 
have done credit to Poor Richard. Re 


af prec ated 
lecturing 


t would 


who is not above 


porting for the council on government 


relations in 1947, he noted the fact 
that hospitals had been exempted from 
the provisions of the Taft-Hartley Act 
The important thing there is that we 
got {exemption} not because we asked 
for it, but because we worked for it, 


Hatfield told association delegates at 


56 


Heavy with his- 
tory, the original 
Pennsylvania Hos- 
pital building 
shown here is still 
standing and is 
still used for hos- 
pital purposes. 
Administrator's 
office was once 
an apothecary's 
shop; library is 
also a museum. 


their St. Louis meeting that fall. “Don't 
think you can get something out of 
Congress by asking,’ he went on se 
verely. “It means a lot of work, and 
your officers and Washington repre 
sentatives are doing most of the work 
connection.” An avowed be 
Hatfield 


about the great influence the 


in thar 
n that 


liever in associations, often 


broods 
A.H.A. could wield if every hospital 


} 


in the country were a member and 


every administrator worked as hard as 
he does 

Taking over the presidency at a 
association influence is a 


time when 


lefinite factor in all matters affecting 
the nation’s health, another man might 
that 


satisfaction in the distance 


find 
has been traveled in the past few years, 
instead of needling himself and his 
fellows about the mileage yet to go 
Already the association has accom 
I lished most of the goals Hartfield had 
in mind in 1936, when he addressed a 
message to hospital people urging them 
to join and take an active part in local 
and Think 
for a minute of the potential power of 
full representa- 

Without 
ations to represent us in legisla 
who would look our for our 
And you may be 


national hospital groups 


the association with 


tion!” he said then our 
ASSOCT 
tive halls 
interests? No one 
sure 


that politicians and politics have 
no regard whatsoever for any individ 
ual or anything unless there are votes 
and plenty of them represented by you 
personally or the association that you 
lelegate to act for you 

Some of us will not join associa- 
tions,” Hatfield 
the sluggards who slept while he and 
others were ploughing deep. “We 
won't recommend to our boards that 


continued, chastising 


our hospitals join; we won't lift a 
hand to cooperate with the association; 


we wont participate in their delibera 
trons; we wont even answer question 
naires. We merely adopt an air of in- 
difference and disinterest. We spend a 
great deal of our time criticizing those 
who are public spirited enough to take 
an active interest in those associations 
At the time Hatfield delivered these 
strictures, fewer than 1800 of the na 
tion's hospitals were institutional mem 
bers of the With 
than 4000 members today, the A-H.A 


association more 
must have achieved approximately what 
Hatfield envisioned as “full representa- 
thirteen years ago, yet he still has 
“The more 
members we have, the more force we 
have behind some of the things we are 
trying to accomplish,” he said last year, 


tion 


his eye on the road ahead 


duplicating the sense if not the flourish 
otf his 1936 message 

Probably the major triumph of hard 
work and association influence during 
Hatfield's chairman of the 


council on 


term as 
government relations was 
Hill-Burton Act, 
shape and steer 
through the Congress. In 1945, Hat 
field reported that the Hospital Survey 
and Bill had 


the constant attention of the council as 


the passage of the 
which he helped to 


Construction received 


well as the president, executive di 
rector and many other high officials of 
the association. This bill represents the 
first really aggressive action on the part 
of the association with respect to fed 
eral legislation.” The following year, 
Hatfield was able to report that the bill 
become law. Under the circum 
a certain amount of self-con 


had 
stances, 
gratulatory flexing of association biceps 
might have been pardonable, but Hat 
field is not a man to indulge himself 
Instead of dwelling 


dis- 


ilong these lines 


on the achievement, his report 
posed of it in a single sentence and 
went on to emphasize the need for 
continued hard work to make the new 
law effective and to obtain additional 
legislation favored by hospitals 

By 1947, Hatfield was specifically 
recommending a bill which would pro- 
vide “federal aid to states in the estab- 
lishment of programs for making med 
ical and hospital care available to 
persons unable to pay for it.” If the 
Hill Bill, which was introduced to the 
Congress last March and is aimed at 
accomplishing this objective, is ever 
passed, a large share of the credit will 
belong to Hatfield, who sat in most of 
the meetings at which the legislation 
was framed and occupies a ruling post 
in the strategic counci!s which will 
guide its course through Congressional 
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shoals and rapids. If and when the bill 
is finally passed, however, it is certain 
that Hatfield prominent 
among those taking credit. As pres 


will not be 


ident or past president of the associa- 
tion, he will unquestionably be found 
urging its members to buckle down 
and work hard for the success of the 
program 

As it has turned Hatfield will 
buckle down and become president of 
the association on the thirtieth anniver 


out 


sary of a period in his life when he 
was, as he describes it now, “probably 
s discouraged and disillusioned as any 
body in this world.” That was in Sep 
tember 1919, following his discharge 
from the Marine Corps, with which he 
had served in France. Born on a farm 
in the sticks, or hills, of northern Penn- 
sylvania, Hatfield had attended a one 
room school in the Poor Richard genre 
and, later, had distinguished himself as 
a track 
school near Mansfield, where his family 
lived. Aided by an athletic scholarship 
and hard work as a waiter, dishwasher, 
furnace stoker and truck driver, he had 
financed a year at Penn State college 
before the war came. After the war, 
however, Hatfield had come reluctantly 
to the conclusion that continuing his 


athlete at the district high 


college education was out of the ques 


tion—a circumstance that exploded his 
lifelong dream of becoming a doctor 
and foredoomed him, as he thought 
then, to a life of mediocre accomplish- 
ment, if not manual labor 

Happily, things have worked out 
differently. Taking a job with a survey- 
ing outfit, young Hatfield was rapidly 
promoted from axman to rodman to 
chainman to transitman, a 
triumphs that looked like spectacular 


success to his fellow surveyors but left 


series of 


Hatfield, who thought surveying was 
strictly a future, un- 
moved. He kept looking for something 


better and, fortunately, the thing that 


job without a 


came along was a hospital job 

It probably isn’t surprising that Hat- 
field did not at first recognize destiny, 
which was disguised as a storekeeper S 
billet at a state tuberculosis hospital 
He heard about the job from a friend 
and took it, though he didn’t know a 
storeroom from a stovepipe, because it 
ippeared to offer a more respectable 
future than surveying. Ploughing deep, 
he learned about stores in a hurry, and 
before he left the sanatorium a year 
ind a half later he had worked out a 
perpetual inventory system that is still 
used in Pennsylvania state institutions 
Still not certain that hospitals were his 
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With Albert V. 
Whitehall (left), 
A.H.A. govern- 
ment relations 
secretary and 
Washington bu- 
reau head, Hat- 
field has planned 
and directed 
strategy in na- 
tion's capital in 
critical war and 
postwar periods. 


destination. he moved on to a job as 
steward at the Reading Hospital 
Then, possibly realizing that the vir- 
tues he had cherished were falling into 
disrepute, the shade of Poor Richard 
reached out and gave Hatfield's career 
He was delegated to 
the Pennsyl 


a helping hand 
take a patient down to 
vania Hospital in Philadelphia. Because 
of the famous Benjamin Franklin back 
ground and other points of historical 
interest, his superiors thought he might 
as well look around while he was there 
and gave him a letter to Daniel Test, 
superintendent of the Pennsylvania and 
one of the nation’s outstanding hospital 
administrators at that time. It was love 
at first sight between Hatfield and Test 
As soon as the necessary arrangements 
could be made, Hatfield went to Phil- 
adelphia as purchasing agent of the 
Pennsylvania. Three years later he be- 
came assistant administrator. When 
Test died in 1930, Hatfield moved up 
to the job he has held ever since 

At the Pennsylvania Hospital Hat 
field is hip-deep in history, and it is 
understandable that he speaks of the 
hospital with the same reverence that 
a man might show for a famous an 
cestor. Relics abound, many of them 
dating back to Franklin's day, and Hat- 
field often visits the hospital library, 
which also serves as a museum, to re 
charge his batteries. “I 
always leave the library with the feel- 
ing that I have gained something by 


devotional 


having been there,” he wrote once. “To 
me the place is inspiring. It reflects 
the hardships, perseverance and in- 
domitable spirit that laid the founda- 
tion of the great hospital system of 
America.” 

While the impact of history is at its 
height amid the yellowed paper and 
polished oak of the library-museum, it 
is palpable all over the hospital. Built 


in 1755, the original building is stall in 
use as a medical ward. So are buildings 
1796 and 1804; the 
housed an apothecary’s shop 
which is Hatfield's office. Com 
prising some 30 buildings altogether 
today, the hospital has 513 beds, 300 
of which are used for ward patients 
Inevitably, revenues fall far short of 
expenses; the estimated deficit for the 


that went 


latter 


up in 


now 


current hospital year is $192,000. For- 
tunately, however, Franklin's successors 
have husbanded their resources with a 
prudence he would have admired, and 


the hospital corporation is still well 
heeled. As one observer stated recently, 
“They've never got down to their last 
five million dollars 

For the nineteen years of Hatfield’s 
administration, the the old 
apothecary’s shop has always been open 


door to 


to any hospital employe who wanted 
to come in. “I couldn't work behind 
closed doors, and I don’t see how any 
successful administrator can,” he said 
not long ago. It is a point of pride 
with Hatfield that 
pital employes do drop in to talk to 
him every week, often seeking advice 
on personal problems. As he sees it, 
such visits have nothing to do with the 


a number of hos- 


chain of command; all instructions and 
orders move down through regular de- 
partmental channels, and grievances 
As he 
conceives it, however, a large part of 
Hatfield's success as an administrator is 
attributable to his ability to deal with 
all classes of employes on their own 
I've stoked boilers, and the hos- 
has ex- 


come up by the same route 


level 
pital firemen know it,” he 
plained. “I've been a cookee in a 
lumber camp, and the kitchen maids 
and cooks know that. I've also been a 
dishwasher and an errand boy and a 
clerk and a storekeeper, with the result 
that most of the hospital's employes 
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vat | understand their problems 
uk their language 
In the opinion of many of his ass« 


ites, however, Hatteld overrates the 


value of his humble origin and early 


experience and underrates the qualities 
of character which have contributed to 
John ts 


nis administrative Conquests 


fair in all of his relationships. I would 
cl 1et 


id recently He care 


this is his icteristic i 


fully weighs all alternatives before pro 
is much to be fair as to be 


nk 


VALUES COLLEGE TRAINING 
Like 


many whose formal 


wn lack of 
when he ts pre 
re for presenta 
publication 

rganize my 

material a 1 yuld, and In 
of my I 


to complain, naming flaws by ne 


not always sure grammar 1€ 1S 
KCl) 


means restricted writers who never 


vent to college. As matter of fact 


Hattield’s 


man of the 


innual statements as 


council on government 
| 
els 


generally been m« 


ind where 


tr occasion, he broke taut 


records by speaking of 
importance « 
better healt! 


these hye 


ew presia 


Hatfield 


wants rosecut¢ 


or 
issociation. He believes some 


overnment 1 


people who can't pay hospital and med 
The Hill Bill 


is the logical first step toward 


ical bills as he sees it 


meeting 
that need. When that bill is passed and 
working satisfactorily, additional legis 


lation to meet additional needs, if any 


can be discussed. Those who favor the 
compulsory health insurance, or whole 


hog, approach to the nation’s health 


problems are for the most part sincere 


people who are misinformed about the 
need and misled about the method, he 


inks, and not sinister enemy agents 


bent on overthrowing the government 


{ destroying the American way of 


te 


Hat 


some 


Along h the Hill 


Bill, in 
tield’s v we must wor 


k out 
means of providing the additional doc 


tors, nurses and other health workers 
will be needed to statf the facili 
ties NOW with Hill-Burton 
It is foolish to build facilities we 

| j 


he said 


whe 


being built 


yet we 
If it 


subsidize individuals 


recently, 

e doing that today 
S necessary 
and institutions in order to produce the 


1 health need, 


€ technicians we 
to have legislation 
Pri 


his 


will have 


to provide the needed subsidies 
Hatfield has 
belief that such subsidies 
But mn a 
We 
7 control is decentralized, as 
n the Hill-Burton Act 
roll vnlae 


ingula lan whose 


vately icknowledged 


will prove 
centralized 


make 


Necessa;©ry 


setup he ple ids must 


perpen 
n look thinner than 
ave manner that 

to any show of upset 
One thing 


little 


excitement that does 
however, 1s 


We 


nurse any 


ruffle his calmness 


ical nurses 


ne talk ibout pract 


is either qualified or 


not qualifie ust as loctor is! Ac 
1 


knowledg hospitals may need 


uxiliary workers to help nurses with 
Hatfield neverthe 
such people are not 
nurses 


it be called 


nurse a nurse,” he 


sists. If we keep the distinction clear 
be plagued by 


j 


1uca 


omnes t, We 


1 won't 
so many problems of 


licensure, & 
on and supervision 


Hatfield is 


that not many people share 


aware, and undisturbed 


the fact 


views on the subject of nurses 


his 


helpers. In this and other instances 


however, his sense of inner righteous 


ness is a strong bulwark against public 
criticism. On at one 
Hatfield has blandly submitted himself 


least occasion, 


to public misunderstanding without 
even bothering to explain his own 
position. That three ago, 
when, as leader of the Pennsylvania 


delegation to the A.H.A. convention, 


was y ears 


he introduced and fought for a resolu 
tion to change the language of a Blue 
Cross policy statement so that hospital 
payments would be based on billings 
The 


ouched ott a protracted debate, some 


rather than costs resolution 


became a little emotional 
Eventually, Hattield 
People who asked him about it later 


that he 


ot which 
was defeated 


were astonished to discover 


himself had always favored the cost 
basis for reimbursing hospitals. As 
leader of the Pennsylvania delegation, 
however, he felt obligated to support 
the position that the Pennsylvania asso 


ciation had taken in the matter 


NO NEED FOR SELF-REPROACH 


Among the honors and successes that 
have crowned his efforts, one of the 
rewards that Hatfield is able to enjoy 
is treedom from apology and _ self 
reproach on occasions such as this and 
at other times when programs he has 
worked for fail 


years following the war, for example, 


For several successive 


it was his painful duty to report that 


the associations efforts to get surplus 


fe for hospitals had 
fact 


property se ASIC 


unavailing. The was, of 


that all surplus property re 


been 

course 
mained behind an impenetrable barrier 
the entire 


of red throughout 


himself 


tape 


period. Ben Franklin could 


have done no better than Hatfield did 


the circumstances, yet, besides 


under 


mentioning once or Twice that the sit 


j 


ation was confused, he made no par 


ticular effort to excuse the failures he 


re ported 

In a world disposed to judge people 
by the amount of noise they make, such 
poise is rare indeed. Possibly the most 
remarkable thing about Hatfield is that 
he fails to see anything remarkable 
himself. He insists that he ts 
just an ordinary fellow who has gotten 
some breaks along the line.” You have 


to work hard to get the breaks, Hatfield 


ibout 


tells his two sons, who are now in col- 
lege, and 
take advantage of them 
Richard said and as Hatfield firmly be 
mother of 


you have to work hard to 


For, as Poor 


Diligence is the 
John Hatfield has ploughed 


lieves, 
Lon rd luck 
and today the 


deep all his life corn 


crib ts full 
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A Modern Hospital Interview by RAYMOND P. SLOAN 


ROM the obscurity of the African 


jungle has emerged a man declared 
to be among the great of all time 
Unostentatiously he entered the port 
of New York one day last summer 


dressed simply black sult 


in baggy 
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white wing collar and black bow tie, 
accompanied by his wife wearing a 
white cotton dress, her frail body sup 
ported by a cane. 
Dr. and Mrs 
to America, he to lecture on 


Schweitzer had come 
Johann 


Wolfgang von Goethe at a convoca 


tion to be held in Aspen, Colo., com 
memorating the two hundredth anni 
versary of the German _ poet-play 
wright’s birth, she merely to be with 


him as she has been for the past forty 


59 





1 number 


mite 


music lovers, Schweitzers 


familiar—deeply 


him through his 


who knew 


those fortunate enoug! 


beloved by 


ave met him personally in Europe or 
Africa. To the great American public 
n unknown. Never 
foot 
s wife 
sooner | locke 
lar bec ime 
Ne Wspaper 
+} 


¢ Ire 


problems it 


no nswer 
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himselt 
] 


endeared 
This 


is one of the qualities of his greatness, 


Immediately he 


o the American press indee 
his ability to endear himself to people 
in all walks of life 

But what makes Dr. Schweitzer the 
greatest of the great? Some, no 
doubt, would reply that it is his un 
paralleled skill in interpreting Bach's 
choral preludes on the organ. Others 
would point to his philosophical and 
religious writings, or to his achieve- 
ments in health work among the na- 
tives of French Equatorial Africa 
are but component parts 


Schweitzer, 


Yer, these 
of the whole. It is Dr 
the man, who makes for greatness. It 
his great Compassion for 
To him God its love 


It radi 


is his spirit 
sulter 
forth 


his smile 


those wh« 
from his eyes 
It is transmitted 
rmth of his handshake. Above 
n would prolong life 

is the lives of all 

prayers his mother 
lso of the one he com 
himself and which he would 
Dear God, pro 


have 


posed 
recite each evening 


all creatures that 


tect and bless 


breath, save them from all evil and let 
them sleep in peace and happiness 
In love with people, in love with his 


work; a dreamer, yet a man of action 


The forest hospital at Lamba- 
réné, Africa, is part of a village 
in which the natives live while 
they are receiving treatment. 


as is demonstrated by his many accom 
plishments, Dr. Schweitzer above all 
else is the world’s great humanitarian 

These various qualities were revealed 
one afternoon toward the end of his 
He had just 


returned from Colorado, where instead 


brief American sojourn 


of one speech he had made two, one 
other in German. Dr 


Lack 


of orientation to the mountain altitude 


in French, the 
Schweitzer speaks no English 
unusual notwith 


produced fatigue, 


standing which he had insisted on 
meeting personally with the younger 
people attending the conference 

In Chicago an honorary degree had 
been conferred upon him by the Uni 
versity of Chicago, necessitating a 
speech of acceptance. And 
York, there 


group 


since his 
had been 
and that, 


return to New 
meetings with this 
long sessions of inscribing books and 
programs, and additional functions call- 
ing for his presence and response. Yet, 
having shaken hands with numerous 
admirers on this particular occasion 
n the exhausting heat of New York's 
mid-summer, he deliberately requested 
that this visitor remain, that he might 
talk with him further about his forest 
hospital in “Doctor's 
Village” as it is popularly known 


Lambaréné, the 


Does he never rest? 
In her chair in the corner of the 
where she was chatting with 
friends, Mrs shook her 


Poor health during recent years 


room 
Schweitzer 
head 
has made it impossible for her to par- 
ticipate as actively as formerly in af- 
fairs at Lambaréné. During those sea 
sons when the enervating heat of the 
jungle is at its worst, she must return 
to their home in Europe on the edge 
of the Black Forest. Yet 
heart remains in the jungle 

The Schweitzer partnership started 
a girl in 


always her 


many years ago, when as 


Strasbourg, Helene Bresslau pulled the 
organ stops for a musician as 


he ‘played Bach chorals and fugues 


young 


In 1902 she started studying nursing 
Twelve or thirteen years later, follow 
ing one year of marriage, she resumed 
her nursing training in order to pass 
the examinations which had since been 
required 

Today small, slightly bent and with 
graying hair, she sits by and watches 
watches with eyes that have witnessed 
pain, eyes warm with understanding 
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with human teeling and sympathy, eyes 
whose lids close at times as though in 
utter weariness 

He 1s always ured.” She speaks in 
perfect English. “He is used to being 
tired. And life here is so different, so 
much running about. Our natives can 
not understand why people in America 
run about so, and of all places, to work 
In Africa they run away from work. 
She smiled, adding—"But we are used 
to any kind of life. It has been our 
habit to find our way, to take what 
has been given us, and, with what we 
have learned, to try to help humanity 

Her husband approached. Where 
upon Helene Bresslau Schweitzer re 
sumed her conversation with her 
friends, using her native German. 

With some persuasion Dr. Schweit 
zer adjusted his bulky frame into a 
chair. Probably he would have pre 
ferred to remain standing 
to it. The only time he remains seated 


He is used 


is at the end of a long day in Lam 
baréné, when, his patients settled for 
the night, he retires to his tiny study 
and writes, writes laboriously in long 
hand, letters to his friends all over the 
world, letters relating to the operation 
of his “village,” or resumes writing his 
Philosophy of Civilization.” Until a 
few years ago, it is possible that the 
a Bach choral might have 
broken the African 
But, recently the pressure of 


strains of 
silence of the 
night 
other work makes it increasingly dith 
cult for him to keep up with his 
music 

Studying them closely, it is difficult 
to imagine those hands manipulating 
the delicate keyboard of an 
Just as difficult is it to visualize them 


organ 


sheathed in rubber, wrestling with an 
obstinate hernia. By virtue of their 
size and strength, they would seem far 
better equipped to place in proper 
position the sheets of corrugated iron 
with which their possessor has con- 
structed parts of his “village,” and for 
which he has received the nickname of 
Mingong,” meaning corrugated iron 

Everything about Dr. Schweitzer de- 
notes power. The head, familiar by 
now to readers of current periodicals 
the country over, is leonine, with locks 
of unruly gray hair falling over the 
forehead, bushy brows protecting eyes 
that sparkle with wit and humor, and 
a profuse handle-bar moustache, bent 
downward. The voice is gentle but 
firm, the language impeccable French 
The conversation is direct and to the 
point, mixed with a joviality that is 
as unsuspected as it is welcome, com- 
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Seriousness, faithfulness, sense of responsibility, honesty, 
trustworthiness, love of work, devotion to the calling in which 
one is placed, enterprise, prudence in the management of his 
material welfare, independence—these qualities are what con- 
stitute character in the best sense of the term. 


Our forefathers formed the fine traits of their character at a 
time when they were able to lead a quiet and assured existence. 
Stable conditions virtually guaranteed success to any well 
started and well tended enterprise. A man who was efficient in 
his work was certain of success. Earnings and savings main- 
tained their value. The development of the natives, on the other 
hand, takes place in an age when everything is in flux, in a 
state of transformation and of uncertainty. The conditions nec- 
essary for fruitful activity are no longer present. Catastrophes 
are no longer to be foreseen, ability cannot protect from failure, 
cleverness is often more successful than worth. 


Our forefathers developed in nonpolitical times; the natives 
must begin their development in political times. It was taken 
for granted by our forefathers that they would be ruled by per- 
sons who in accordance with certain accepted hypotheses de- 
served to be their masters. In those times men could live for 
their work and accumulate their earnings steadily. Today, when 
the peoples have taken the conduct of public affairs into their 
own hands, peace and unconcern are things of the past. Coun- 
tries are plunged into constant confusion. Parties fight for 
power. Individuals can do nothing else but participate in these 
conflicts—professing certain points of view with like-minded 
people, contesting against the others. What emerges from such 
conflicts as ‘the will of the people’ does not possess the author- 
ity required for genuinely effective rule. Statutes and measures 
are obscure and inappropriate, because they are not carefully 
considered and quietly worked out with sole concern for the 
right. They come from compromises upon which people have 





agreed so far as they could—ALBERT SCHWEITZERT 


tFrom “The Atrica of Albert Schweitzer, 


by Charles R. Joy and Melvin Arnold, 


copyright 1948, used by permission of Harper & Brothers and The Beacon Press 





ing from a man of such mental attain 
ments. Gentleness linked to power; a 
dreamer impelled by action. And the 
while Dr. Schweitzer chatted about his 
work in Lambaréneé 

He entered hospital work not from 
desire of further attainments, or of 
personal gain. Already, at the age of 
38, when he first went to Africa, he 
had achieved renown in many fields 
He went because he wanted to serve. 
We must all carry our share of the 
misery which lies upon the world,” he 
has said 

He went, too, without any illusions 
as to the burdens he was assuming, or 
the sacrifices entailed. Again, to quote 
“Anyone who expects to do good must 
not expect people to roll stones out 
of his way, but must accept his lot 
calmly if they even roll a few more 
into it.” 

His words carry meaning to every 
hospital administrator who, working 
amidst an advanced civilization, la- 
ments his fate and bemoans his prob- 


lems. Dr. Schweitzer shares many of 
the problems of American hospital 
people with others peculiarly his own, 
including elephants. In Africa these 
animals aren't the type to which you 
feed peanuts. They are the variety 
which treads ruthlessly through ba- 
nana plantations, destroying one of 
the main sources of food 

I admire greatly your administra 
Dr. Schweitzer stated, “but 
There can be no 


tion here, 
we cannot so operate 
formal plan of arrangements. You see, 
my hospital is part of a village to 
which the natives come and where they 
live while receiving surgical or med 
ical treatment. They live as they do 
at home. They do pretty much as they 
like. Our chief responsibility is to 
provide them with a roof, food and 
proper medical care. The great wisdom 
that one acquires in living with the 
natives is not to try Of tO Want to 
make them over, to force them into 
being anything but primitive, but 
rather to let them remain as they are. 
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I am now going back to reorganize 


We have a 


Today the ‘village’ comprises some 


forty small buildings of native design ind develop this program 


ind constru surrounded by 


20s great Opportunity to experiment, be 
f 


including plantations of citrus Cause ¢ the vast numbers of natives 


truit which the Doctor 


cres 
who come to be treated, but we need 


domic 


with the assist 


1 originally more iles to house these unfor 


It provides ac tunates Ac present we have about 
three hun 150 suc ises. The problem is that 


blacks, witl th ull u and treatment 


twenty beds for white patients. Some over long periods 


f the blacks sleep on couchettes; oth Eventually we should be able t 


ers prefer tloormats which they then determine cases promine or 


Our 


indicate 


rs work llasone = pri nore efficient 
! } 
CONCIUSIONS would 


that promine i tt for the grea 


id 


ulcers, and d for the smal 


1asOone 


itzer I don't know what I should 
ly The have done without the help of America 


proved ns ipplying me with medicines 


SCnWweE 


tools 


medical equipment, particularly 


those difficult years of the war 


ginally ngeNe 


the tropics, sleep I was astonished that you should have 
heard of me and offered me your help 


it all 


| tacilities were 
nd I am deeply moved by 
That 


America’s help continues was 


various conferences Dr 


d 


in the 
uring his stay in the 


with doctors and execu 
ot di a an 


It was 


pharmaceutical 


firms 


ipparent that his 


on his 


return trip would be 
considerably heavier, not with the per 


sonal luxuries that America affords 


but with the vital drugs this country 


s glad to share with sutferers from 


leprosy and other tropical diseases in 
the jungles ot Africa 

The fight against leprosy is the chiet 
Doctor's ‘vil 


oncern of those in the 


lage Yet there are numerous other 


maladies to keep them occupied, over 
ulcers, 


occupied most of the time 


and frambesia, a 


Hernias, par 


dysentery, malaria 
certain type of syphilis 
ticularly strangulated hernias, are com 


Mental 


always a 


mon, also tumors cases, of 


which there are tew, are 


segregated in a_ special structure 
Strangely enough, appendicitis is rare 
and, when it does occur, is confined to 
the whites. And there are always bites 
from poisonous reptiles, and wounds 
inflicted by savage animals of the 
forest 

Dr. Schweitzer listened with interest 
to stories of hospital problems in this 
country, particularly in those smaller 
like himself, the 


serve in 


institutions where, 


administrator must various 
Capac Ities 
have no ad 


But in Africa we 


ninistration as such,’ he kept insist 
ing. “It's hospital work on the fam 
ily plan 

One thing he couldn't deny, how 
ever, and that is that he has problems 
He wouldn't say, either, because his 
modesty would prevent, that he is de 
signer, builder, plumber, planter, gar 
dener, pharmacist, fund raiser, as well 
as chief surgeon and father confessor 
for his hospital His 


ciates can even tell of having seen 


village asso 
him carry food to ailing natives 

But talking of problems—well, here 
ire a few 


As le 


in this instance referring to 


grand docteur puts it 


yrand 


age, rather than size, I can't have 


mechanical devices, such as 
pump or 


too many 


engines or motors for my 


refrigerator, because of the climatic 


conditions and the difficulty in get 


ting parts. There is no one to make 


repairs other than myself 

For similar reasons there cannot be 
any modern hospital equipment, such 
is x-ray machines, metabolism units 
electrocardiographs or a well equipped 
The excessive heat and hu 


Better to 


laboratory 


would wreck them 


at all than to rely on those 


midity 
have none 
that might supply false readings. Lack 
of such facilities, coupled with native 
superstitions and the various lan 
guages and tribal customs, makes diag 
difficult. The doctors 


must use their own powers of imtui 


noses extremely 


tion as to the patient's condition. And 


it 1S surprising how proficient they 


become 
Constant changes in the staff are 
vital because of the climate. Doctors 


and nurses, too, must get away at in 
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tervals of every two years or so. An 
had 
Lambaréné and has been on vacation 
with 


American nurse who served in 


in this country was returning 
the Schweitzers to resume her work 
Such changes in personnel inflict ad- 
ditional responsibilities upon others of 
the staff, but the work goes on never 
We always need good peo 
ple,” said Dr and by 


good people, I mean those who won't 


theless 
Schweitzer, 


try to force things upon the natives. 


problem at 
The Doc 
greatest preoccupa 


Perhaps the greatest 


Lambaréné concerns food 
tor termed it his 
tion.” There is no such thing as fresh 
milk, for cows are unknown in the 
jungle. Futhermore, the natives plant 
just enough for their own needs, for 
they are forever pulling up stakes and 
moving on 

Two years in the making under the 
Doctor's supervision, the hospital gar 
den now supplies beans, peas and other 


had 


done during the dry season. The tropi 


vegetables. All the work to be 


cal rains flooded it, until walls were 


erected as a precautionary measure 
The hospital has its orchards, too, pro- 
viding oranges, grapefruit, tangerines 
and pineapples in season, all devel 
oped by Dr. Schweitzer. 

The natives live chiefly on bananas, 
manioc, which is their bread, and palm 
oil, used for butter and cooking tat, 


with rice and an occasional scrap of 


fish or meat. The hospital purchases 


bananas from a tribe up the river, 


but again, there are always elephants 
to be reckoned with 
The Doctor 


impression that there are no compen 


would not convey the 


sating factors, however. Accompany 
ing each patient to the hospital is one 
ot his 


Cainer 


wives or some relative or re 


who looks after him, cooks his 


tood, which the hospital supplies, on 


a little fire outside his door, and who 


sleeps, even, beside him on a_ floor 


mat. This relieves the burden consid 


erably. Semiweekly the natives line 
up to receive their rations of bananas, 
manioc and palm oil, constituting 
much the same diet that they have at 


And 


with 


they leave, they 
sack ot 


The Doctor is a good provider 


home when 


carry them a edibles 


Meals are prepared for the doctors, 


nurses and European patients by a 


j 


dietitian. These comprise dishes made 


from native foods, but prepared in 
as to be palatable to 


such manner 


people of the western world. Then 


there are the vegetables and fruits 


from the hospital gardens 
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Whoever among us has through personal experience learnt 
what pain and anxiety really are must help to ensure that those, 
who out there are in bodily need, obtain the help which came to 
him. He belongs no more to himself alone; he has become the 


brother of all who suffer. 


On the ‘Brotherhood of those who 


bear the mark of pain” lies the duty of medical work, work for 
humanity's sake, in the colonies. Commissioned by their repre- 
sentatives, medical men must accomplish among the suffering 
in far-off lands what is crying out for accomplishment in the 


name of true civilization. 


In reliance upon the elementary truth which is embodied in 
the idea of the ‘Brotherhood of those who bear the mark of 
pain,” | ventured to found the Forest Hospital at Lambaréne. 
That truth was recognized and is now spreading. 


* From 
} 


M4 used Dy 


Albert Schweitzer, the Man and His Mind 


—ALBERT SCHWEITZER“ 


George Seaver, copyright 


permission of Harper and Brothers 





There is compensation, too, in the 


fact that no persuasion ts required 


when a native must undergo surgery 
He believes the knife to be far more 
effective than any medicine in driving 
out evil powers. In consequence, the 
individual who must undergo an op- 
eration is accorded great honor in his 
local village, with fitting celebrations 
taking place prior to his admittance 
to the hospital. And the fact that he 
cannot work is always good news. He 
will 


knows that his family support 


him 
The hospital is spared providing 

custodial care, also certain equipment 

Each 1 


for 1ts native on ad 
is expected 


pacnents 
mittance to produce a 
mosquito net, a blanket, a mat to lie 
on, and a saucepan, to say nothing 
of the wife or retainer who is to look 
after Should he add to 


small gift to pay for his hospital care, 


him these a 


so much the better. Sometimes such 
evidence ot appreciation materializes, 


The 


gratitude of the native is not always 


more frequently it does not 


But the Doctor and his staff 


le 


manifest 
are not looking for gratituc 


The primitive does not bear or 
ganization.” Dr. Schweitzer kept re 
iterating this, in explanation of the 
village” the native 


fact that in his 


lives much as he would at home. Its 


population comprises not only pa 
tients but members of their families 
and babies. Always there are babies, 
not solely those infants delivered at the 
hospital, but others that it receives as 


wards 


According to a native superstition, 
a woman must not breast-feed a nurs 
ing child whose mother has died 
Should she 


same tate 


do SO, she will sutter the 
Because of the absence of 
milk, such children were doomed to 
death, until it was discovered that at 
the hospital there was canned milk 


Now 


sponsibility of the Doctor and his staff, 


these infants become the re- 
unless some close relative remains with 
them 

The liberty 
who is undergoing treatment can lead 


accorded the patient 


to various unhappy situations. It is 
not unlikely that a sick man, despite 


the strictest instructions, will eat the 
salve that has been given him to rub 
drink 


of medicine, believing it 


on his skin, or whole bottle 


will hasten 


his recovery 
Also, were it not for the monthly 


roll call, it would be defficult indeed 


| 


to determine who is or who ts not 


receiving hospital care. Among the 
ambulatory patients, some will depart 
ZO rd by others will 


without saying 


slip in unnoticed. But the last day of 


each month a roll call brings the 


census figures up to the minute. 

Housekeeping problems are solved 
by establishing Saturday afternoon as 
clean-up time. For this operation all 
the available men and women are en 


Wards and 


debris is 


rolled houses are swept 


and washed, all removed, 
particularly bottles or tin containers 
which may contain water and serve as 
a breeding place for the always dan 


gerous me SQGUITO 








All this has not been accomplished 
without organization, despite the as 
grand docteur™ that “we 
A family of 


proportions 1s not 


sertuion of le 
have no arrangements 
such substantial 
brought up without supervision and 


With all his gentleness, Dr 


Schweitzer has ruled supremely and 


guidance 


firmly since 1913, when the hospital 


was firsc started 


That was the year when, having re 
ceived his doctor's degree, in com 


pany with his wife he started for the 


River Ogowe in Equatorial Africa. At 
first his patients were treated in the 
open air under the broiling rays of the 
during periods of 


tropical sun, OF 


rain, under the veranda of a dwelling 


Soon an old hen house was converted 
to hospital purposes 


The 


ing containing two tiny 


next step was a small build 
rooms for con 
sultation and operations, with two oth 
ers which served as a dispensary and 
ifterward two 


jded 


daaeda, a 


sterilizing room. Soon 
other small build 
Waiting room ft 


mitory for the ill 


FORBIDDEN TO PRACTICE 
World War hung 
great Cloud over the horizon 

Alsatian, Dr 


was forbidden to practice 


The first like 
Because 
Schweitzer 


The 


standstill. Ir 


ne was an 
work 
of the hospital was at 
he started t 


was at that period that 


write his “Philosophy of Civilization 
Shortly 


mitted to 


ufterward, having been per 


resume his medical work 


he was ordered with other prisoners 


of war to Europe for internment. 


Months of confinement and restric 


} 


tion followed for both the Doctor and 


his wife. Severe illness likewise as 


sailed them. Following an operation 


in Strasbourg and months of conva 


lescence, Dr. Schweitzer resumed his 
professional work as physician in a 


municipal hospital. Later he gave lec 


tures and organ recitals throughout 


Sweden, thus paying off some of the 
hospital's debts 

The year 1924 saw him headed 
The 
had 


Lambarene 


over which he 


once more toward 


hospital building 


labored so hard were 


dec ve j There 


! 
Start ali 


Doctor 


ifternoons 


was but one thing to do, to 
over. So, in the mornings the 
cared tor the sick; in the 
he worked as carpenter and mason on 
buildings to house them 


By 19 
but by 


sort of order was re 


some 


stored then it became evident 


that the facilities were inadequate. An 


dysentery brought more 


epidemic of 


64 


patients than could be accommodated 
Better housing was needed for isola- 
tion, also for the care of the mentally 
ill. Furthermore, it was apparent that 
the location was unfortunate 
Reconstruction was the only solu- 
Farther up- 
stream a spacious hilltop was procur- 
able. So, instead of returning to his 
wife and child, who had remained in 
Europe, the Doctor, with the assistance 
of a small group of native workers, 
embarked upon his third building pro- 


tion, and on another site 


gram 

The beginning of 1927 witnessed 
the removal of patients and equip- 
ment from the old quarters to the new. 
Among the improvements noted and 
admired were the wooden floors, which 
replaced those of dirt. Better lighting 
also was provided, and more effective 


There accommoda 


ventilation were 


tions for some 250 patients and at 


tendants, with isolation wards for dys 
entery and eight rooms for mental 
patients 


had been 


provided with such satisfactory quar- 


Once his native family 


future must be as 


sured. The hospital required a fund 


ters, its security 


raiser. So, laying aside his trowel and 


mortar, and turning over his medical 


assignments to those who were quali- 
fied, Dr 

Much of his time during the next 
n Europe, with 


Lambaréne 


Schweitzer started to travel 


ten years Was spent 


intermittent periods in 
whenever his presence there was re- 
quired. Through lectures and concert 
tours, he raised funds for his jungle 
hospital, and in his spare moments he 
wrote. Soon the world began to take 
cognizance of this medical missionary 
and philosopher 

All the while, too, the little hospital 
Gifts from interested 
friends brought new buildings and bet- 


The lepers, even, were 


was growing 
ter facilities 
being cared for in a building assigned 
to their needs exclusively 

More war clouds threatened, presag- 
ing World War Il. The work of the 
hospital continued, but under severe 
handicaps and strain. Some of the 
nurses left and the burden of the work 
fell upon the Doctor and his two as- 
sistants, aided by Mrs. Schweitzer. It 
was tough going. Even today the Doc- 
tor keeps saying—'It America 
that saved me during the middle of 


was 
94 Indeed, 
other forms of assistance, it is difficult 
would 


without the drugs and 
to determine precisely what 
have happened 

This help from America, and Eng 





land, too, made it possible even to 
extend operations, which was highly 
essential because of the substantial 
increase in white patients. Laid low by 
malaria and deficiencies in diet, and 
worn out by physical and mental strain 
they flocked to the hospital for treat 
ment 

Today there are 
Europeans, but usually only six or eight 


of them are occupied. The work among 


beds for twenty 


the blacks increases constantly, how 
ever, as the news of “le grand docteur 
has spread through the wilderness. By 
boat and foot come some 5000 men 
women and children each year to this 
white man who possesses the myster! 
ous gift of relieving pain 

It is more than a hospital they find 
It is a community of which they be 
come a part during their residence. It 
is practically self-sustaining, with 
workmen, who, under gentle compul 
sion, make rope for the hospital, shoes 
denim clothes for the native staft 
fish traps, and even try their hand at 


mattresses built from the kapok fiber 


“GOOD SENSE DICTATES” 

Remindful of those years of cease 
less toil, Dr. Schweitzer asked 
what suggestions he might have for 


was 


other hospital people, particularly those 
who similarly must serve their commu 
nities in various capacities. The grard 
old man of the jungle hesitated and 
then, smiling, replied—"I don't know 
but I've found that good sense gen 
erally dictates what must be done. 
Despite frequent reference to his 
retiring, Dr. Schweitzer wants to get 
back to it all. He would spend the 
last years of his life fighting leprosy 
with the help that is now assured him. 
His work in Lambaréné does not con- 
stitute sacrifice as he regards sacrifice 
There is no sacrifice in doing what 
we want to do for others 
Will the repay 
with gentleness, permitting this “great 
to serve as he would 


world gentleness 
est of the great 
serve each day in 
pital corridors, ending his busy hours 


his crowded hos 


in the muted stillness of the African 
jungle, transcribing onto paper for the 
benefit of others his thoughts on re 
is all that 
him- 


ligion and philosophy? It 
Dr. Schweitzer would ask for 
self 

“Every one of us has his particular 
task in this world to fulfill 
of our life and our reflection will let 
us know the proper way of serving 


The course 


which has been destined for us. 
Such is this great man’s philosophy! 
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Left foreground shows the hos- 
pital, next, right, research build- 
ing, new two-wing clinic build- 
ing, and at far right the origi- 
nal three-story clinic building. 


are 


OMPLEX 


posed when a hospital 


problems always 
or clinic 
decides on large scale additions to its 
physical plant. In the case of the Cleve 
land Clinic’s recently completed expan 
sion of working space and services, spe 
cial and unusual considerations arose 

The clinic's $3,000,000 building and 
remodeling project called for erection 
over the 


ot two seven-story 


three-story clinic building and rear 


wings 


rangement of the adjoining Clinic Hos 
pital to bring its bed total to 335—an 
increase of 30. 


INTEGRATION A VITAL FACTOR 
Work on the clinic addition began 
Oct. 9, 1945. The 


procurement of building 


on stringency in 
materials 
which existed at that time increased 
the difficulty of preserving throughout 
the construction period the closely knit 
relationship of clinic, hospital and re 
search facilities 

Following the pattern outlined by 
the late Dr. George W. Crile and his 
clinic co-founders, clinic, hospital and 
had 


thoroughly integrated since 
founding in 1921 that expansion of 


research functions become so 


the clinic's 


the clinic examination and diagnostic 


section demanded corollary enlarge 
ment ot hospital and research activi 
ties. A fourth clinic aim, the special- 
ized training of medical fellows, was 
not immediately concerned with the 
building program but also is being 
expanded 

Physicians and departments were 
moved from the “cld” clinic building 
at East 93d Street and Euclid Avenue 
to the adjacent and interconnected 
structure at 2020 East 93d as rapidly 
as floors were completed above the 
three-story basic structure. As the top 
floors were finished first, certain clinic 
activities for a time were in progress 
over the actual construction work. 

The final stage is the remodeling of 
the first three floors of the clinic in 
interviewing, cash 


which are patient 
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CLEVELAND CLINIC EXPANDS 


WITHOUT DISLOCATION 


ier's and record section offices. Both in 
the clinic and in the hospital much re- 
modeling was devoted to increasing pa- 
tient comfort, according to Clarence M 
Taylor, executive director of the clinic 


EXAMINATION ROOMS ADDED 

In the new clinic building now are 
40 examining rooms and 
fifth floor laboratory, ophthalmology 


offices, a 


darkrooms in the north wing of the 
fourth floor, and a specially designed 
section in the north wing of the eighth 
floor for taking, developing and proc 
This 


building is entirely air conditioned 


essing of electrocardiograms 
A large waiting room on each floor 


serves both wings of the clinic. In 


each lounge room soft, semiclassical 
music is played, being wired in from a 
central This 
proved popular with the patients. Dur- 
ing the 1948 baseball World Series 
when broadcasts of the ball games were 
substituted fre- 
quently asked for delay in their re- 
moval to examining rooms! 

Another feature of the clinic build- 


mechanical 


outlet in the city has 


for music, patients 


ing is the installation of 


lifts for x-ray films and for patients 


histories. The record room is in the 
basement, and the completely auto- 
matic and continuous lift carries pa- 
tients’ records from the record room to 
the desired floor desk and from desks 
on one floor to desks on another, as 
The lift, which is a 
dumbwaiter” device, carries 


desired. X-ray 
separate 
x-ray films from the unique radiologic 
department occupying the entire sec- 
ond floor to whatever clinical depart- 
ment is desired 

Heading the professional staff are 
Dr. A. C. Ernstene, who is chief of 
staff for medicine, and Dr. Thomas E 
Jones, who is chief of staff for sur- 
gery. Enlargement of the clinic has 
allowed increase of its medical staff to 
than 100 
Edwin P 


its present 65 with more 
fellows, according to Dr 


Jordan, director of education 


PATIENT CARE 

When clinic construction started, it 
was necessary for the hospital manage- 
ment to keep pace with the expansion 
program with a graduate nursing staff 
hardly a third that of normal times, 
because of the demands of the armed 


services 











Top: Hostess on one of the hos- 
pital floors. Center: Waiting 
room on the ground floor. Bot- 
tom, left: One corner of the 
blood bank laboratory. Bottom, 
right: A typical nurses’ station. 


Optumum efficiency in hospital pa- 
tient care was achieved by installing a 
hostess and housekeeper system de- 
signed to relieve nurses of many rou- 
tine duties. In part, this was effected 
by assigning to hostesses and house- 
keepers the responsibility for reducing 
time berween patient departure and 
entry 

Room service was made entirely re- 
sponsible for setting up the patients’ 
unit, with the housekeeper each morn- 
ing receiving a list of patients going 
home. This list was prepared by the 
hostesses who, after checking their re- 


spective records, notified housekeepers 


To the hostesses was given responsi- 
bility for checking in each patient on 
receipt of clinic admitting records, for 
handling telephone calls and other 
messages, and for obtaining receipts 


for flower or other deliveries 


ADDITIONAL HOSTESS DUTIES 

At the time of patient discharge the 
hostess, working under a head nurse 
who holds the title of Supervisor of 
Hostesses, is charged with establish- 
ing liaison with relatives, assisting in 
financial arrangements with the cash- 
ier's office, and otherwise facilitating 
clearance of bed or room units for the 
greatest convenience of both outgoing 
and incoming patients 

The nonprofessional staff was not 
added until 1942, but by judicious se 
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lection of mature, intelligent women 
and with orientation discussions on the 
primary of “working for 


the patients, not the supervisor 


importance 
and 
special attention to morale, it was 
found possible to meet the demands 
extension 


clinic pro 


created as the 
gressed 

Permanent hostesses in the hospital 
number 20. Of these, 12 are 44 


workers paid by the 


now 
hour a week 
month and on duty from 8 a.m. to 4:30 
p.m. Eight other hostesses work 36 
hours a week and are paid by the hour 

Also temporary _ staft 


nurses who are on call “at con 


added were 
their 


venience 7 nurse's aides 


Training of | 
since the start of clinic construction also 
helped fill the personnel gap. The hos 
pital executive staff is headed by May 
nard H. Collier, who joined the clinic 
organization in 1948 and was appoint 
ed superintendent of the hospital early 
this year, succeeding Abbie I. Porter 

It is worthy of note that the Clinic 
Hospital has never shared in the funds 
received from the public by the Wel 
fare Federation or the Greater Cleve 
land Hospital Building Fund. No part 
of the patient’s tax dollar goes to this 


hospital 


RESEARCH FACILITIES GROW 


Third of the basic sections affected 


by the expansion was that of the clinic 
Irvine 


Here it was necessary to ad 


research division, headed by Dr 
H. Page 
just to patient needs and to expand in 
a manner consistent with the aims of 
Dr. Crile and his 

Drs. Frank E. Bunts, William E. Lower, 
and John Phillips. In making this ad 


justment new equipment has been in 


founder associates 


stalled that includes an electron micro 
scope, an x-ray diffraction experiment 
room, an ultra-centrifuge, and equip 
ment for Tiselius electrophoresis meas 
urements in the biophysics department 
headed by Dr. Orto Glasser 

new ra 


Installation of an entirely 


diation laboratory, having a radon 
purifying pump of duplicate design to 
eliminate malfunctioning against the 
possibility of failure of one pump, was 
one of the important additions 
Extraordinary safety precautions were 


embodied in radium 


handling. These 
included elimination of handling steps 
and reduction of exposure below the 
one-tenth roentgen formerly accepted 
as tolerance for a working day in the 
emanation room. There now ts no gross 
handling of radium and the pump it 
model 


self is entirely automatic. A 


clectric locomotive, operated by remote 
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control, is used to haul capillaries over 
a 20 foot tract the emanation 


chamber into an adjoining room where 


from 


their strength is measured. The ema 
nation unit includes a pump room, a 
control room in which pump observers 
are shielded by lead glass, a measuring 
a calibration room, all lo- 


room, and 


cated in the basement of the research 
building 

Both in achieving the end of increas- 
ing service to and comfort of patients, 
and in avoiding dislocation of the 
clinic's interrelated functions the ex- 
pansion program has been a complete 
success, clinic planners say 





SIMPLIFIED PURCHASING RECORDS 


for the small hospital 


E. K. LONGLEY 


Superintendent 


O HAVE or 


inventory iS a 


not to have a pet 


petual question 


which confronts the administrator of 


every very small hospital. In hospital 


circles it 1s Common practice to refer 


to the small hospital as any tnstitu- 
tion of 100 beds or less, but the com 
ments in this paper refer only to the 
very small hospital of 50 beds or less 
It is written with the idea in mind that 
most of the persons who administer 
these small hospitals are also the put 
chasing agent, personnel director, pub 
lic relations director, sometimes the di 
and in their 


nurses, spare 


rector of 
do the housekeeping, gardening 


work. Re 


better 


time 


and social service 


some 


gardless of the trends toward 
organization, many of these duties still 
fall to the lot of the administrator of 
the very small hospital. It then be- 
comes important to develop technics 
even 


of doing things “the easy 


though it may mean by-passing some 


way 


of the procedures which are consid 
ered essential for the larger hospital 

In the very small hospital the ad- 
ministrator usually does all the pur- 
chasing, checks supplies as they are 
received, and issues all supplies on the 
basis of weekly requisitions. Because 
the administrator is in such close con 
tact with all of these functions there 
is little need for any system of in- 
ternal control. Most small hospital ad- 
ministrators soon develop the ability 
to remember what supplies they have 
in their storerooms. Whether or not 
this is a good habit is questionable 
much 


and there is a limit as to how 


Paulina Stearns Hospital 


Ludington, Mich. 


even hospital administrators can Carry 
in their heads, so some form of pur 
chasing records becomes necessary. 
We have developed a purchasing 
record which consists of a separate 
sheet for each vendor with which the 
hospital has a regular account. These 
sheets have 12 columns, one for each 
month of the year, and also separate 
columns for the stock number, de- 
scription of the article, current price 
and average monthly consumption. At 
the end of the month when all in- 
voices have been checked and are ready 
for payment, all purchases made dur- 
ing the month are posted in the pur- 
chasing record. Inasmuch as the in- 
voices are in alphabetical order and 
the purchasing record is set up in al 
phabetical order, the posting becomes 
a very simple matter, requiring about 
20 or 30 With this record, 


the administrator has complete knowl- 


minutes. 


edge of all supplies purchased during 
the year, from whom they are pur 
chased, and the price paid. As g re- 
sult the average monthly consumption 
can soon be estimated. This is a sep- 
arate record from the physical inven- 
tory which is taken at the end of the 
fiscal year 

We realize that many of our ideas 
and unorthodox and 
will be questioned and disagreed with 
by many in the hospital field. We 
admit that for the larger hospital the 
perpetual inventory is essential but for 


Sugee stions are 


the very small hospital of 50 beds or 
less we feel this system we have de 
scribed to be entirely adequate 








In Case of i 


Barnes Hospital has a plan 


HARRY E. PANHORST 


Assistant Director 


INCE the recent disastrous fire in 

Illinois with its appalling loss of 
life, many hospitals have undoubted! 
begun to investigate very seriously the 
amount of protection the administra 
tion is giving to the hospitalized pa 
tient. In some municipalities, stringent 
control over hospital safety is even 
being advocated under local building 
codes 


In few institutions 


other types of 
dependent upon the 


} ] 
] 


Some are bedridden 


are pe ple sO 


administration 


Barnes Hospital, St 


Louis 


some blind or deaf or 


even mentally 


and feeble 
lame, and some are 
aged and infirm. 


deficient. Some are 


what type of patients 
institution, the 
for their 


upon th ders of the adminis- 


responsi 
bility safety rests squarely 
trator. Foolish indeed is the man who 
shrugs his shoulders and hopes such 
a disaster will never strike his own 
bailiwick 
No matter how 
, 


wounded may be, 


good the care of 


the sick or with 


out adequate protection, fire or dis- 
worthless in one 
short catastrophic The ad 
ministrator cannot shelve any reason- 


aster can render it 


moment! 


ible protective measure on the ground 
that it involves expense, because fire 
safety mostly intelligent 
thinking and action before the fire 


If any hospital should have a serious 


requires 


fire, with the resultant stream of criti- 
have to 
if an in- 


will 
And, 


vestigation should occur, it would in- 


cism, the administrator 
answer Many questions 
leed be embarrassing if he should 
have to reply to a query we have 
no plan of fire control or patient evac- 
uation.” 

In the spring of 1948, I compiled 
the following system of fire control 
ind patient evacuation for the Barnes 
Hospital The 


initiated excellent 


group was 


with 


program 

cooperation 
ind participation trom the chiet and 
subsidiary personnel of the St. Louis 
Fire Department and from the Greater 
St. Louis Safety Council. Talks were 
presented to various departments that 
would be immediately concerned with 
the fire, such as nursing, maintenance 
and administration. Films were shown, 


actual incidents were discussed, and 
the operation of the various types of 
fire extinguishers was presented. These 
program and 


were used to launch the 
the plan was then distributed through 
out the hdspital and the discussion 
was carried on at the department head 
This same plan was presented 
before the Hospital Council of St 
Louis on Jan. 11, 1949 

In October of 1948 the Greater St 
Louis Safety Council held a Fire Bri- 
at one of the local mu- 


level 


yade Contest 
nicipal stadiums. There were 13 con- 
such as oil 
and 


testants from industries, 


companies, newspapers, hotels 


breweries. Barnes Hospital entered 


this contest and made an excellent 
score 

The thoughts expressed are certainly 
merely a 


not conclusive. They are 


means toward an end. By 


using these 
general thoughts, which we feel act 
as a stimulant, the protection afforded 
to our patients has geen greatly en 


hanced 


The telephone operators will 
have the responsibility of notify- 
ing the fire department, the 
director, the nursing office, in- 
interns, hospital floors, central 
supply and outlying buildings. 
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INSTRUCTIONS FOR “OPERATION FIRE” 


TELEPHONE OFFICE 
1. Notify fire department 
’. Notify director on duty 
3. Notify nursing office 
i. Interns 
(a) Notify one 
the interns’ quarters who will arouse 


intern in each of 
rest of men 
5. Telephone office is to notify per- 
tinent floors that cannot hear their 
public address system 
6. Notify central supply of the loca- 
tion of the fire 
Notify outlying buildings 


information purpose only) of location 


(for 


of fire 


ACCOUNTING AND CASHIER'S OFFICE 


1. In the accounting office all em- 
ployes are to be evacuated and report 
to the labor pool in the personnel 
omnce 

». The 


all money 


head cashier is to see that 


and valuables are removed 
and placed in the safe of one of the ad 
joining hospitals 

3. The 


office is to take charge of all the ac- 


cashier in the accounting 


counting office personnel and see that 


all of the financial books are removed 


ADMINISTRATION 
Administrator on duty will pro 
ceed at once to the fire 
2. Labor pool under control of per- 
sonnel office will be at the disposal of 
the administrator in charge 
will 


3. Administrator in charge 


lesignate a control officer. This officer 
will be the contact man for the admin 
istrator at the scene of the fire, and 
he will see that 

a) The telephones in superintend 
lent’s and admitting offices are covered 
it all times 

b) Two are placed on the 


block to 


Spt crers 


east and west ends of the 


guide the fire trucks in 

c) If operators are on the eleva- 
tors one pe rson is assigned to 
accompany each operator. This person 


will have instructions Covering actions 


Formulating the plan. Right: 
Reyburn Hoffman, secretary- 
manager, Safety Council of 
Greater St. Louis; center: Chief 
Walter Kammann, St. Louis fire 
marshal; left: Mr. Panhorst. 
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of the operator (on what floors to stop, 
what type of patient to evacuate) and 
he will help the operator enforce these 
orders 

(d) Doctors’ offices are notified in 
case of fire during the day 

(e) Men from labor pool are dis 
patched to wherever help is needed in 


the hospital 


CREDIT DEPARTMENT 

Records to be saved are 

Credit records of all inpatients, ledg 
ers to bad debts, attorneys’ and billing 
envelopes. 

Personnel required to move these 
files available from the labor pool 


CENTRAL SUPPLY 

1. During the day, head orderly will 
proceed to the scene of the fire 
?. All orderlies on duty will proceed 
to the scene of the fire 


will make available 


immediately 

3. One orderly 
for immediate use the litters and other 
needed equipment stored in the equip 
ment room in central supply 


DIETARY DEPARTMENT 
1. All dietary personnel are to re 
port to their charge nurses 
» All kitchen and 


personnel are to report to the person 


main cafeteria 


nel office 
3. All personnel in service building 


quarters will take orders from head 


housekeeper, or her representative. 


DRUGSTORE 
1. All customers are to be evacuated 
through the front door. 
All employes are to be sent to 
the labor pool 
3. The cashier will remove the cash 
drawer and take it with her 


HOUSEKEEPING 

1. Elevator men will take instruc- 
tions from designated authority, who 
will tell operators at what floor to stop 
and who will be taken on the elevators. 

2. All housekeeping maids on the 
floors are to report to the nurse in 
charge of their respective divisions for 
further orders. All janitors and wall 
washers are to report to the labor pool 
in the personnel office 

3. Suggestion: Wall washers could 
be used as directional men for the ele- 
vators under order of person taking 
charge of the fire 

i. Head housekeeper and her staff 
will scene of the fire 
during the day, and at night will bring 
quarters people 


report to the 


from the employes 
who would be helpful in carrying out 
various duties that might be assigned 
to them 

Head housekeeper or her assist- 
ant will also be responsible for clearing 





out the sleeping employes 
ployes’ quarters. The ma 
people living in th 


personnel, but ¢ have recei 


structions to. tal orders 
housekeeping department 


fire during the night 


LABORATORIES 
All personnel will be evacuat 
through corridors or down fire 


All personnel fron 


will report to labor pool In personnel 


othice for further assignments 


ADJOINING EAR, EYE, NOSE AND 


THROAT HOSPITAL 
The 
of this particular hospital 

This 
They are t be use 
bedri iden pa 
From the fourth floor 
lown, the patients can be walked down 
This 


salient factor int eV 
ton 
the control of the elevators 
highly important 
for bringing down the 
ents nly 

the enclosed fire esc ipe will 
leave the elevators clear for evacuating 
1 During the 


sufficient personnel present 


floors five, six and seven 


lay there ts 


operate the elevators. On the eve 
ning shift, the admitting personnel 


idmitting personnel from tl 
he spital W 
From 11 p.m. t 


plus the 
idjoining maternity man 
the elevators 
the shift on wht 
minimum) th 


the maternity hospital 


from the delivery room w 


the adjoining ear, eye, nose 
ne spital tO Operate the elevator 

night and evening supervisors in b 
hospitals are alerted and ready to co 


th each other in case of fire 





”y Ser 
sonnel tC 
The t 


th th ached retinas, on this 
livision 

Intern down the fire 

irtous quarters to 

fire is The rea 

iw them walk is that they 

ip the elevators 
neuropsychiatric 


the 


ADJOINING MATERNITY HOSPITAL 
1. Upon ing notified by the tele 
nformation desk 


irsinyg 


supervisor 


mmediately 


necessa®ry 
the patients 
an adjacent 


1S being evacu 


oxygen on the floor 
1, ind 


rice i life may 


1 by shurting off the oxy 
will have to use her own 
keep the oxygen on 
leems advisable 


Windows 


} 
S she 


The fire marshal explains the 
carbon dioxide extinguisher and 
its uses to nurses in the hospital. 


escape. The floor nurse will line up 
the mothers and hand out the babies 
from the nursery. The supervisor will 
be on hand to assist in this, as will the 
itrendant on the floor 

9. Handling of the elevators will 
this 


again be the factor in 


hospital as well as in others in this 


pertinent 
center. During the day there are plenty 
f personnel available to handle this 
situation. From 3 p.m. until 11 p.m, 
the person in the admitting ofhce plus 
one from the adjoining ear, eye, nose 
one of the 
room will 


From 11 


delivery 


ind throat hospital, and 


nurses from the 


yperate the three elevators 


p.m. to 6 am. the night orderly and 
two nurses from the delivery floor will 
operate the elevators 
10. Elevators will not take ambula- 
bedridden _pa- 


Strictly bed- 


tory patients until all 
tients have been removed 
ridden patients will be carried by 
blankets or sheets to the elevators. In 


will be 


( pre 


obstetric cases, the mother 


given her own baby. Incubator 


mature babies) will be put on_ the 


service elevator Two babies can be 


put in one incubator.) Small oxygen 
tank is to be put on lower shelf and 
taped to keep it in place. Other pre 
mature babies are to be placed two to 


crib and the service 


sent down on 
ele Vator 
Assembly 


area for the evacu- 


ted personnel is to be on the first 
the clinic 

Patients from the delivery floor 
to Room 1747 


clinic ) 


will be taken directly 


obstetrics and gynecology 
where the doctors can continue to as 
sist in the The key for this 


door is labeled and is kept in the 


lelivery 


lrawer of the secretary's desk in the 
nursing ofhce 
| The information desk is to call 
he anesthetists who are sleeping on 
the third floor and they will report to 
the supervisor of the delivery room 
The evening and night supervisors of 
his hospital and the adjoining ear 
eye, nose and throat hospital will work 
each other, and send aid to eaci 


f the situation should so de 
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A Barnes Hospital employe dem- 
onstrates his skill at the Fire Bri- 
gade contest held last October. 


14. Records to be saved are credit 
records of inpatients, ledgers (current 
and installment) and credit records 
of all discharged patients which are 
in the wood file immediately 


into. the 


located 
to the left of the 
credit office 


entrance 


MAINTENANCE DEPARTMENT 

|. First two men available will pro 
ceed to the scene of the fire taking 
along extinguishers 

2. Telephone in maintenance office 
is to be covered at all times 

3. A plumber, steamfitter, and an 
electrician will proceed to the scene 
but the remainder of the 
for any call that may 


of the fire 


men will wait 


come 1n 


NURSING DIVISION 
Notify 


fire, what is on fire, and where it is 


switchboard there is a 
located 

?. Call maintenance shop and state 
what is on fire and where blaze is 
located (in what room ) 

3. Notify patients there is a small 
fire in an adjacent building and that 
the floor is being evacuated as a safety 
measure 

1. Turn off all oxygen on the floor 
(If no flame is and a life 
may be endangered by shutting off the 


noticed, 


oxygen supply, the nurse on floor will 


have to use her own discretion and 


keep the oxygen on as long as she 
deems advisable. ) 
5. Close all open windows 
6. Give each patient a wet towel 
Ambulatory patients are to start 
to the fire escape. These people will 
have to be led out 
a kitchen maid, an attendant or some 
auxiliary staff 


(Suggestion 
other member of the 
can do this. ) 

8. All bedridden patients are to be 
wrapped in blankets and dragged to 
either the fire escape or the elevator 

9. The ranking doctor who first ar- 
rives on the floor will take charge of 
evacuation, Cooperating, of Course, with 


the charge nurse 
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NURSING SCHOOL 

1. All nurses who are in the nurses 
residence will, upon being notified of 
a fire, report to the division or depart 
ment to which they are assigned 

2. The nurses’ residence has its own 
evacuation plan and it will not be of 


primary concern to this hospital 
center. 

3. The 
residence can be used as an assembly 


main floor of the nurses 
area for patients who might have to 
be evacuated from any of the hospital 


areas 


OPERATING ROOM 

The probability that a fire would 
break out involving all of the operat 
ing rooms simultaneously is remote. 
Therefore, the following is suggested 
(based on the idea that one operating 
room would have to be evacuated ) 
The patient, instru- 


ments, machine 


operating table 


anesthetizing could 


be moved as a unit to one of two 
places—into either the hallway on the 
adjacent nursing division or the adja- 
cent cystoscopy area in the adjoining 
x-ray building. The latter is prefer- 
able because of more daylight and, in 
case of a conflagration, the fire doors 
between the two buildings could be 
several or all rooms 


closed. In case 


had to be same 


evacuated, the pro- 


cedure could be used 


PERSONNEL 

1. All file 
ployes’ records and, if possible, should 
be saved, but the first cabinet is the 


cabinets contain em- 


most important because it Contains all 
pertinent personnel records 
2. From the overage of personnel 


in the various departments a labor 
pool will be formed in this office. This 
pool will be under the control of the 
head personnel officer who will act as a 
dispatcher in sending manpower any 
where it is needed in the hospital. The 
request, however, should clear through 
the control officer (designated by the 
administrator in charge ). 


PHARMACY 

1. This particular department has 
sufficient avenues of escape and no par- 
ticular hazard is involved. 

». All of the alcohol and narcotic 
records are so located that they can 
be carried upstairs or downstairs 

3. The supply of narcotics on the 
divisions might need replenishing in 
case of a heavy drain resulting from 
an emergency. These are available on 
instant call by the head of the phar- 
macy or some of her supervisory per- 
sonnel that is on duty at all hours. 

#. Routes of are such 
that all personnel can be evacuated 
In case of emer- 


evacuation 


without any danger 
gency, all pharmacy personnel will re- 
supervision of head of 


main under 


pharmacy 


SOCIAL SERVICE 
Personnel of this department will 
report to the labor pool for further 


assignments 


STOREROOM 

Personnel in the storeroom will be 
available for call by either central sup- 
ply or the carpenter shop at first priori- 
ties. Any overage will report to the 


labor pool 
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The 
MODERN 
HOSPITAL 
AWARD 


and members of their families, mem- 
bers of this magazine's editorial board 
and editorial The 
begins with the July issue 


consultants “con- 


test year 
each year and concludes the following 
June 

While the judges are to use their 
own discretion in granting the awards,” 
wccording to the official rules of the 
the suggested basis of 
Value— 


competition, 
award is as follows: Intrinsi 
How much improvement in hospital 
service does the idea promise? How 
significant is this improvement? Orig 
inality—Is this an entirely new idea? 
Is it a new synthesis of existing ideas? 
Is it a new and stimulating aspect of 
an old idea? Practicality—How much 
time, effort and money are required to 
put this idea into effect? Will it in 
extensive retraining of person- 
Do the benefits exceed the ob- 
stacles? sugges- 
tion applicable to large and to small 
general hospitals? To special hospt- 
tals? In all parts of the U.S. and Can 
ada? Will it help to improve service 
to all or a substantial number of hospi- 


volve 
nel? 
Application—ls the 


tal patients? Quality of Expresston- 
Is the thought expressed clearly, suc 
cinctly and forcefully? 

Dr. Arthur C. Bachmeyer, director 
of the University of Chicago clinics 
and chairman of the editorial board 
of The MODERN HospIrAL, has been 
chairman of the Award committee 
since the competition was first held in 
1941. Other members of the judging 
group, all members or consultants of 
The MOpDERN HospI!tAt editorial 
board, are Dr. Robin C. Buerki, Dr 
Basil C. MacLean and William J 


Donnelly 
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Is the practice of obtaining 


CONSENT FOR OPERATION 


a protection or a risk? 


] T IS the practice in the Mount Sinai 
Hospital, New York City, to obtain 
written consent for operation in service 
cases only in the case of (1) minors 
admitted to the children’s 
wards; (2) patients originally admitted 


surgical 


to a medical ward in the expectation 
that they were to be treated medically, 
but subsequently found to be in need 
of a surgical operation, and therefore 
transferred to a surgical ward, and (3) 
patients requiring mutilating opera 
tions which would result in permanent 
loss of body tissue and change of body 
function, such as enucleation of an 
eye amputation, permanent colostomy 


sterilization 


CONSENT OF GUARDIAN NEEDED 

In the case of a minor, the consent 
of the parent or guardian is required 
under certain laws, and it is desirable 
to have this consent in a form which 
cannot be disputed. In the case of 
adult patients originally admitted to a 
medical ward, it is thought best to 
obtain written consent to protect the 
hospital in the event that the patient 
should later claim that admission had 
been sought only for a nonoperative 
consent for operation 
But it has 


condition and 


had not been given not 
been the practice of the hospital to 
obtain written consent tor operation 
when an adult patient applies for, and 
s admitted directly to, a surgical ward 
in which all of the patients are surgical 
cases, the ward staff members in charge 
are surgeons, and the whole function 
of the ward is plainly surgical 

No consent for operation is sought 
from any patient admitted as a private 
patient of a staff member to a private 
or a semiprivate room. No trouble 
has ever resulted 

The practice ot obtaining written 
consent tor every operation prevails in 
many hospitals. This fact is of interest 
but it is no proof that this is the most 
satisfactory way to afford protection to 


*Dr. Turner until recently was director 
Mount Sinai Hospital, New York City 
now is consultant to its board of trustees 
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JOSEPH TURNER, M.D.* 
New York City 


the hospital and its staff. Many hos- 
pital practices are purely traditional 
and are followed year after year with 
out review and without clear under- 
standing of the reasons they persist or 
of the needs they fulfill. An analysis of 
the situation as it exists today would 
pave the way to the adoption of sim- 
pler methods, which would still offer 
modern hospitals a full measure of 
protection 

I am myself a graduate of the house 
staff of a hospital where it was routine 
to obtain written permissions on ad 
mission. There were, of course, the in 
evitable occasional lapses. The consent 
form gave broad blanket authority to 
any of the doctors of the hospital to 
perform any surgical operation or pro 
cedure which in their opinion was indi 
cated. If the paper were literally con 
strued, the patient would seem to be 
signing away practically every right 
to redress for injury that might result 
from an operation. Nevertheless, while 
I cannot claim familiarity with law, I 
have been told by my lawyer friends 
that no individual can legally sign 
away his real rights and void the pro- 
tection which the laws give him, and 
that a written consent in itself does 
not permit a second party to do injury 
or commit any unlawful act against 
the signer 

As regards the basic position of the 
hospital, it is my belief that the appli 
cation of an adult patient for admis 
sion for treatment of an illness which 
requires surgical interference is prima 
facie evidence of his willingness to 
have an operation performed, and that 
it is not desirable to complicate matters 
and perhaps, at times, to delay opera 
tion on a patient in urgent need of 
attention by increasing the formalities 
The 


in my opinion, are hardly likely to 


incidental to admission courts, 
question the right of a hospital surgeon 
to operate upon an adult patient who 
voluntarily seeks admission for surgical 


treatment 


If one makes it a practice to obtain 
consent from these “run of 
patients, difficulty will in 


written 
the mill 
some instances be encountered because 
of the patient's physical and mental 
condition. Thus it may be necessary in 
emergencies to operate without w aiting 
for written consent, regardless of any 
rule which may be promulgated. In 
case of dispute thereafter, the patient 
then might point to the fact that the 
general practice of the hospital was 
to obtain consent and claim that the 
absence of written consent in his case 
was presumptive evidence that consent 
for operation was not given or in- 
tended. On the other hand, if adult 
surgical patients are regularly admitted 
without the formality of written con- 
sent, the hospital will always be able, 
if dispute arises, to point out that the 
practice of the hospital is to take 
consent for granted. It could show that 
this practice is reasonable and could 
consistently argue that there is no need 
to obtain written consent when the 
circumstances indicate that the purpose 
of a patient in coming to the hospital 
is to seek relief from illness by surgical 
means. 


NEEDLESS COMPLICATIONS 

Some of my lawyer friends have re- 
ferred to what may be called “intent.” 
The patient's intent here is clearly to 
seek relief from illness; his acceptance 
of admission to a surgical ward indi- 
cates his willingness to be treated sur- 
gically. To require further evidence 
of his intent and to ask for a formal 
written authorization would be to com- 
plicate what seems to me a very simple 
matter. If the patient should later 
claim that he had not given consent 
to a specific surgical procedure, the 
blanket authorization might at any rate 
not be sufficient protection. My ex- 
periences with other forms of written 
consent are in point here: the written 
consent for a necropsy, even though 
not itself 
always been sufficient protection 
against liability for complaints con- 


very broadly written, has 
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cerning certain acts on the p discussion tion, which had come up periodically. 
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Those who argue for written consent aft ive been taken a to the conclusion that the hos- 
might be asked whether they hold that ot perating f uld he have al should not get written consents 
the surgeon is sufficiently protecte to Operations from either private pa- 
a written blanket consent to do th tf wha 7 ng rd, an tients or in the wards 
operation which he considers necessary \t the present time the law is clear 
without further consultation with tl yart the liability for an unauthorized 
patient. Would it be enough i ) referring here ! t operation is the doctor's liability and 
of the hospital. This was held 


| of Appeals) and is still the 


where a surgeon enu 


colostor 
The case holds that the relation 
nent in chars ? uld not between a hospital and its physician 


inder su umstances that of master and servant. The 


claim th as not informed « loes not undertake to act 


operation the doctors but merely to pro 
act upon their own re- 


Was SIZ 


Would not cd reon then f er, even 1 € routine pf ponst ty. The Court further pointed 


is no distinction between 

where the operation is per 

ntent ing or resident physi 
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patients have been operate witl n | onsidered p mptive i il ith his own doctor or in 
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the very rare occasions when ever, who per- 
t 


was raised that consent had ration is per 
signed, but no action was 
taken after the hospit: Although many other hospitals re 
made known to inquirers 1 to thei pen eaves himself open t lit ive written consent in all operative 
legal advisers The questior been 1 wed se | actice of our hospital has 


If a patient should sue and \ ral tin n the past an if been strongly defended by Dr. Turner 
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tren consent was ¢ verlooked Fur 
! 


re Mrs. Mildred Matheson ne hermore, a broad general consent in 


tel housekeeper, and t war riting might be no protection against 


the specific operation per 

or that the 

went beyond the terms of 
consent 

While holding to the foregoing 


Overlook troduce the i enfield and t remain pinion, the committee considered it 
f internships vertheless the better part of wisdom 


mh a paper present provide against the remote posst- 


of the Ameri | } nterns will be 4 f vility of suit by some ill-advised pa- 


ongress t 
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POLLY RYON MEMORIAL HOSPITAL, RICHMOND, TEX., 51 BEDS—-WHITE AND NEGRO 


PROBLEMS IN SMALL HOSPITAL DESIGN 


Ts small hospital presents its own 

set of problems because the size, 
budget and program requirements as- 
sume such varying proportions, In the 
large hospital, when the bed count is 
set, a whole group of associated serv- 
ices follows. Not so in the small hos- 
pital, which is a personal matter be- 
board or the 
Therefore, 
it is perfectly natural for us to inquire 


tween the doctor, the 


sponsor and the architect 


WHAT IS A SMALL HOSPITAL? 

Some set the lower limit at 50 beds, 
since they argue that 50 beds repre- 
sents the approximate beginning point 
at which a small hospital may be ex- 
pected to pay its own W ay How ever, 
suppose Dr. X really wants 17 beds, 
ind how well he can sustain his re- 
quest when he stoutly insists that there 
is also a real need for this size hospital! 
To an architect who has been doing 
300 bed hospitals, a 50 bed unit seems 
small; but to an architect who had 
been trying to design 50 bed hospitals 
that will pay their own way, 17 beds 
is indeed small. Therefore, we shall 
limit our discussion to any hospital up 
to 50 beds for the purposes of this 


paper 


WHAT IS A SUCCESSFUL HOSPITAL? 

If hospitals are economically sound, 
over and above their proved service 
to humanity, almost anyone will agree 


, ’ 
Condensed from a paper presented at the 
lexas Hospital Association meeting, 1949 
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All of us know of 


at least one example of a very small 


they are successful 


hospital that has been in existence for 
many years and which has paid its 
Partly it has done so be 


own Way. 


cause it was located in a community 
that fully supported it as it deserved 
to be supported. The small hospital, to 
be successful, must be wsed and its 
bills and obligations must be paid. A 
friendly hospital has a greater chance 
one 


than an_ unfriendly 


that the attitude of the 


of success 
This means 
staff and doctors, as well as the more 
abstract environment created by the 
architect, must be attractive and spir 
itually friendly. Growing out of this 
friendly relation with the community, 
the small hospital should and can 
occupy a unique réle in the social life 
of its immediate region 

It is also possible to have a success- 
ful hospital that serves the region sat 
isfactorily and that provides a health 
program that is challenging and ade 
quate, without the hospital's being 
able to pay its way entirely. Of course 


a situation immediately requires 


such 
the aid of endowment, gifts or outside 
contributions that will help the com 
munity contribute to the operation ot 
its hospital while absorbing its own 


operating loss. In the present high 


priced building situation some com- 
munities are responding well to this 
mutual aid program in the interest ot 
community health. 

We should recall the history of the 
small hospital after the close of World 
War I. Many rural communities were 
without proper hospitals and many 
small hospitals were built—only to find 
that after they were built they still 
were confronted with the real problem 
of financing their operation. Many of 
these small hospitals failed and were 
closed. The tragedy of the small com- 
munity’s not being able to receive ade- 
quate hospital services has lingered 
on in our memories, and we may now 
be repeating this experience by build 
ing many small hospitals throughout 
our land 

With government aid to the extent 
of approximately one-third of the con- 
struction budget, it may be possible 
for these small buildings to pay their 
way. But it is important for all local 


staffs to realize that the 
budget is, indeed, the difficult one to 


1S CX- 


operations 


maintain when the bed count 
ceedingly low. It is important for us 
to know exactly the point at which 
the small hospital, operating entirely 
yn its own funds, can begin to be self- 
sustaining. The answer to the question 
1as a definite bearing on the building 
areas assigned for income purposes 
income 


that receive no 


the larger the 


those 
( Ybv 1¢ yusly 


against 
whatever 
income area, with respect to the non 


75 











Perspective of early design for Galveston County Hospital, La Marque, 
Tex., in association with Charles L. Zwiener; 100 beds—white and Negro. 


re nearly does the 


ccessful enterpris¢ 


a success 


i Situation 


THE SMALL HOSPITAL IN THE 
COMMUNITY HEALTH PROGRAM 


There has been a changing concept 


f the function of the small hospital 


evolving in our national plan 


LOWLY 


ning and thinking. In the distant and 
recent past the hospital often was just 
in which 


patients were 


the 
more 


hos 


of 


of comm h growing 


omprehensive of re 


i survey 


This means that the in 
well is 18) 


] 


rients as 


irefully 


) itpatie nts are 


balance services of 


e hospital and 


THE ARCHITECT’S PROBLEMS 
The realistic ircnitect 
ng the community as 
ortance of 


for the needs 
built 1 ) get 
idequately the needs of those 


He well 


} 
Ye Ss 


{ medical care knows 


his hospital t\ ccessful 
needs his 
the small 
) associa 


1 
m ir 


| r 
he 1 il 


$ ge 
nstitution which can more readily pro 
vide the specialized services not usu 


lly provided 


The architect 
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provided for the building is only a 


part of the cost of the finished project 


pa 
After the building is built it must be 


maintained and operated. Particularly 


is it ! n the small hospital that 


maintenance should be made as simple 
S pe ssible ind the operation as pr ic 
tical and as effective as good planning 


will permit 
The architect has passed through a 
His 


what buildings 


trying period since the war ended 
efforts to 


cost and what 


determine 
they would cost 


have often amounted to astonishing 


the rising market that 


marked the period 


frustration. In 
immediately follow 
ing the 


war, prices were rising faster 


than estimates provided and the archi 
tect was embarrassed because his build 

gs cost more than he had estimated 

he architect who was a good business 
man did not wish to seem too pessi- 
mistic about costs and therefore at- 
tempted to figure as closely as possible 
the actual over-all building expendi 
ture. Cost-plus contracts were the Only 
way contractors could safely bid a job 


risk had 


This was true 


ind therefore all the to be 


ssumed by the owner 
n almost all hospital building opera 
not reserved for the 


alone 


and was 


tions 


small hospital Since that time 


however, bidding has been more spir 


ted and competitive. Firm bids and 


lump sum contracts properly bonded 


have been the order of the day in our 


mmediate region for at least the last 


two years 


We have recently built good 50 bed 


1 bed 


lt 
for less than $12,000 


ospita 


ncluding all costs, and usually fine 


umount over this 
20 bed or 


ones for only a small 
rure Ot 


ther small hospital, the 


course, in the 
traction of 


changes with the omis 


laundry 


income space 


sion of the ind other larger 


ospital services. Some 20 bed hos 





pitals have to be built for as little as 
$2500 a bed. Then the problem is 
acute. 

A unit cost per bed, as well as al- 
any is not an 
accurate way of measuring the actual 
cost of buildings. For instance, a larger 
and more standardized 100 bed hos- 
pital can be designed with ample pro- 
visions for all departments in a floor 


most other unit cost, 


area of approximately 67,000 square 
feet. It is also possible to design the 
same hospital and give adequate al- 
though smaller space assignments for a 
total of 44,000 square feet—or nearly 
actual volume of 


cent less 


Some of 


25 per 


building the excessive unit 


costs bed, it seems to me, are 


per 


traceable to the provision of more 


than many 


It seems 


imple floor area services 
budgets can actually permit 
to me that the ideal in a hospital, large 
or small, is to provide exactly the space 
needed. This sounds simple but is not 
easy to draw on paper 

Too much space is costly, and too 
little space destroys the good func- 
tioning and operation of the building 
but can we ever agree as to what 
these optimum sizes really are? 

The materials of construction of the 
small hospital are very important. If 
the building is to be built where the 
elements are stern and difficult to con- 
trol, completely waterproofed walls and 
roofs must be provided. This means 
that a higher level of construction and 
a higher quality of materials are essen- 
tial. Easy maintenance and operation 
of the hospital require interior finishes 
that are simple to keep but which 
usually require a higher first cost. 

As architects, we feel there are times 
when it is cheaper to use the better 
material and particularly one that re- 
quires less maintenance, upkeep and 
service. It is also practical to use mate- 
rials that can be serviced by a simple 
operation 

There is a constant weighing of 
budget against material in the office 
of the architect and it is no wonder 
that it is so difficule for him to be 
sure of costs when the slightest change 
in policy on the part of anyone con- 
nected with the hospital can change 
the cost of the building 

In budgeting the program of the 
small hospital, we feel it is highly 
lesirable to discover all the needs that 
should be considered in the total pro 
gram. There are times when the archi- 
tect is not consulted on the total pro- 
gram, and therefore he is placed at an 
extreme disadvantage in giving the 
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owner the maximum service he is 
capable of rendering. There should be 
complete coordination among the one 
who is to administer the hospital, the 
owner or board, and the architect if 
the total program is to be complete 
and realistic. We prefer to set up a 
building budget for 

1. The site. 

2. The building proper 

3. Grading, drainage, landscaping, 
drives, walks. 

4. Equipment, other than that fixed 
by building, plumbing, mechanical or 
electrical services 

5. Service extensions from existing 
locations 

6. Architect's fees—including engi- 
neers 

These items occur in most building 
programs but have to do largely with 
the building environment only. In ad 
dition to this budget is the equipment 
and operations budget which has to 
do with equipping, stafhng and oper 
ating the hospital. Both budgets should 
be carefully considered together, in 
order that neither one nor the other 
will be overemphasized or underem 
phasized. It is at this point that ad 
ministration and architectural services 
should be united and developed as a 
whole 

Building, site, equipment and opera- 
tions costs must be carefully balanced 
against expected and actual income 
long before the building program is 
approved. The too many intangibles 
cause the high mortality of small as 
well as large hospital operations 

Relative to the building budget, the 
question often arises as to what equip 
ment items are a logical cost to the 
building. It has been our policy to in 
clude all items that are built in or 
attached to the building by plumbing, 
electrical or other physical connections 
These are included in the contract and 
the architect's fee should be paid on 
them because he has had to design 
the space that houses them, coordinate 
location and engineering on architect's 
drawings and check shop drawings on 
them. It is embarrassing to the archi 
tect to have these removed from the 
contract because the owner does not 
understand that they have cost him 
money to include them in his plans and 
thinking, that he has paid engineering 
fees on them and must take the loss 
unless he is paid 

Mention should be made of archi 
tect’s fees and what they include. The 
public often misunderstands or simply 
does not understand the practice of 
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Perspective of St. Francis Cabrini Hospital, Alexandria, La.; 175 beds 
now; designed for eight stories and 300 beds ultimately—white and Negro. 


architecture. The American Institute 
of Architects suggests that a minimum 
recommended fee be established in the 
regions throughout the country. In 
parts of Texas, 6 per cent has come to 
be accepted as this minimum recom- 
mended fee. Particularly for small hos- 
pitals this fee is too small. It should 
be at least 8 per cent, when we realize 
that the men who merely se// buildings 
receive 5 per cent for the small frac- 
tion of time they spend on the selling 
operation as compared with the time 
the architect must spend in creating 
the building. 

The small hospital needs the services 
of an architect, but some architectural 
organizations cannot afford to attempt 
to do buildings in this class and pay 
engineers out of a © per 
Any thinking person who 


competent 
cent fee 
knows that the architect must obtain 
site information, help to establish a 
program, design the building, com- 
pletely draw it and detail it in work- 
ing drawings, write the specifications, 
call for bids, let the contracts, super 
vise the contracts over the entire 
construction period, issue certificates 
of payment, in addition to paying for 
engineers’ fees, can quickly realize the 
plight of the small hospital and the 
architect, unless a more equitable fee 
is available and paid. It is the feeling 
in our office that all hospitals should 
require an 8 per cent fee and smaller 
ones probably from 8 to 10 per cent 
depending on their location and com- 


plexity 


The program of the hospital is one 


of its most important considerations. 
By program we refer to the needs of 
the hospital, the way it is to operate, 
its function in the community, its 
budget both for building and.for oper 
ation. Once the program has been well 
defined and clearly analyzed, the archi 


tect has a much clearer concept of his 
responsibility, and from a good pro- 
gram he has a much better chance of 
designing a first class building. 
Growing out of a good program 
come the architectural expression and 
character which will be seen by every- 
body. Good design means simplicity 
in planning, economy of space and 
effective functioning—all coordinated 
in a pleasing environment. Rising from 
comes an 
that 


needs 
expression 


these fundamental 
actual architectural 
should be straight-forward, simple and 
architecturally stimulating. Hospitals 
of any kind should not be forced into 
a building environment that does not 
reflect the progressive nature of medi- 
cine, the striking cleanliness of health, 
and a happy environment for human 
beings, over and beyond mere building 

There is always a list of program 
policy items that confronts the archi- 
tect and usually is settled by either 
the local doctor, the budget, the archi 
tect or all three. We include a few 
of them below 

1. The proper grouping and func- 
tional segregation of the services of 
nursing, surgery, obstetrical care, food 
and emergency 


pre paration service, 


care and administration 


] 


Bedroom should be ade- 
quate for two beds although they may 
be used for one some of the time 
Large wards are not as desirable as 


semiprivate rooms but may be a neces- 


Sizes 


sity for economy reasons 

3, Private or semiprivate toilets are 
splendid, but who pays for them? 
Lavatories in individual rooms are de- 
sirable also, but are often ruled out by 
the budget. We often compromise by 
having a few of them, as economics 
permit. 

4. Separate and OB areas 


and avoid the danger of contamination 


surgery 
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} 


Formulas should be made up 


trom the 
food preparation center. In the 


can be 


in an area that is removed 
small 


hospital, the formula room 


small and adjacent to, but separated 
I 


from, the small nursery. Sterilization 


of bottles can be accomplished in the 


central sterilization room but the bo 


tles must be carefully transferred to 
filling and refrigeration areas 

6. Substerile areas can be eliminated 
only if central sterilization is close and 
In the 


sterilization 


mid-sized small hos 
work 


small sur 


iV iilable 


] 


pital, the and cen 


ter can separate the gery 
trical departments but mus 


lly controlled 


In the very small hospital, the 


kitchen become almost a resi- 
dence kitchen in size and function. 
8. The nursery be located 
where it can be most easily controlled 
It is for the babies, and while fathers 
must see their offspring, that is as far 
as it should go. We must not forget 


one future day, 


must 


should 


that nurseries 
give way to individual room care with 
the mother 

9. The plan of the very small hos 


around 


may 


should revolve central 


pital 
control by the smallest possible staff, 


day and night. Services should be 


grouped by functions and arranged so 


they have common control centers 





Ambulance for Prematures 


AMBULANCI 


tO Carry 


AN especially 
4 Cc 


born 


quipped prematurely 
babies in heated incubators to 
kind in the 


hospitals first of its 


United States—was put 
in Detroit during April, Dr 
Molner, deputy 
Detr Department of 


into service 
Jose ph G 


commissioner of the 


De 


juipmen 


Infant is transported to the hos- 
pital in Detroit Health Depart- 
ment's special baby ambulance. 


c quipped with 


light, a tresl 


The Detroit Department of Health 


is Cooperating in this venture with 
Receiving Hospital Hos- 


pital of Michigan, and other hospitals 


Children’s 


in an acrem pt tO save a greater num- 


ber of lives of premature babies 
There is a much greater risk of ill 


ness and death to babies born pre 


maturely than to other infants,” said 


Dr. Molner. In Detroit so tar 
83 


this 


year, babies have died, and 163 


t these deaths were from causes re 


lated to prematurity 


By removing premature babies t 


hospitals in this special ambulance, we 


that the death rate will be 


greatly lowered 
The 
driver and doctor, and a collapsible 


Fitted 


believe 


ambulance has a front seat for 


at in the rear for a nurse 


the rear Compartment are two cored 


rubber incubators, 


supports for 


special equipment to 


regular 


] 
voit 


convert the 


electric current to two 


current circuits 


alternating 


provision for two regular wall 


his arrangement ts necessary 


the incubator’s heating unit 
iuamed 


n be plugged in first at a home, then 


the ambulance and at the hos 


liately upon arrival 


again 
| imme 
Other 


icks for 


special equipment includes 
oxygen tanks, a roof venta 


or and 


a special blower system to carry 
nut of the 
The 


a siren and red flasher 


passe nger 


ompartment ambulance also ts 


air heater and defroster 


pecial shock absorbers on front and 


r wheels and low-pressure tires 


ike riding qualities easier 


10. On-the-site parking and_ shel- 
tered entrance and exitway. 

11. Lighting provided where needed 
and of kind and intensity required. 
Remove the night light from the pa- 
tients 

12. Room windows of strip versus 


eyes. 


wall-hole variety. Use of directional 
block for diffusion 

13. Elimination of light contrasts 
and resulting nerve strain of workers 


and patients 


THE HOSPITAL SITE AND ITS 
COMMUNITY RELATION 
There is a stronger trend in our 
country for the planning-minded archi 
tect to be drawn into the hospital pro 
gram much earlier than in the past. 
Formerly it was the policy of the hos- 
pital board or owner to buy a site and 
then to build a building either with 
architectural 


or without benefit of 


clergy. We can see the unfortunate 
results 

Our concept of a hospital, small or 
large, is that it should be no monu- 
ment to anyone or anything, except a 
nobler service to humanity. There 
have been too many instances in the 
past when the building itself was glori 
fied to such an extent that the budget 
for building was overemphasized at the 
expense of the budget for operation 
The modern or contemporary Concept 
of architecture proceeds from the the 
ory that function and use control de 
sign, but the design does not have to be 
stereotyped on account of this dis 
cipline 

Rather, because of this discipline, the 
resulting building should be pleasing 
function. It 


It should be 


in form as well as in 
should do its work well 
of such materials that maintenance is 
low. It should be sufficiently well con 
structed to last an adequate time. It 
should be properly related to the plan 
of the should 
have 
the healthy life of all people in that 


, 
and 
make to 


entire community 
some contribution to 
community 

A hospital is of little value if it 
has been so planned that people can 
not use it; or if the environment 
surrounding it is such that people are 
discouraged from using it. To the 
irchitect, the successful small hospital 
is another freedom in the life of hu 
‘ite a 


man beings—their right to 


healthy, wholesome life. All human 
beings have this inalienable right, and 
our concept of planning should be 
such that we can help them to receive 


this further benefit of democracy 
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When the Hospital Meets the Press 


“/ 


O!1 long ago, a city officia 


into a large metropolitan hos 


pital where he formerly had been 


washroom and 


revolver 


patient, went into a 


killed himself with a 
The hospital's new public relations 


immediately turned 


and, with the aid 


director reporter 
of police, obtained 
complete information about the cas¢ 
He then telephoned the city desk ¢ 


newspaper and gave a d 


The 


pages, ¢ f 


each 


account of the event 


peared on the front 


The 


however, are 


main points to be remembere 


these: the story was han 


dled accurately by each paper 


and the pub 


with no 


discredit to the hospital 


lic relations director had 


] 


demonstrate 
the hospital's desire to cooperate With 
the press 

t 


Said the city edi tft one of the 


morning dailies, “This is the first time 


in all my experience that hospital 
has ever 1 us voluntarily on sucl 


calle 


i story 


HOSPITALS HEAD THE LIST 


Hospital press ties 


relations in ¢ 


where there are daily newspapers is 


the source of numerous problems and 


headaches. Some hospitals 


ago given up any 
1 
ing even semblance press 


rlons newspapers 
whose blacklists are headed by the 
community's largest hospitals 


Why do 


yrow re 


some | 
tors 1 1n 
when they he: 
photographers 


Why do city edit 


subject of so-called hospit 


reCOME 
on the 
public relations offices? 

Whenever 
enmity exist between the 


some bitter 


downright 


mistrust and 
two, chances 
are that experiences lic 


the root of the trouble. Perhaps it was 
faith with 


broke 
j 


printing a loctor $ 


which 


the hospital by 


new spaper 


name despite a spe 1c request not t 
into the 


la 


or a photographer who broke 


emergency room 


pic 
contrary to al’s wishes 
take 
these to make a hospital hang our the 


Not Wanted 


ture 


It doesn't many 


Newspapermen 
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the hospital 


they can start a feud—or a sensible 


working relationship, depending on how 


intelligent and cooperative both sides are 


SCOTT JONES 
Chicago 


On the 


complaint of city 


other hand, it 1s a common 


editors that they try 
to cooperate with hospitals by giving 
publicity to their 


fund 
j 


graduation 


raising drives 


or nurses ceremonies, yet 


when there is an important accident, 


the hospital closes the door to 


Maybe the 


report 


news 
papermen paper has re 
ceived a police which ts pub 
lic information—on an accident or 

1 calls the Ne spital to check 
there 


No 


stories are 


only to be told that 
tatement tor the press 
the newspaper 
maccurate no wonder 


sometimes 


editors mistrust such 


city 

information 

omces 
Must it 


mistrust a 


uways be like this? Is this 


natural consequence of a 


hospital-newspaper relationship? 
When a hospital reaches public rela 
tions Maturity, one of its first Concerns 


is to establish good working rela 


This 
a let’s-kiss-and-make-up 


tionship with the press isnt 


achieved by 


approacl ist be earned. If the 


hospital has had previous unsatisfac 


relations with the press, only co 


Unul 


can change it 


trust is built between news 
tal, the relationship is 
<} 
The hospital must take the initia 
where 


This 


this effort regardless of 
has been in 
wining, dining and kow 


press does mean 


its efforts to 


| 


news, and COOp rating means 


than half way 
prominent psychiatrist recently 
t successtul marriage bot/ 
must expect to make 
acrifices. If both 

press expected to 
§ return for 


pc C? per 


] 
1 


ideal relations! ip would re 


Although 


some one qualified person must be 


it may seem elementary, 


made responsible for press relations 
In larger hospitals, ic may be a full- 
time director or outside counsel; in 
smaller hospitals, ic may be the super- 
intendent or the administrative assist- 
ant. It must be emphasized that if the 
job is a part-time assignment, it must 
be considered by the superintendent 
and the person on the job as a major 
responsibility. If the person assigned 
to the job considers it as just another 
burdensome chore, then he is the 
wrong person and the hospital is wast- 
ing its time. The job must be con- 
sidered important; it must be worked 
at, and it must have the support of the 
The program 
not apply to 

isnt perfect 


idministration. 
may 


top 
described here 
every hospital, and it 


Any 


parties 


relationship in which the two 


meet in a time of tension is 
bound to breed friction occasionally 
Burt if a feeling of trust can be estab- 


lished, the battle is 95 per cent won 


TALKED WITH EDITORS 
At Wesley Memorial Hospital, Chi- 


cago, the public relations director's first 
activity was to call on city and photo 
editors. By listening to their com 
ments, he learned where the specific 
areas of friction were and what the 
press expected of the hospital public 
relations office. The knowledge gained 
was invaluable in formulating the hos 
pital’s press policy. Discussions like 
these have the added psychological ad 
vantage of letting the press know that 
you want its opinion and that you 
intend to do something about it. 

The next step was to set up a press 
standard of procedure at the hospital 
Who will answer newspaper calls dur- 
ing the day? 


At night? Many news- 


papers, because of past experience, 


consider the public relations office a 
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censorship bureau and resent having 
their calls switched there. They preter 
to talk directly to the floor nurse, 
emergency room attendant, resident or 
intern involved in the case—people 
they believe can and will give all the 
facts. 

However, if the 
and respect the public relations direc 
tor and know he will get them all the 
facts he can—and quickly — they 
would prefer to work through him 
every time. It is to their advantage to 
do so. Only where the public relations 
office has failed to cooperate do news 
papermen attempt to circumvent it 

In ruling that all press inquiries be 
handled by a public relations or press 
office, regardless of wherever calls are 


newspape rs trust 


directed by newspapers, the hospital 
not only protects itself, but speeds up 
its press service. As emergencies often 
happen at night or when the public 
relations director is not on duty, a 
procedure must be 
Wesley, the adminis 


trative assistants in charge handle in 


round-the-clock 


established. At 


quiries personally whenever the public 
closed. They fre 


relations office ts 
quently call the papers themselves, if 
the occasion warrants it 


When the 


three-page memorandum on 


routine was established, 


pre ss 


relations was sent to all hospital pet 
sonnel who might conceivably be in a 


position to talk to the press. This in 
cluded administrative staft, department 
heads, all staff murses, house staff, 


switchboard and emergency room pet 


sonnel 


EXPLAINED PRESS CODE 


The memorandum was in two parts 


It first explained the press code which 


Chicago hospitals and newspapers had 


ipproved. This includes the specific 
type of information which hos 
pital should and should not release 
The second part was a section entitled 
What to Do When the Newspapers 


Call Here was outlined specifically 


the procedure for 
information 


memorandum were 


answering any press 
request for 


Throughout the 


stressed the reasons why the hospital 


service 


expl uined that 


profits by quick and efficient 


to the press. It wes 


newspapers have many ways to ge 


information if the hospital does not 


cooperate and that giving the correct 


data immediately is insurance against 


misstatements and trouble 
Hospital-newspaper press codes art 


outside the province of this report 
But this can be considered a plea t 
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all hospitals and newspapers in cities 
where such a code does not exist to 
set one in motion. It is of great value 
in shaping policy, even though it may 
be violated occasionally 

Meetings were held with the groups 
to which the memorandum went and 
the public relations director explained 
each paragraph and answered ques- 
tions. In this way the hospital staft 
icquired a Cooperative attitude toward 
the press rather than a defensive one. 

The hospital personnel was given 
reasons why all press requests should 
be centralized in the public relations 
experience of 
in dealing 


office: familiarity and 


relations director 


public 
with the press; speed-up ot service; 
control over information released; re- 
lieving other hospital personnel of 
time and responsibility 

At the same time, it was made clear 
that whenever an individual member 
of the hospital or medical staff can 
give the press special or technical in 
formation, the public relations director 
will make arrangements for the paper 
to call or interview the person directly 

By holding such meetings, hospital 
personnel not only is briefed in press 
routine, but also comes to understand 
that its own cooperation with the 
public relations office is important. A 
good hospital public relations office 
facts on any 


new spapers 


should have the news 


worthy case, before the 


call 

Once the 
orientation were established, the super 
letrer to each 


hospital routine and 


intendent then sent a 
city editor officially informing him of 
the hospital's new public relations 
lirector and of its desire to serve the 
press. In the letter were the names 
ind telephone numbers of the persons 
hour 


the press was to contact at any 


of the day or night for information 
Home telephone number of the public 
relations director 

The 
the memorandum so 
could for himself the 
was being made to cooperate with the 


invited and 


was given 


letter also included 


a copy ot 
that the editor 


effort that 


press. Comments were 
were favorable. One new spaper posted 
the letter and memorandum on its 
bulletin board and discussed it in an 
editorial conference as an example of 
press Cooperation 

Whenever there is a change in the 
hospital personnel assigned to answer 
press calls during evenings, nights or 


week ends, the newspaper is informed 


by letter so that its files can be brought 


ip t 1ate 


As any hospital public relations per 
son knows, members of the medical 
staff are reticent about publicity be- 
fear criticism from 
societies 


cause they col- 
leagues and 
Many good stories that would other- 
wise be disapproved can be handled 
in such a way as to avoid this criticism 
But the medical staff should be in- 
formed of these technics and purposes 

At Wesley, cooperation of the chief 
of staff was invited and a memoran- 
dum on press policy was sent to the 
staff 


professional 


entire 
Doctors were urged to cooperate by 
informing the public relations office of 
unusual cases. Illustrations of the types 
ben 
The 
memorandum was discussed in a staff 


attending and courtesy 


of news stories which would be 
eficial to the hospital were given 
executive committee meeting. It is 
understood that any story involving a 
staff doctor must have his approval 
before release 

It may take time, but discreet han 
dling of stories involving medical staff 
members and constant effort to apprise 
them of what is being done and why 


will eventually pay dividends. 


CAN AVOID MISUNDERSTANDINGS 


Misunderstandings concerning the 
use of doctors’ names should be easier 
to avoid now that the principles ot 
medical ethics of the American Med 
ical Association have been revised to 
clarify this The revised prin- 
ciples indicate clearly that it is only 


when the doctor himself initiates re 


point 


ports including his mame that any 
question of ethics is involved. “Med 
ical practice has become so largely 
centered in the hospital that these in- 
stitutions have felt the pressure of the 
public for information not only con- 
cerning health and disease in general 
but also concerning patients who enter 
hospitals and whose conditions may be 
matters of public importance,” said a 
recent editorial in the Journal of the 
American Medical Association, com- 
menting on the new principles. “Most 
large hospitals now have officials who 
devote their time to the public rela- 
tions of the institution. Leaders in 
medicine recognize the 
information to the public regarding 
come to 


necessity for 


unusual conditions that may 
public notice or even the health of 
who are considered news- 
* 


persons 
worthy 
As newspapers were often getting 


reports of accident and emergency 


Public (edi 
1949 


*Health Education of the 


toria 1.A.M.A. 140:1 July 23 
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cases before the public relations office 
did and would call for information, a 
Press Information” form was devised 
As soon as a Case Comes in, an emer 
gency room attendant or nurse fills in 
the name, address, extent of injuries, 
and so forth of the patient. It is 
brought to the public relations office 
immediately. The information is then 
on hand when the press calls. Some- 
times the telephone rings at the mo 
ment the nurse arrives with the forms 

Most of the 
pital and press occurs in the emer 
And unfortunately many 


friction between hos- 


gency room 


cases have a way of hap 


emergency 


pening in the early morning hours 
when the public relations director is 


at home asleep. 


ALL SHE HAS TO DO— 
If a shooting occurs, it will probably 


be around 4:30 am. Victims are 
brought by the police to the emer 
gency entrance. Thirty seconds later 
the press corps arrives, with pencils 
and flash bulbs ready. A single nurse 
is on duty in the emergency room 
Until help arrives, she is supposed to 
call the doctor, take the necessary ad 


prepare the patients 


mitting records 
for treatment, assist the police, give 
information, and 


getting their pic 


reporters ASSIST 


photographers in 
rures 
Naturally, she can’t do everything at 


with all parties 


once. At this point 


demanding attention first—the well 


laid plans of the public relations office 
| 


begin to evaporate. Under pressure 


she tells the no pic 


tures 
Probably no standard of procedure 


press to get out 


will ever be devised that will be 100 


per cent effective in these situations 


I 
However, a 
working agreement can be reached 


On any police case, Wesley provides 


reasonably — satisfactory 


the press with all the information 
which the press code permits as soon 
name and 


is possible. This includes 


address of patient, age, sex, marital 
status, color, occupation, employer and 
general information only regarding the 
nature of the accident and extent of 
injuries 

For obvious reasons, photographers 
emergency oper 


If pictures 


should not enter the 
aung or examining rooms 
made in the 
If the pa- 


are taken, they may be 
corridors or waiting room 
tient asks that no pictures be taken, 
the attendant passes along the request 
to photographers. However, should the 
some 


photographers persist as they 
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times may—no physical force, no 
smashing of cameras should be at- 
tempted. An emergency case brought 
in by the police is considered as public 
information, and the hospital's respon 
sibility for protecting his privacy ends 
after it has notified the photographers 
of his wishes. From then on, it should 
be a matter between the press, police 
ind patient 

Cooperating to protect the privacy 
of a private patient who does not wish 
publicity should be expected. But any 
hospital which makes a fetish of pri 
vacy in the case of police emergencies 
responsibility 


is assuming needless 


and, should violence occur, inviting 


law suits 

The public relations office makes a 
special effort to initiate news reports 
does not, however 


to the press. It 


whenever prominent 


nowy 
persons come as patients. If the papers 


pape rs 


have indicated their interest in the 
progress of a particular patient, they 
are given daily bulletins. In the 
event a special case comes in from out 
of town, case in which the home 
town public has already shown an in 


wire notified 
regularly. Should an like 
mentioned at the beginning of this re 


terest, the services are 


event that 


port occur, the papers are called 


By beating the press on occasions 
when it will be calling anyway, the 
hospital receives credit for unusual co- 
operation. It is concrete evidence that 
the hospital is rendering a real press 
service and that it is not trying to hide 
legitimate news. By such actions, the 
press comes to trust the public rela 
tions office and seeks its assistance at 
the start of a news break. It is not 
forced to try to bribe hospital statt 
members, disguise reporters as visitors 
or resort to other stratagems to obtain 
news 

If an important case is in the hos- 
pital, the public relations office sets up 
special procedures so that if something 
newsworthy happens, the papers are 
notified immediately, whether day or 
night. When one of Chicago's most 
prominent citizens passed away re- 
cently at the age of 102 in the early 
daylight hours, every paper was noti- 
fied within five minutes, even though 
the public relations director and the 


administrative assistants were not on 


duty 
An interesting 
one paper that did not trust the 


sidelight on this 


case 
public relations office at first had a 
a day-long vigil in the 
Seeing 


reporter on 
hospital lobby for four days 


the pains that were being taken to 
keep the press informed, the paper 
finally recalled the reporter. 

The public relations director makes 
a point of taking most of his publicity 
stories to the paper in person. City 
editors like to know and see publicity 
people with whom they are dealing, 
provided the visits are brief. Press re- 
leases are never mailed or duplicated. 

On occasions when reporters or 
photographers come to the hospital on 
a scheduled story, every effort is made 
to have things set up in advance so 
a minimum of time is consumed 
been obtained 


that 
Permissions have all 
and the people involved are ready at 
the time stated to the press. All props 
tor picture taking have been assem- 
Names and addresses of people 
(reading from left to 


bled 
in pictures 
right) are made while 
being taken. All planning is aimed at 
aving time for both press and hospital 
staff. Depending on the hour or sea- 
son, hot coffee is usually ready in the 
public relations office for newspaper- 
men before they leave. When possi- 
ble, special parking privileges are ar- 
ranged as the hospital is in a crowded 


pic tures are 


area where parking is difficult 


STAFF MUST COOPERATE 

An important ingredient in good 
press relations is the respect and co- 
operation of hospital personnel for the 
public relations office. At Wesley, the 
public relations director, through per- 
group meetings 
and through written memoranda, at- 
tempts to hospital personnel 
what the office is doing, what the re- 
sults are and invites its help in find- 
Whenever 
news- 


sonal appearance at 


show 


ing out news possibilities 
pictures or articles appear in 
papers, clippings are posted on the 
bulletin boards so that the personnel 
may see for itself 

The relations 
policy institution should— 


never tO give Out a news story exclu- 


public office has a 


as every 


sively to one paper. However, when a 
paper, of its own initiative, digs out a 
story, the confidence is kept. On fea- 
ture stories, exclusive releases are per- 
missible 

What are the results of such activ- 
ities? Has this policy been worth the 
effort? 

The answer cannot be evaluated in 
terms of press clippings, because to 
realize publicity lineage was not the 
reason for the policy in the first place 
While publicity effort has been 
eminently successful, the public rela- 








tions director does not try to be a press 
agent, devising stunts designed to get 
the hospital's name in the papers at 
every Opportunity. Emphasis is on the 
of publicity 
When 


occur, however, publicity technics are 


type released, not the 


quantity newsworthy events 


employed to obtain thorough press 
coverage 
After a 


sults are 


years activity, certain re 


particularly noticeable—re 


sults which make the policy well worth 


while. There has been a marked 


change in press attitude toward the 


hospital. Newspapers call the public 


relations office direct for information 
they want. The public relations direc 
tor talks frankly 


and reporters, but confidences are kept 


with science writers 


There has been no trouble about non 


compliance with hospital requests 


Stories that have appeared are, for the 
most part, accurate and well presented, 
from the hospital's standpoint. When- 
ever the hospital has desired the sup- 
port of the press, newspaper coopera 
tion has been excellent 

On the internal side, hospital per 
sonnel has become alert to spot press 
situations. Helpful information and 
cooperation have been received by de 
partment heads, house staff and em 
ployes. Doctors have gained more con 
fidence in their associations with the 
press and have worked with the public 
relations office 

Every hospital has a certain number 
of publicity releases which are run-of- 
mill variety: nurses’ capping and grad 


uation exercises, announcements of 
women’s auxiliary meetings, and so on 


But effort should be made to develop 





Medicine’s Response to Challenge 


June issue of the American 


O/ errics 


THI 


| N 
Journal of and Gyne 


y, there is an address entitled 


Medicine's Response to the Challenge 


of our Time.” This was delivered at 
the fifty-ninth annual meeting of the 
American Association of Obstetricians, 
Gynecologists, and Abdominal Sur- 
geons by Dr. Raymond B. Allen 


dent of the University of Washington 


presi 


The author discusses the tremendous 


advances of modern medicine and 


praises the current emphasis on_ the 


mportance of research in education 


ind training 


He notes that medicine is focusing 


tS attention increasingly on man as 


social organism, and he believes that 


the greatest contributions of the future 
will spring from an understanding of 


those subtle forces which determine 


man’s reaction as an individual in his 

constant struggle to find happiness in 
changing world 

individual human being 


beyond his 


Today, the 


s caught forces far 


up in 


personal control. Perhaps, most im 


realize is the stark 


is tO 
e world’s population is in 
creasing taster than man’s Capacity to 


»ply all his basic needs. Compared 


with other parts of the world, our re 


sources are abundant indeed, but we 


cannot ignore the basic problems 


faced by mankind elsewhere. The solu 
tion of these problems is basic to the 


whole problem of war and peace, to 


day, tomorrow, next year, and for gen 
erations to come 

While physicians must continue to 
serve individual human beings with 
all their knowledge and skill, along 
communities, 
ettort 


with other leaders of 


they must assist every serious 
to make a more satisfactory adjustment 


This 


several pursuits, such as aiding in all 


of man to his world involves 


conservation programs, and supporting 
educational and 


providing the knowledge and skilled 


research activities 
personnel in scientific and technologi- 
cal fields necessary to conserve and de 
velop the resources of all the depleted 
areas of the earth 

Planned parenthood, too, will com 
mand their special interest. For the 
millions of underprivileged people, 
educational opportunities must be pro 
United Nations, 
thus aiding in controlling population 
Only 


by these means and by good will and 


vided through the 


growth where it needs control 
cooperation can man, if he will, arrest 
the downward spiral of our civilization. 

The services of medicine like those 
of religion have been largely personal 
Medicine of the future must progress 
as a social as well as a biologic science, 
its outlook 


ind must broaden wccord- 


ingly. Medicine is coming of age as a 


social science in the service of man 


kind 
to the challenge of our time 
M. SAMIs, M.D 


This must be medicine's response 
SIDNEY 





releases that are news stories by news 
paper standards. All newspapers want 
and will use such items as human in- 
terest stories involving children hav- 
ing rare diseases or treatment; dramatic 
operations or cures; new research or 
procedure being developed at hospital; 
features about interesting people on 
the hospital staff 

Ethical 
determine 
Hospital 


often 


standards, of course, must 


what can be publicized 


relations directors 
Day after day 


that 


public 
feel frustraced 


they must sit on stories would 
make good news copy, but hospital 


ethics or the medical staff says “no 


DON’T BE HASTY 

A word of caution: be careful about 
calling up a newspaper and criticizing 
Like anyone 


else, a newspaper wants to know when 


it for a musstatement 
it has made a mistake or printed an 
untruth. If you follow all editions 
and see that an error has been made 
in the first edition, call the city desk 
in the spirit of cooperation—and ad- 


vise it of the error. It will cor- 
rect the story for later editions, if it 
It accomplishes nothing to call 


This 


will only break down what good will 


can 
it down angrily the next day. 


has been built up. Constructive criti 
cism is justifiable at the proper time 

When a paper breaks faith or vio 
lates a code on a story, it is permissible 
editor and explain 


to call the city 


calmly what has happened. Chances 
are the mistake was not a purposeful 
one and slipped by the city desk. But, 
if a reporter has deliberately broken 
faith, his editor should be aware of it 
Heres where a press code comes in 
handy as the yardstick 

This report is not intended to give 
that the can do no 


the idea press 


wrong and must be coddled. It must 
be expected that occasional misunder 
standings will arise. But, when they 
do, they must be handled with wisdom 
and patience 

The hospital and the newspaper 
need each other. But if a harmonious 
relationship is to develop, both parties 
fulfill 
of purpose, understanding of 


three requirements: sin 


must 
cerity 
each other's problems, and _ patience 
The 

Although it isn’t good arithmetic, if 
etfort to go 
per cent of the way, the result should 


rest is a matter of details 


both parties make an 75 
be 100 per cent cooperation However 
one of the two will have to take the 
first step, and it will probably have t 


be the hospital 
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Things to think about in 


SELECTING THE HOSPITAL SITE 


*HI 


for 


importance of a proper site 
a hospital cannot be over- 
A hospital improperly located 
operate 


stated 


on an unsuitable site must 
under a handicap for its entire life. To 
avoid such a situation, the knowledge 
and experience of several specialists 
should be used to ensure that the site 
selected is the best available—all things 
considered 

The hospital administrator knows 
how a hospital operates and can advise 
on the suitability of a site in relation 
If the 


hired, it 


to the operation of a hospital 


administrator has not been 
may be possible to obtain the services 
of an administrator from a neighboring 
hospital 


Where 


able, a hospital consultant can provide 


an administrator is not avail 


this type of advice 
The architect for the project must 
approve the site in regard to certain 
practical requirements, such as placing 
of the building, grading and drives 
A civil should be called 


in to investigate 


engineer 
the characteristics of 
the soil conditions on the site 

In selecting the site this group will 


consider a number of factors. The first 


FEDERAL SECURITY AGENCY 


Public Health Service 
Division of Hospital Facilities 
Technical Services Branch 


requirement is proper location, inas- 
much as the hospital should be con- 
venient to the people it will serve. It 
should be near public transportation. 
It must not be so far outside the com- 
munity, no matter how desirable other- 
wise, that patients and visitors are 
inconvenienced in reaching it. 

Patients recuperating from 


require quiet, pleasant surroundings 


illness 
tree trom nuisances. A site that is near 
a factory, a railroad, an airport or play 
If the 


site is found to be free of these objec 


ground would not be suitable 


tions, the zoning laws should be closely 
studied to determine whether they per- 
mit the construction of any such 
nuisances in the future 

The cost of extending water, gas, 
electricity, sewer and telephone lines to 
a site should not be prohibitive. If 
and treatment plants 
have to be installed, high installation 


entailed 


water sewage 


and maintenance costs are 
Where these utilities are not available, 


it would be best to pass up the site 


unless no other is available and the 
community can stand the drain on its 
pocketbook. 

If the site is acceptable up to this 
point, the architect for the hospital 
has to consider a number of things in 
relation to the size of the site and the 
placing of the hospital on it. Since 
most hospitals expand during their 
existence, he must consider the Size 
of the site, not only in relation to the 
hospital's immediate capacity but also 
in terms of future requirements. If the 
residence is to be provided, 


and 


nurses 


allowance must be made for it, 
recreation space, such as tennis courts, 
has to be provided for. Parking space 
must also be provided away from pa 
tients quarters 

The topography of the land and the 
building on the site 


He must be 


placing of the 
will concern the architect 
able to place it in a manner which 
will take advantage of natural drainage 
At the same time, the grades should 
allow him to provide road connection 
berween the street and hospital with 
out undue expense. It should be pos- 


sible to locate the patients’ nursing 


units to the quiet side away from the 





Site A—Location 


Name of Present Owner 


Site B—Location 


Name of Present Owner 


APPRAISAL FORM 


AT SITE 


TOPOGRAPHY AND SUB-SOIL CONDITIONS 


High ground to provide natural drainage 





Indicate opposite each item below whether or not the conditions 
n relation to that item are satisfactory or desirable for each site 
Site Site 
A B 
LOCATION AND ACCESSIBILITY 
Sufficiently close to center of community served 


Convenient local transportation facilities. 
Are organized fire fighting facilities available? 


NUISANCES 
Objectionable noise 
neighborhood. 

Proximity to breeding grounds of flies or 
mosquitoes. 

Is the site undermined or subject to mineral 
rights? 


PUBLIC UTILITIES AT THE SITE 
Water, including water for fire fighting 
Sanitary and storm sewers 
Electric power (preferably two independent 
lines to provide auxiliary breakdown service) 
Gas service 
Telephone service 


smoke, dust or odor in 
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Rough or rolling terrain requiring expensive 
grading. 

Are there gulleys or watercourses involving 
flood hazards? 

Is there any condition, such as filled ground, 
rock, quicksand, which will make foundations 
expensive? 


DIMENSIONS OF SITE 
Size sufficient for attractive grounds 
Space for adequate driveways and parking 
areas. 
Size sufficient for 100°/, expansion in building 
erea. 
Sufficient for private sewage disposal if there 
is no public sewer system. 
ORIENTATION AND EXPOSURE 
If patients’ rooms are placed on the quiet side 
of proposed site, will they also have best 
orientation for sunlight and prevailing breeze? 
COST OF SITE 


Approximate cost of site. 
Add any unusual expense for site development. 





TYPICAL SITE SURVEY AND 
SOIL INVESTIGATION 


A‘ OMPLETE site survey and soil investi- 
* gation report is a valuable and con- 
venient source of information which can 
be readily used in conjunction with the 
project program in the development of the 
project and the site. It will provide the 
basis for an economical foundation and 
building design as well as minimize the 
possibility of extra charges because incom 
plete or inadequate information has been 
given to the contractor. Although the site 
survey drawing is usually not considered 
to be a part of the contract drawings, it is 
most helpful in the preparation of working 


irawings and specifications. 


As a guide to the architect and the 
owner in the utilization or other disposition 
of existing improvements on the site, it is 
necessary to have a satisfactory description 
of all existing buildings and improvements 
It is sometimes possible to incorporate an 
existing excavation, wall, road or other 
improvement in a new building. Other 


existing facilities may be considered det 


nitely superfluous or will interfere with 
the new building operations and the archi 
tect must mention and provide for their 
lisposal in the specifications or final draw- 


ings 


In some instances, minor differences be 
tween the held measurements and the re 
corded deed are observed. To forestall 
tuture litigation, it 1s important to delineate 
the courses and distances of exact property 
lines on the survey drawing and any dis 
crepancies, with the legal description, 


should be reconciled or explained 


Large, well placed trees are a decided 
asset to any building project. It is impor 
tant that such trees, if located in the vicinity 
of the building operations, should be 
plotted on the survey drawing to aid the 
irchitect in deciding which trees should be 
protected and retained to enhance the com 


pleted facility 


The city engineer or other qualied mu 
nicipal ofhcial should be consulted in regard 
to the latest information about the true 
street lines and officially established grades 
of curbs, sidewalks and sewers. These 


lata are important since projected or an 


¥ 
” 
as 


ticipated street and sidewalk improvements 


may involve radical changes in elevation 


“> 


avec 
seen 


with respect to existing grades, thereby 


3.08 


AVADNS 


seriously affecting the approach facilities 


wena 


Complete information about the avail 
ability of utilities is necessary. A descrip 


3 


tion of water and gas main sizes and pres 


SILON 


sures, sewer sizes, electric power character 
istics and telephone service will expedite the 
lesign of the building. If a specific utility 
service is not located adjacent to the site, 


QNV AZAINS 


the nearest such service should be indi 





cated, along with the contemplated date 
and description of the proposed extension 


to the site. 
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street and to take advantage of breezes 
and sun. 

Foundation conditions be 
closely examined by the engineer be- 
fore any final agreement is made on 
the site. Considerable increase in foun- 
dation costs may be expected if out- 


must 


cropping stone, quicksand, mine work- 
ings, moving soil or water pressure 
below grade is involved. 

Rock must be blasted and specially 
handled. If wood or concrete piles are 
required, they must be provided over 
and above the cost of the usual foot- 
ings and foundation walls. 

Water pressure below grade in- 
volves provision of expensive mem- 
brane waterproofing. Continual pump- 


ing of water out of the excavation is 
another additional cost. Where loose 
sand is found, it may be necessary to 
use sheet piling and to provide much 
wider footings. 

These conditions can be discovered 
by sinking a number of test pits down 
at least to the level of the deepest ex- 
pected footings. The number required 
should be left to the judgment of the 
engineer who should be familiar with 
foundation conditions near the locality 
These explorations will indicate the 
character of the soil strata encountered 
and will assist in determining eco- 
nomical structural considerations. 

A site which is donated should be 
evaluated strictly on the basis of the 


foregoing considerations. It should not 
be accepted if it falls short of the 
requirements for a hospital. 

The appraisal form on page 85 
is designed to help in evaluating a 
site—listing in convenient form the 
items which must be considered in 
making a choice. However, no form 
can cover all conditions adequately 
and in some cases local circumstances 
may have to be balanced against the 
considerations mentioned. 

A few notes on site surveys and soil 
investigation and a typical site plan 
are also appended for the consideration 
of the civil engineer in preparing this 
information for the use of the owner 
and his architect 





Downtown Bulletin 


AS PART of its program of public 

information, Winchester Hospi- 
tal, Winchester, Mass., has completed 
five months’ use of a bulletin board 
near the business center of the town. 
The board stands at 
town Common within 50 yards of the 


a corner of the 


railway station, where actual count of 
daily passers-by averages 1700, a siz- 
able proportion of pedestrian traffic 
in a town of 15,000 

The over-all size of the board is 4 
by 6 feet, and it is firmly supported 
on posts set in concrete. Changeable 
panels, 2 by 4 feet, carry copy which 
has been changed every two weeks, 
and has used a variety of approaches 
to popular interest 

The first panel texts dealt with the 
extent of the hospital's service, the 
number of admissions, and 


rate and 


as shown by 


ap- 


the quality of its staff 

American College of Surgeons 

proval 
Another 


emergency value of the easily accessi- 


emphasis has been the 
ble local hospital and the extent of 
its accident service. Later, when the 
general community appeal for the 
building fund approached, this theme 
was used with apparently good effect. 
Throughout the period, the news re 
leases to the local and the metropoli- 
tan press were planned to strengthen 
the effect of the bulletin board dis- 
plays. National Hospital Day was an 
nounced as a milestone in the build 
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Board 


Sells Winchester Hospital to the community 


HARLAN L. PAINE Jr. and MRS. EVA MacMILLAN 


Respectively, Administrator and Director of Public Relations 
Winchester Hospital, Winchester, Mass. 


ing fund drive, and attractive cards in 
downtown windows supplemented the 
bulletin board slogans. 

Public reaction to the visual infor- 
mation on the bulletin board has been 
cumulative in its enthusiasm. Among 
the hundreds who this corner, 
those questioned have stated that they 
the 


pass 


grew increasingly conscious of 
facts presented, watching for the new 


An average 


panels and thinking more frequently 
of the value of the hospital to them 
and their families as they read each 
new text. The Hospital's Committee 
on Public Relations is now considering 
using the board for another 10 
months, beginning in September, with 
a wider range of subjects and spe 
cial emphasis on those facts which 


make this hospital unique 


EVERY TWO HOURS IN 1948 
A PATIENT ENTERED THE HOSPITAL 
EVERY 10 PATIENT AN ACCIDEW. CASE 


of 1700 passers-by see the bulletin board on the Common. 


85 








VT 


AS THE number of medical groups 
in the United States increases, 
our experience should be compared 
with that of others employing this 
method of medical organization. A 
two-year report, based on the expert 
ence of five doctors (a surgeon-ob 
stetrician, an internist, an anesthetist 
in assistant anesthetist and a sec 
ond surgeon) practicing in an English 


country town of 10,000 population 


with 15,000 additional people in the 
surrounding district, was published in 
the Lancet, Nov. 6, 1948, as a special 
insigned article 


[he purpose of this medical grot p 

s stated as follows 
The provision of a comprehen 
sive local medical service within the 


financial means of the patient by in 


creasing the scope of domiciliary and 
hospital treatment 

An increase in the scope of prac 
ce for each member of the group 
through greater experience in his own 
specialty, thus to increase competence 
nd skill 


) The raised standards of profes 


consultation 





RETAINS OWN PRACTICE 

Each man in the group does gen 
eral practice as well as his specialty 
retains his own patients, and has a 
recognized medical assistant. The na- 
ure of the community and the type of 
previously established practices of the 
group's numbers put the emphasis 
pon surgery; hence the need for two 
Organizationally the 


p pools all income and 


nesthetists 


distributes 


n accordance with an agreed plan 
sed on age, seniority and the recog 
ized higher earning capacity of the 

surgeon-specialists. Government and 
Iministration of the group are en 
rely democratic, decisions being ar 
ved at unanimously or by compro 
mise Offices, equipment and staff 


secretary, bookkeeper, part-time typ 
st, apothecary, receptionists and clean 
ng woman) are shared The group 
ilso employs a physical therapist whi 
s available also to outside phys‘cians 
All members of the group have priv- 
leges in the local hospital of 50 beds 
nd work in the outpatient clinics 
there. Consultations within the group 
re no added expense to the patients 

has } 


All nonmedical ities are divided 


mong the members of tl 
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GROUP PRACTICE IN ENGLAND 


The doctor patient relationship 1S 
considered by the group to be an 
ethical principle of highest impor 
tance, to be maintained at all costs 
Free choice of doctors is maintained, 
although a free exchange of patients 
occurs among partners for consulta 
tion and medical reasons. No difh- 
culties among partners of the group 
have arisen from this cause, even 
though occasionally a patient may 
choose to change doctors within the 
group. The service has not been im- 
personalized, nor has the group as a 
whole had to take over responsibility 
for any of its members 

The scope of service possible 
through the group is limited only by 
the area served, shortage of hospital 
beds, and the self-imposed limitations 
based on the skill of the individual 
members. This service is far broader 
than was possible in the previous 
private practice of any member of 
the group since it includes modern 
inesthesia, facilities for technical pro 
cedures previously available — only 
through special departments of large 
hospitals, x-ray, pathology, orthopedics 
provided within the local hospital or 
it a large hospital some 15 miles dis 
tant 

Relations with the medical profes 
sion outside of the group are main 
tained through honorary hospital staft 
appointments, and members of the 
group were chosen with this in 
mind. Close contact among group 
members is maintained in hospital 
work as well as in the offices 
of the group. Uncommon and exten 
procedures, such as 


thoracic and cerebral cases, are passed 


sive surgical 


on to more highly experienced sur 
geons in these specialties. Finally 
local practitioners are encouraged to 
refer patients to the group for con 
sultation, which they frequently do 

This group considers the advan 
tages of such organization to be of 
two types 

1. The reduction of overhead 


harges and mutual assistance among 


doctors, with off duty and _ holiday 
periods, represent a great financial sav 
ing. Material gain is greater, how 
ever, only for the young practitioner 
Other 


remuneration if practicing in small 


members earn about equal 


partnerships rather than in a large 
group 

2. Group practice raises standards 
and broadens the scope of general 
practice and increases the availability 
of consultants’ opinions without delay 
and without added expense to the 
patient. It also provides for continu- 
ous care of the patient in the hospital 
by the same group of trusted doctors, 
ind increases the ease of combining 
general practice with specialization, 
with its highly beneficial effects on the 
specialists who thereby do more work 
in their own line. It increases the 
variety of services available within a 
given area and makes doctors quickly 
available through the system of stag 
gering consultation hours. It elimi 
nates the practice ot I+ cum tenens and 
increases facilities. Finally, the con- 
tinual discussion of medical problems 
and the continual stimulation of en- 
thusiasm which work in a good team 
provides prevent staleness and “out- 
of-dateness’ which affect so many 
middle-aged practitioners. No disad- 
vantages were found in this method 


of practice 


DIFFICULTIES TO OVERCOME 

Certain difficulties, however, are to 
be met and guarded against. The 
agreement among partners must be 
equitable and comprehensive. Agree 
able wives of the doctors are as im 
portant as compatible doctors. Liberty 
of action and enthusiasm of the part- 
ners determine the health of the 
An unsuitable partner would 
have serious effects. An official atti- 
tude which imposes restrictions upon 


group 


part-time consultations or prejudices 
the free action of any one of the part 
ners is thought likely to be fatal t 
medical group practice.—E. D. ROSEN 
FELD, M.D 
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Witnessing the final signature on the first agreement to participate in the 
Inter-Plan Service Benefit Bank are (I. to r.}): N. D. Helland, director of 
Group Hospital Service, Tulsa, Okla.; T. Austin Gavin, Tulsa, board of 
trustees; Paul A. Webb, Associated Hospital Service of Maine, Portland, 
Me.; J. Douglas Colman, Blue Cross Commission, and Antone Singsen. 
Signing for the commission (seated) is Richard M. Jones, Chicago. 


"The Alcove Gift Shop" sponsored by the 
Ladies Auxiliary of Salem City Hospital, Salem, 
Ohio. Service is entirely voluntary. From left 
to right: Mrs. Ora Harding, gift shop chair- 
man, Mrs. Joseph Pidgeon, “Saturday” chair- 
man, Mrs. Ruth Bogar, treasurer of the shop. 





Very. Rev. Msgr. J. J. Curry and James Russell 
Clark present a citation to Louis Schenkweiler, 
retiring president of the Greater New York 
Hospital Association, at the association's an- 
nual dinner held in New York City last May. 


. o 


Three students at Hotel Dieu School of Nursing, New 
Orleans, impersonate students of three different periods 
of the 50 year old school. Margaret Hebert, in modern 
uniform, demonstrates gas range to Virgil Legendre, uni- 
form of 1912 (left), and Ethel Banquer, in 1902 uniform. 


Officers of the 
Omaha Chapter of 
Medical Record Li- 
brarians admire 
microfilm equipment 
at St. Catherine's 
Hospital. Standing, I. 
to r.: Marjorie Ros- 
coe, Sister Mary 
Rosita, O.S.F., Mary 
Converse. Sister 
Mary Eugene, R.S.M.., 
is seated at the mi- 
crofilming machine. 
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Dr. Leigh J. Crozier, tor: 


ministrator of Victoria Hospital, Lon 


don, Ont., Canada, has been appointed 


administrator of Hermann Hospital, 
Tex. Dr. ¢ 

American College of Hos 
pital Administrators 


succeeds R. Oswald 


1 atter 10 


Houston, rozier 1s a mem 


ber ot the 


Dr. Crozier 
years 


Daughety who resigne: 


ser ce, first as assistant superimtend 


ent, then as superintendent and director 
Hubert W. Hughes, business manager 
Anthony's Hospital, Denver, 


ypointed adm 


Maurice Rose 


succeeds War- 
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Hospital 
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second 


St lor 


10 years, h nis 
trator ot General 
Memor a Ee 
ren E, Toy who has been ac 
June. Mr 
Midwest 


ng his 


is been if 
the 
Hosp tal 
ting 
unistrator sin 


trustee 


Colorado Hos 


Daniel 
Brown 


Salvesen will 
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residency 
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Lodi Memor 
G. 
residency hospi adminis 
M Iwaukee 
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Mon 


tutions has been 
the Monmouth Hospital, 
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received 
n hospit il 


trator oO 
Frantz his mas 


idministration 


W. Wilson, 
\emorial Hospital, Cor} ; 
been named president « I es oi! 
County Hospital ¢ 
Walter Duke, wh. 
Irv 


Travis 


has 


nistrator ( 


88 


er au 


Ww he re 


physical med 


Westlake Hospital 


Hospital 


pital, has n 1 s 


About People 


Hospital, Corpus Christi, and has been 
succeeded in that position by Mrs. Dale 


Y. Groves. 


Clyde W. Fox has resigned as admin 
Medical 


to become superintendent 


Hospital, 


the Tucson Center, 
Pucson, Ariz., 
of Washoe 


Nev 


Strator ot 
County General 


Re no, 


Dr. Martin F. Heidgen, administrator 
Memorial Hospital, Elmhurst, Ill. 
37, resigned to succeed Mr. Fox 
Medical Cen 
Frank L. Unzicker, business man 
the 


irector of the Tucson 


it Elmhurst last year, was 


‘ succeed 


lor 
Dr. Heidgen as ad 


mustrator 


Clarence J. Murphy has been appoint 
| Huggins Hospital, 
Wolteboro, NJH. Mr 


ly administrator, Maple Avenue Hos 
DuBois, Pa 


Iministrator, 
Murphy was for 
mer 


pit al, 


Rev. C. O. Pedersen, administrator tor 
Dea 


30 years. Norwegian Lutheran 


conesses’ Home and Hospital, Brooklyn, 


Rev. Frank 


Pedersen 


N.Y., will retire October | 


succeed Rev. 


Alfred Van Horn, 
n hospital administration, 

School of Public Health, 

been appointed administrator, Fair 

Id Memorial Hospital, Fairfield, Ill. 

which ts now in 

Mr. Van Horn 


it Fa 


a graduate oO 


niversity 


course of construction 
ed his 
st Orange Gener 


N.]J. 


idministrative 


il I losp1 


ser 


Orange, 


William K. 


ippointec 


ast 


recently 
the 
Rehabilitation at 
Pleasant Valley Way, West Orange, N.] 
Mr. Page 
Veteran 
NJ 


in the 


h is 


Jr. 


1 administrator 


Page 
cen ot 


Kessler Institute for 


ing to the institute, 


years at the 


I los} ital, 


three 
dministration Lyons, 


he was executive assistant 
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ine rehabilitation service 


Biechler Jr., administrator ot 
Melrose, 
July 7. A graduate of the cours« 
Northwest 
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of the 


ind 1 


Elise I. 
Ill., resigned 
hospita administration at 
University, Miss Biechler 
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American Host Association 
minee of the merican Colle 
\d tors. Elsie R. 


Iministrator t Westlake 
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member 
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L. B. Dana has been appointed ad 
# Knickerbocker Hospital, 
New York City, succeeding Norman D. 
Bailey. Mr 


program in hospital administration at 


ministrator ¢ 
Dana is a graduate of the 
Northwestern University. 

Leroy N. MacKenney has been named 
the Kenny 
Mr. Mac 
Kenney has been administrative resident 
Hospital, 


year 


administrator of Elizabeth 


Polio Institute, Minneapolis. 


1! 


it Lowell General Lowell, 


Mass., for the last 


Sister Mary Evangeline has been trans 
Hotel Dieu Hospital 
to Port Arthur, 
St. 


ferred from in 
Tex., where 


Mary's Hos 


Beaumont 
she is administr itor of 
pital 
Milton 
W oodside, 


comple ted 


H. 
who 
the 
course in hospital 
administration it 
Duke | 


in 


niversity 
July, is NOW 


working with the 


North ve 


Medical Care Commission, Raleigh, as 


Carolina 


assistant hospital administrative con 


sultant. 


Jesse A. Riser, administrator of Finch 
Memorial Hospital, Pullman, Wash., for 
the last three years, has been appointed 
administrator of the new Val 
Memorial Hospital, Salinas, Calif. 


William S. 
Blue Grass Hospital 
rector of the Kentucky Hospital 


Salinas 
ley 
Murphy, president of the 
Council and a di 
Asso 
ciation, has been named administrator of 
Hospital, Ky 
For the last four years Mr. Murphy has 
been business administrator of Berea Col 


lege Hospital, Berea, Ky 


Richard Harrell, 


of Overall 


Somerset City Somerset, 


formerly adminis 


Memorial 
administrator ot 


trator Hospital, 


Coleman, Tex., is now 
lee Memorial Hospital, Giddings, Tex. 
He at 


N. T. Underwood. 


has been succeeded Overall by 


superintendent 
Lake 


duties of 


W. Ray Frye, formerly 


of Calcasieu Parish Hospital, 
Charles, La., has assumed the 
administrator of Southeast Baptist Hos 


pital, Beaumont, Tex. 
Dr. H. Wolff 


pointed acting superintendent ot 
162 


Armin has been ap 
Fast 
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This donor was photographed at 4 P. M. at a blood donor center. 
By midmorning the next day his blood had been centrifuged at 
Cutter Laboratories, the plasma withdrawn and pooled in prepar- 
ation for fractionation into life-saving Human Blood Fractions. 


Worar fraction of this man’s blood 





will you need tomorrow? 


Will it be a surgical case tomorrow morning, with 
the patient a poor surgical risk and profound shock 
a distinct possibility? NORMAL SERUM ALBU- 
MIN (salt poor) counteracts shock by osmotically 
restoring circulatory fluid to the proper level. Per- 
haps the same operation will call for a hemostatic 
agent. FIBRIN FOAM AND THROMBIN, a homo- 
logous absorbable sponge made from human blood 
fractions, may be used where hemostats and sutures 
are impractical, or THROMBIN alone may be used 
to control minor hemorrhages and capillary oozing. 
FIBRIN FILM is particularly advantageous in 
brain and neuro-surgery. It is available in sheets as 
a membrane substitute and as a covering in severe 


For specific, selective blood proteins in con 
centrated form, specify CUTTER — the 
only complete line of Human Blood Fractions. 


burns...and if plasma is indicated, IRRADIATED 
PLASMA—CUTTER 


desiccated form. 


is available in safe, stable, 


Whooping cough in young patients can be fatal. 
HYPERTUSSIS? CUTTER’S anti-pertussis serum, 
is concentrated counterattack against whooping 
cough. The source is blood from hyperimmunized 
human donors. Fractionation isolates the highly 
concentrated antibody-bearing protein, and makes 
it ready for instant use to prevent or treat pertussis. 


Measles, too, can be prevented or treated. IMMUNE 
SERUM GLOBULIN—CUTTER 
from the plasma of human venous blood. 

Reg. U.S. Patent 


CUTTER 


is fractionated 


CUTTER LABORATORIES, BERKELEY 10, CALIFORNIA e HUMAN BLOOD FRACTIONS 
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Volunteer Forum 


Conducted by Raymond P. Sloan 


VOLUNTEERS PERFORM 
a SOCIAL SERVICE 


By interpreting case work to 


the trustees and the public 


HERE may well be some profes- 
sional workers who prefer not to 
have to work with or under a lay com 
mittee or board, and perhaps for a 
there is not 
statt 


very good reason If 


mutual confidence between and 
committee, the relationship is strained, 
There are 


who resent the professional worker, 


false and sterile women 
feel that she has usurped the position 
of the volunteer, or taken authority out 
And there are profes- 


resent the lay 


of her hands 


sional workers who 


woman as an officious busybody who 
really doesn’t know what it is all 


about 


workers and the lay committee women 


If, however, the professional 
have mutual confidence in and respect 
for one another, the relationship can 
be a happy and fruitful one. I am 
convinced that an intelligent and well 
informed group of interested individ 
tals who are not on the staff of the 
hospital can be of enormous help to 
he social service department 

In the first place, social service case 


work is. stll 


trong enough or generally accepted 


young and is not yet 


that it can stand on its own feet 


Wherever it is well done it becomes 


n accepted part of hospital routine 
ic still 


needs informed and en 


husiastic supporters to interpret its 


ses 


DIFFICULT TO EXPLAIN 


The very nature of social service 


makes it difficult to explain 


for I 


I know 


tried to do it simply and 


ncretely and it One can 


not describe it by quoting statistics and 


have 


IS not easy 


tigures for it deals with emotions, with 


] j 


personality traits, and with individ 


| reactions. When a soci 


ousekeeper 


il worker 
is only to help obtain 


roa visiting nurse, or arrange trans 


portation to a clinic, or procure an 


irtificial limb, that is easy compared t 
the hours she must spend in trying to 
family to an 


help adjust acceptance 


trom a paper presented at the 


Hospita Asser 


MRS. CHARLES F. DARLINGTON 


Chariman, Social Service Committee 
Memorial Hospital Center 
New York City 


of one of its members who has just 
had a radical and perhaps disfiguring 
operation 

A patient is not simply a person 
sick in bed—he is a human being 
with a home, job, family, friends and 
with worries, hopes and fears. Some 
of these worries may be as real to him 
as the malady for which he is brought 
to the hospital. He brings all of these 
preoccupations and anxieties into the 
hospital with him. The medical so- 
cial worker, by learning to know these 
factors in his total picture, helps to 
broaden and deepen the doctors’ un- 
derstanding of the patient, thereby 
actually assisting in diagnosis and treat- 
ment. Just how much the social 
worker can do for the doctors and for 
the hospital, not to mention the pa 
tient, needs to be interpreted to trus- 
tees, if she is to be effective 

The board or committee 


makes policy and is the first and fore 


excculive 


most public to be considered by the 
professional staff. I think it is a great 
mistake for board or committee mem- 
bers to be regarded as simply money 
raisers. If they are kept in touch with 
the real work of the department and 
its problems, whether they are finan- 
cial or whether they involve a dispute 
with the admitting office, and if they 
are made cognizant of good case work 
standards, they can be the best pos- 
for social service 


sible interpreters 


They are in contact with the public 


that lives and works outside the hos 


pital walls. They can take ideas from 
the hospital out to that public, and 
bring ideas back into the hospital 
They can make departments aware of 


community, and 


unmet needs in the 
it is being aware of these unmet needs 
which vitality 
any institution. By 


members can learn of un- 


gives and growth to 
the same token, 


committee 


met needs in the community as seen 
in hospital clinics and wards and be 
in a position to do something about 
these needs. 

I once asked Dr. Rhoads, the direc- 
tor of Memorial Hospital, if he did 
not sometimes wish he had none of 
these earnest women running about 
the hospital and in and out of his of- 
fice with ideas and suggestions. To 
my real surprise, for I honestly thought 
that perhaps he just tolerated us, he 
replied: “I should say not. You do 
us an invaluable service. You keep 
us from stagnating. We need a con- 
stant flow of ideas from lay groups 
and committees. 

Now how can one practically in- 
terpret social service problems to trus- 
tees? Let me answer by describing 
the setup at Memorial Hospital Cen- 
ter in New York City which is the 
one I know best. A medical social 
service committee of 24 lay women 
guides our department which has 13 
case workers on its staff. Indeed it 
was because of the interest of «a few 
of these women that a social service 
department was first started at the 
hospital. I think that that is how 
many departments came into being 
originally. 


POLICIES FORMED BY COMMITTEE 

The professional director of our de- 
partment reports to the administra- 
tion of the hospital and in all prac- 
tical matters of hospital routine the 
social service department is just like 
any other. But the policies are formed 
in this committee of lay women Six 
years ago sev eral members of the com- 
mittee decided that we were not doing 
good case work in our department and 
they set about to investigate practices 
in other hospitals. In all of this they 
found the information available at the 
United Hospital Fund most helpful 
As a result of their research and their 
interest, the whole program was 
changed at Memorial and brought up 
to standard and it is now accepted as 
one of the best in the city 

Our committee at Memorial 
certain very real financial responsibil- 
ities for the department. When the 
need came for ircreasing the staff to 
the demand for medical social 


has 


meet 
service following our reorganization, 
it was the lay committee which decid- 
ed to expand and undertook to raise 
the necessary funds for higher or ex- 
tra salaries. It guides policies and is 
kept informed on case work itself 
This is done by having several cases 


The MODERN HOSPITAL 








vee oF les 
We twng | “? 


_-PURPOSE LABORA 


NEEDS T 


It is built to 
mositure 


Monel’s cor rosion 
pre tection. 
straight through. 


“surface 

resistance goes 
nothing to peel off oT 
permanen ! 


and tou 


abrasive 
attractive, sé 


IZER COMPAN 
yment and utensil 


g sterilizers, mi 


last. built to stand up agail 
and the corre 


resistance is 


© BE PAMPERED: 


ist heat, steam and 
sive mé dia found in ste! ilizer rooms. 
a jot more than simply 
Monel is solid metal; its corrosion 
There's nothing to chip, 
wear away: Monel’s good looks aré 

Monel is also 
1 staining, it’s 
plain 
use 


structural steel, 
.orrosion ant 

- clean and pright. 

Even if you 


need. 1 
away Monel’s 


n't rub 


y, ERIE, PA., produces of Monel 
sterilizers 1" addition to pressu! i 


ik formula sterilizers, water sterilizers 


Mc 


SELF-CONTAINED PORTABLE UNIT 
for OFFICE, LABORATORY or CLINIC 


This A P 

This ¢ merican all-purpose 
1S desi anna 
pact, single 
cisely 
25 minutes. 


The “JUNIOR” is fully 
pensating. One valve 


of two full trays of 


com lete Ci be ) ) ¢ 
I e unl in be m«¢ ved from room to I 

} ym 
itse lf taken from the stand 


desired, or the auto¢ lave 


ind set on any t ible or counter 


CLEAN PACKS 

R NW RESISTANCE 
AMORTIZATION cost 
TENANCE cost 


Other features int lude: 
mometer. Automatic all 
waste connection. And of cours 

\ se, 


FROM RUST 
DEZINCIFICATION sure chamber, inner liner 


FRZEDOM FRO 
proved PERFORMANCE 


automatk 
eer eon regulates all operations 

angular chamber permi 2: 
instruments at one 


ened to meet every rt pee ae eormeot 
y re rement wher 
ress » etes 7 H . 

ee ee steam sterilizer 1s needed. Pre- 
es instruments and supplies 1n about 


a com- 


and self-com- 
The 


ts sterilization 


The 


time. 


as 


Accurate dial 

; i al type er- 
discharge. ating 
Monel 
and both ins 


No piping or 
for pres- 


trument trays! 


i For full information about Monel-equi ed sterilizer model 
qu'pPp els, 


write to 


' 
} AM 
ERICAN STERILIZER COMPANY @ ERIE, PENNSYLVANIA 


INTERNATIONAL NICKEL CO : 
Wall Street, New York 8, N.Y. SMPANY, ING, 


» Fa 
No. 3, September 1949 








discussed by members of the staff at 


each monthly meeting. It has taken 
us a long time to educate ourselves to 
n understanding of just what medical 
is, but it 

We 


realizes that social service, 


social case work has been 


worth the effort now have a 


group that 
sense of the term, ts not 


that it takes trained 


in the real 
just doing Ror rd 
professional personnel to do effective 
case work and that our job is to get 
good professional workers and then 


support them 


WORK AS A TEAM 
We have 


t the commiurtee 


igenda for each meeting 


which have been 
carefully prepared by our social service 
and me. I must emphasize 
Memorial the director of the 


fepartment and I work as a team. We 


lirector 


that at 


other s 


can do 


have mutual respect for each 


bilities and that is why we 


this At our monthly 
} bud 


GisCuss eas 


meetings we 
ts, ways of raising funds 
lirector, re 


have a report 


view several case ind otren have 
speakers from other departments of the 
hospital. Whenever we have a particu 


1 


larly 


some Statistics 

in spite ot 

we can produce 

tics when we have a mind to) we 
at this material gets to the peo 

ple in the hospital who might be in 


profit by it. We 
small 


ic or 
id from time to time a 
made up of members of the 
committee and medical board tor 
surpose of finding out just how 
lepartment can best serve a 
linic or research group. We 
annual report to board mem 
medical staff, and recently 
describing tne 


he social ce 


tl department 
Helping ¢ 


Patients 


Help Themselves” w 


fund 


raising experts 


informe 


and nursing sti 


well 


ition about what 
ird of managers 
tive group in 
chairman the 


commiuttec 


spital 


member, which is important 


vives me perspective on the social serv 


ce department and its place in the 


scheme of the institution. It 


ene 


92 


is also my duty to report on the social 
service from time to time 
These men do not want to hear only 


activities 


figures; they like to hear of cases and 
I try to summarize one or two illus- 
trating the work done in a particular 
clinic, or show how we are able to en 
hos 


a more rapid turnover in 


I make 


sure 


pital beds my reports brief, 


timely and specific I also have a 


subcommittee of the board of man 


agers that meets with our director and 
me several times a year when we dis 
cuss the problems of the department at 
greater length than is possible in a 
large board meeting 

It has been demonstrated in acute 
and chronic hospitals throughout the 
country that the inclusion of the med 
cal social worker in the professional 
team saves money unless the hospital 
is too small to support a specialized 
Each member of a professional 


1y 
lu 


staff 
team represents an investment in ec 


cation and training which makes the 
ise of his particular skill in his own 
field economical skill 
is wasted if he must handle problems 
field 


The common purpose of 


Some of his 


outside the where he is most 


competent 
the professional team in any hospital 


is to obtain for each patient the earli 


est possible diagnosis, the maximum 
benefits of treatment and as_ near! 


complete rehabilitation as possible. It 


is the responsibility of the medical 


social worker to eliminate or mint 


mize social problems which prevent 


the realization of this aim. And | 


that intelligent 


am convinced 
pretation of the medical social work 


er's role to boards is essential if this 


1 18 to be reached 


DEVELOPMENT OF HOME 
CARE PROGRAMS 


The problem of long-term or chron 


illness has been getting bigger and 


and costlier each year until 


il authorities in cities and states 
have despaired There just are not 
enough beds or enough money t 
build 


people are 


more buildings and beds, yet 


living longer—and what is 
I The 


the end to be 
rram is the first ray of hope in a hope 


home care pro 
less situation 

Patients and cus 
their 
build 


that 


odial stage y { { lave 
problems complet solved by 
ing more hospital beds even if 
were possible As long as patients in 
stages remain 


ire not functioning as individuals, or 


these in hospitals they 


s members of a group. They are a 


dead weight on society and on them- 


selves. It was to Conserve existing 
hospital beds and to preserve the func- 
tioning capacity of patients in the 
chronic phase of long-term illness that 
the Montefiore Department of Home 
Care was set up in January 1947 and 
financed by a grant from the New 
York City Cancer Committee 

The program recognized at the out- 
set the value to the patient and his 
family of normal family 


living despite the limitations imposed 


preserving 


by the patient's illness so that it was 
as much a social program as a medical 
one. It was planned with the purpose 
of bringing the facilities of hospital 
care into the home, which meant doc- 
tors, nurses and housekeepers in addi- 


tion to social service. 


PHYSICIAN SERVES FULL TIME 


It was set up under a full-time staff 
physician at the hospital who was di- 
rectly responsible to the director of 
Two social workers were 
assigned to the program. They as- 
sumed the responsibility in four major 


the hospital 


areas 
the patient and family for hospital 


case selection, preparation of 


discharge, actual arrangement for the 
patient's leaving the hospital, and so- 
cial service in the home. I cannot 
say strongly enough that in any suc- 
cessful home care program the social 
service worker's role must be given 
If well qualified so- 


are not provided, the 


mple support 
cial 


whole program will be jeopardized. 


workers 


The eligibility of the patient for 
home care depends primarily on his 
medical readiness to leave the hospital. 
This means that the doctor on his case 
is ready to have him transferred and 
that he has had all the treatment that 
can be given only in the hospital 
Once the medical eligibility has been 
determined, his social situation must 
be examined in terms of the physical 
setup of his home and the mental and 
emotional attitudes of the patient and 
his family. This kind of evaluation 
is always important in the discharge 
of a patient—but it becomes essential 
when a medical program in the home, 
sponsored by the hospital, is involved 
The physical setup of the home is 
looked into by the social worker and, 
of course, she looks for those things 
which are necessary for the welfare 
of the patient although these may well 
be limited to water, heat and light 
More important than the physical 
examina 


trappings, however, is the 


tion of the family relationships. Is 
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you can 6€ SURE.. iF its 
Westinghou 


If this were 
your treatment room— 


you would have no problem concerning x-ray spare 

parts. 

The more practical Westinghouse solution to the 
problem is to spot spare parts at strategic locations 
all over the United States. It is the most complete 
x-ray parts warehouse network in the industry. 

Other aspects of the many-sided Westinghouse 
x-ray service program include: 

1. Westinghouse Maintenance and Repair Shops 
located in 36 cities throughout the nation. 
24-hour-a-day, 7-day-a-week service for emer- 
gencies. 

The most complete parts identification system in 

the industry, to speed replacement ordering. 

A preventive maintenance service for periodically 

inspecting, adjusting, testing, and cleaning your 


equipment. Visits scheduled at your convenience. 
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For full details concerning the complete 
Westinghouse x-ray line and service, call your 
local Westinghouse X-Ray Specialist or write 
Westinghouse Electric Corporation, P.O. Box 868, 
Pittsburgh 30, Penna. J-08209 


Westinghouse X-Ray Service Across the Nation. 
Service Centers—Maintenance and Repair Shops. 





amily able to bear up th weeks or just a few days. But because 


ot long-term i of her close contact with the patient 


motional impact 
Will it be able to st family during the 
} 


person in the house with Il th preparation and 
feel free to call upon her in any situa 


and having and case selection, 


actual transfer, they 


SICK 


inds and odors and the 


sights, s 


timate knowleds pain tion which might be detrimental to 


mu hen discuss tl iruath it the welfare of the patient 
All the time the patient is on home 
trom 


are he is visited by a doctor 


the hospital. Transfusions, injections 
home nd many other medical procedures are 
resentfully he wil t brought to his home so that he does 
feel 
or pushed aside by the 
The 
taking him home how mney plan service are on 

him, and must decide Regular 


which all the people concerned with 


patient for home care. She not that he has been forgotten 


then talk with the members of medical per 


mily to see what their response sonnel doctors on home care 


24 hour call 


conferences are held in 


cost of the the home care program are brought 
is been done together to discuss individual cases 


procedures and suggestions for im 


provement. These include the physi 


cians on home care, social service, hos 


pital administration, nursing staff and 


= , members of the visiting nurse service 
s ep is . 

opt dlentaina From the patient's point of view it 
period ot 


be a new life—or a 


reentry into the family circle 


case of the 45 year old 
Montefiore 


There is the 


mother who had been in 


some decisions 


home WI! 


home 


several years, completely bed-ridden 


will he wear 
Whom do 


help his wite 


———. 
At long last she was put on home care 


’ \trer few weeks at home she ex 


When the patient 


been prepared mental 


the desire to get up in a wheel 
This was managed 


ling 


pressed 
and before 
S spen most of the 
kitchen 


making a few ad 


chair, and in her 
that by 
istments she could 


wash the dishes 


then some of the hot 


prepare 


ids which her family had always 


More an 


family 


more she took her 
life and 


to the hospital for 


while she 


and later died, she 


fairly 


iw10n 


A, 
normal liv 


months of 


members of her family 


by the experience of 


midst before she 


New York 


an which was 

€ pattern Dut 
ind with the sers 
} 


ysician and one social 
lepartment of hospitals 
m in process 


} 


being forme hope to hear 


about within a few weeks 
have a formal 


Memorial 


modified home care program be 


cause, in contrast to the program of 


only a few years ago when many pa 
tients who had been diagnosed or 
operated upon were considered beyond 
further active treatment, it is now the 
policy of the hospital to keep as many 
patients as possible under medical 
after-care at Memorial for as long as 
social service 


possible. In terms of 


this that the medical social 


worker is now called in more frequent 


means 


ly to help arrange care in the patient's 
home so that he can remain there and 
tor his treatment 


come to Memorial 


PREPARES FAMILY FIRST 


As I explained in the Montefiore 
plan, the worker's first job is to pre 
pare the family psychologically to re 
ceive the and often to 


patient Rive 


much needed moral support. Then, in 
order to obtain necessary appliances 
and services for the patient, she co 
operates closely and continuously with 
community through 


many agencies 


which nursing care, financial aid, 


housekeeping and other help can be 


supplied. (Last year nearly 200 com- 
munity agencies were contacted by our 
social service department in behalf of 
the patients.) Since Memorial does 
not have facilities for sending the doc- 
tor to see the patient, the social work 
er often makes arrangements to bring 
the patient to the doctor. During the 
last year, social service arranged more 
than S000 one way trips for more than 
100 patients by motor corps and taxi 


The 


ensuring 


cab value of social service in 


this continuity of treatment 
for very ill patients has been clearly 
shown in one of our special clinics 


Here pa 


with ad- 


the “Special Breast Clinic 


tients are limited to those 


j 


vanced disease needing close medical 


Interruption of treatment 
has been almost completely eliminated 


treatment, 


supervision 
because, at the outset of 


one of our medical social workers 1s 
included in the professional team. She 
the social situation 


take 


obstacles to con 


to evaluate 
i 


ana 0 


is able 
at the start immediate 
ottset any 


Also, because of her 


action to 
tinuing treatment 
closely knit teamwork with the doctor 
and nurse, she is constantly aware of 
the entire medical and nursing picture 


setting 


throughout treatment In a 
like this her work with the 


effective 


patient Is 


obviously much more than 


t would be if she were called in only 
in cases where social and emozional 
problems had already delayed or pre 
vented treatment 
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FOR YOUR STAFF 
TO SERVE 
MORE 


PATIENTS © 


MOTOR-ELEVATED 
TABLES 


The Ritter Multi-Purpose Table, Model A, Type 1, 
adjusts effortlessly, raises or lowers with slight 
toe pressure on convenient pedal. Head, back, seat 
or leg sections easily adjusted to any position from 
full horizontal to chair. 

Doctors save time and effort. Patients enjoy the 
air foam rubber comfort. Rotates 180°. Range of 
elevations, 23” to 41” or 27” to 45”, from table 
top to floor. 

The Ritter Multi-Purpose Table, Model A, Type 
2, is ideal for proctological work. A special knee 


quirement 
# 
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section on the leg section’ enables doctors to 
quickly and comfortably position patients. Perfect 
balance is assured by a spegial offset mounting. 
Adjustable from 31” to 49” frpm table top to floor, 
this table tilts approximately, 55°. Other features 
which save time and effort #re the same as the 
Model A, Type 1. ; 

Now is the time to choofe the Ritter Tables 
which can best help the docors on your staff to 
serve more patients. Ask your} surgical dealer for a 
demonstration or write us for sdescriptive literature. 


INCORPORATED 
RITTER PARK, ROCHESTER 3, 


N.Y. 





Medicine and Pharmacy 


On the FULL-TIME PRINCIPLE in Hospitals 


B bees full-time principle for top 
ranking physicians in hospitals is 
he answer to many of our prayers 
seems a pity, yet this principle has 

The chiet 


reason tor this is that we are still prac 


only had a limited vogue 


ticing unsound hospital economics, 


most of those who have had it under 


having thought of tt in 
taking 


consideration 
terms of financial loss without 
nto account a number of signif 
hos 
full 


the fingers-of both 


cant gains 1 can count the 


ils which hi rried out the 
them, without ex 
umong the best of 


They have won, 


NOSpitals 


t 


relatively small investment, 


ntangible asset which have 
know 

andsome 

minimum 

these hospitals, 

desirable by 

lucation and 


rt 


Will find the 


t Irar 
S§ Consulta 


expressl nh ¢ 


yractices Wit! 
cannot hope to 
riches in money 
science Lx 
devote to young 


ians who look p 


E. M. BLUESTONE, M.D. 


Director 
Montefiore Hospital 
New York City 


to them for inspiration, and to social 
workers who seek them out eagerly 
for help in completing the clinical 
picture by bringing hidden factors into 
views 

members of the at- 
tending staff are badly 
for their jobs. 


The voluntary 
conditioned 
Most 
impressit mn 


psychologically 


of them labor under the 


that they give something tor noth 


ing. Many of them make no finan- 


cial contribution to the charity chest 


of the community because they feel 
that they are doing enough in the form 
gift in kind to 
Others are conscious of 


and 


of free service as a 


the hospital 


this handicap of voluntariness 


sigh tor the day when they will be 


paid a good wage for full-time serv 


ice which will lift an economic pres 


sure from their shoulders and leave 


them free to live like the scientists 


which they had been trained to be 


The standardizing bodies insist on 
conferences and more conferences, and 
when men of sci 


they Ih it better 


ence scourge themselves for their 
clinical fail in the 
The 


the sick require no less, 


presence ot 


suffering and 


discomfort 


but someone must pay tor the time 


it takes to see these confzrences 
through 


that 


profitably and completely 
the physician com 


Otherwise feels 


pelled to feather his nest, and he does 


this by collecting from private pa- 


tients who thereby inherit most of 


his valuable Few physicians 


will concede that prestige and prac 


time 


tical experience are adequate payment 
for voluntary service in hospitals. Yet, 
is a sheer matter of survival, all of 
them collect these precious intangibles 
them to their pri 


nd use improve 


Can the hospital keep 
taith patients while 
paying its kind of 
coin? After all is said and done, the 
ward patient, though financially em- 
barrassed, pays such hospital bills in 
other and less desirable ways 


vate incomes 


with its ward 


doctors in this 


Look at your patients’ charts on the 
wards or in the record room and you 
scientific ac- 


will see some of 


tivities in this mirror of hospital serv- 


your 


ice. Show me your charts and I'll tell 
you what kind of hospital you have 
Like the consultation index, the pa- 
tient’s chart is a revealing measuring 
rod. Does the volunteer physician 
have the time to devote to this phase 
of medical science? The patient's rec- 
ord should be a masterpiece of logic, 
which can be joined with the next 
record of its kind to yield valuable 
conclusions. You can readily tell the 
hospital practicing the full-time prin- 
ciple from the one practicing the vol 
untary principle by an examination 
The full-time phy- 
likely to be tena- 
cious and unhurried in such matters, 
trying 


with 
voluntary physician 


of medical charts 
sician is far more 


and more patient situa- 


tions, than the 
with his sporadic visits, made mostly 
in response to urgent calls, can pos- 
sibly be. That the full-time principle 
can be a tonic to the hospital execu 
It stimu 


tive without 


lates the creation of new ideas every 


goes Saying 
minute of the day and cures the un 
wholesome psychology of him who 
fears to look a gift horse in the mouth 


HOW ABOUT POSTOPERATIVE CARE? 

We are all grateful for the opera- 
tive skill of surgeons in hospitals, but 
how about the postoperative Care, 
which must naturally be on a very 
personal basis? Can such care possibly 
be as direct, as patient, and as sym- 
pathetic to the sick poor in the wards 
when the doctor volunteers his serv- 
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To get it in Black and White / MEDIA BY MALLINCKRODT 


The modern concept in roentgenologic diagnoses would not be possible without 
dependable contrast media. 


Mallinckrodt research and manufacture always have had as their objective the ability 
to offer to the profession contrast media which will increase the scope of roent- 
genology and provide a still wider range of accurate scientific diagnosis. 


MALLINCKRODT 


Hippuran* N.W.R. (sodium orthoiodohip- 


iso-lodeikon* (phentetiothalein sodium 
purate) is a relatively nonirritating and 


W.N.R.) permits examination of the 








gallbladder and mensuration of hepatic =f 2 rontoxic medium for pyelography, cysto- 
function with a single injection of the dye. fl : / graphy and urography. 





lodeikon* (iodophthalein sodium U.S.P. XIII) 
for cholecystography. This medium was 
proposed by Dr. E. A. Graham and his 
associates and introduced by Mallinckrodt. lg : ‘ ; 
| ; Hippuran* Sterile Solution N.N.R. (12 gm. 
7 of Hippuran dissolved in 25 cc. of distilled 
water.) References in the literature en- 
compassing indications, technic and con- 
traindications will be sent on request. 











MALLINCKRODT 
CONTRAST 

MEDIA 

Literature and information 


Barium Sulfate (U.S. P. XIII) is made by at your request. 


an exclusive Mallinckrodt process which 

gives utmost smoothness, excellent 

suspension and freedom from foreign sub- Trade Marks Reg. U.S. Pat. Off. 
stances. Hippuran U.S. Pat. No. 2,135,474 


MALLINCKRODT [= CHEMICAL WORKS 


82 YEARS OF SERVICE TO CHEMICAL USERS NS WN UNIFORM DEPENDABLE PURITY 


MALLINCKRODT STREET, ST. LOUIS 7, MO. 72 GOLD STREET, NEW YORK 8, N.Y. 


CHICAGO «= CINCINNATI . CLEVELAND ° LOS ANGELES ° MONTREAL ° PHILADELPHIA ° SAN FRANCISCO 
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ices as it is when he is on full time? 


Under which of these two circum 


stances can he better serve the patient 


time, the younger 


and, at the same 


generation that is trying to learn from 


him? The right to prescribe involves 


physician in the obligation to fol 
routine, dis- 


transferred 


matter of 


low up. As 


charged ward patients are 
to the ‘jurisdiction of the outpatient 
leparement mostly because the volun 


teer serves on a limited-time basis 


[he patients in this department are 


looked 


burden 


loes not 


exces 


too often upon as an 


with the result that the 
often see the 


Mucl 


of the 


physician ¢ 
of his ward care 
One 


irrangement 1s 


results 
t is done by 
its of 


reports 


deputy 
this that 
cures at medical SOC! 

meetings prematurely and, to a degree 
The may 


union, but much 


inscientifically wound heal 


by primary 


pathol 


ogy’ may be lurking below the sur 
face which requires skilled and patient 
probing because of its possibilities for 
tutcure harm 

CAN BE OF GREATER SERVICE 

full 


much 


There can be no doubt that 


time chiefs of division have a 


wider opportunity to know their hos 
pitals in detail and therefore to be 


of greater service to the management 


than volunteers can possibly be. In 


this wider, deeper and more detailed 


knowledge of the hospital they can 


their governing boards more 


wisely in advisory committees, and 


:' 
thoroughly in their daily activi 


more 
atever may be said about 
practice of medicine 
of earning a livelihood, an 
j 


it is undoubtedly good 


tor the f 


tnere 


S no competitor ill-time 


principle in positions of medical lead 


ership where men serve all economi 


he sick completely and con 
} 


regoar 
reparad 


without 
leration than the me 


rehabdilitation of 


ind social 
tient. Ne 


full-time principle can be 


man working under 


SUSPC 


of commercializing his service, for 


man has foresworn compat 


sucl 


tive luxury in favor of comfort, while 


serving the cause of medical philan 


thropy without the diverting influ 
ence of the individual fee. The dean 


of one of our best American schools 


recently that he cannot in 


terest his students in the 


remarked 
science if 
social medicine as long as the de luxe 


; ' 
limousines of their teachers are parke 


outside the school doors as object les 


sons, because every student knows 


with what they are purchased and 
how one comes by the wherewithal 
of overhead costs in 


aflice the 


The headache 


private practice does not 


his ofttice 1s in the 


been 


man, for 


and such 


full-time 
hospital worries have 
lifted 
with by those 
matters. His 
lifted 


free to 


trom his shoulders to be dealt 


who are skilled in such 


one concern has 


been from his mind and he is 
left 


medicine 


the science of 


as his better nature dictates 


practice 


It has been argued that the full-time 


physician must give up some of his 
independence when he becomes sub 
servient to his single trustee-employer, 
rather than to a group of patient 
employers who provide him with 

measure of safety through sheer num 
but, independence to do what? 


four 


bers 


To practice alone while the 
like dead men, tell no tales? 


will 


Ww ills, 


To charge whatever the traffic 


t as some do, while rebelling in 


pear 
wardly at the necessity of practicing 
rela 


full 


medicine that way? There are 


tively few distractions under the 


time principle 
\ study of priorities in the life of 
the volunteer hospital leader in his 


specialty yields a number of inter 


esting observations. Unsatisfactory at 
and especially in 


department, lack of 


educational duties 


tendance in wards, 


the outpatient 


time for research 


the practice of social medical 
principles and the principles of pre 
ventive medicine 


are due to the pull 


ot private practice where, in addition 


have to give as com 


man does not 


an account of himself as he does 
when full 


hospital. We do well in our hosp 


rlete 


he is under view in the 


tals considering such handicaps and 


such competition but we can do fat 


better, as a few noteworthy demon 


stration projects have proved. If the 


full-time leader 


laboratories require 
ship why not the wards? 
chiet ot 


less patient with organizational prob 


The volunteer division is 





lems, with essential and sometimes 
vital community work, and with other 
clinical and administrative department 
heads, and this is often proportionate 
to the distance which separates his 
office from his hospital or hospitals 
There is too much tendency for the 
tavor his 


volunteer to juniors in or 


der to invite custom and 
patronage which is at their disposal 
Please do not think that I am com 
plaining here about the commercial 


by-product of fee-splitting which af 


improve 


tlicts the lowest types in an otherwise 
noble There are, in ef 


fect, subconscious substitutes for the 


prote ssion 


passage of money outright from senior 
to junior and these should be on our 
conscious minds. There are subtle re 
wards for patronage in the form of 
appoinunents and promotions which 
we must not overlook when we plan 
the best qualified, the most disinter 
ested and the cleanest service for our 


patients 


ATTRACT MORE STUDENTS 


Let it not be said that full-time 
chiefs of division deprive any num 
ber of volunteer staff men of work in 
the hospital on the theory that full 
time men cover more ground and 
leave less work for volunteers to do 


full-time leaders at 


On the contrary 


tract more men who are eager to 


serve, to learn, to teach and to inves 
tigate under the best possible medical 
who serve 


auspices, under teachers 


their students as they did in college 


days 

Completely successful volunteer serv 
ice is exceptional and mostly of a 
routine nature. The good things in 
hospital life require the prescription 
known as “tincture of time” and any 
practicing physician will tell you that 
time is money Public health is 
purchasable within reasonable limits 
and it is worth the price 

The house staff, consisting of resi 
lents, interns and externs, must lean 


heavily on its seniors. In any other 


return for pin 


case its SeTVice in 
and maintenance, would be a 
The hospital 


physicians 


money 
palpable exploitation 


teach these young 


must 
good habits and this cannot be done 


more effectively than by the full-time 


principle, where the chief of division 


keeps open house for these men and 
serves them a full loaf half 
a loaf, or only crumbs, for their edu- 
that few 


and not 


cational true 


repast. It ts 
the moment for 


This is be 


men are available at 


such full-time leadership 
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OF PENICILLIN SR 


S = soluble 
R = repository 


Two forms of penicillin combined to 


give the inherent advantages of both 


N  S-R ALSO MEANS s PEEDY p ISE 


of blood penicillin level — twenty times higher than procaine penicillin 


in oil— within a half hour or less. 


N MEANS s USTAINED R ESPONSE 


to a 1 ce. intramuscular injection — prolonged effective levels 


for 24 hours or longer. 


MEANS s LOW AND p APID 


absorption from the Parke-Davis combination of procaine penicillin (controlled crystal 


size), 300,000 units, and buffered soluble penicillin, 100,000 units. 


MEANS s IMPLIFIED R OUTINE 


in penicillin therapy — no oil, wax or suspending agents to 
impede injection and clog syringe and needle. Prepared with aqueous diluent, 


PENICILLIN S-R needs no vigorous shaking and flows freely 


‘ ’ 
is supplied in one-dose (400,000 units), five dose (2,000,000 units), and 

ten-dose (4,000,000 units) vials. When diluted according to directions, each cc. contains 
300,000 units of crystalline procaine penicillin-G and 100,000 units of buffered 
crystalline sodium penicillin-G. The one-dose vial is also available, if desired 


with an accompanying ampoule of Water for Injection, U.S. P 


c= 2s 
. v] 


~ 


4 , 


PARKE, DAVIS & COMPANY « 


DETROIT 32, MICHIGAN ys 
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cause few men have been trained in 
this tradition 
cated to its possibilities, but the sooner 

lead of the better unt 
versity hospitals, the sooner will this 


and sufficiently dedi 


we follow the 


shortage be relieved 


Although, as I have written, the 


trustees and the administrator of a 


hospital hesitate to look a gift horse 


in the mouth and accept what they 


can get at less expense to the hospi 


tal from volunteer chiefs of division, 


there are times when discipline must 
prevail and it is during such trying 


times that this hesitation is intensi 
fied. Each 


troversy 1s 


side to any possible con 
conscious of its strength 
and of its weakness and there 

often a tendency to accept 
tion without change. It is true that 
a volunteer chief of service must pro 
duce in order to maintain his post 
in the hospital, but productivity is a 
relative which takes on 


term new 


meaning under the full-time principle 


MUST STICK TO PROBLEM 


scientific and humanitarian vigi 


lance, which is such an important in 
lite, 


ettectively unc 


can be 


ler 


gredient of hospital 


exercised tar more 


the full-time principle It is not 


enough for the distant doctor to be 


on call” outside of rounds. The pa 


tient must not be required to seek 


him out by exhibiting agonizing signs 
The doctor 


ind symptoms must not 


wait to be called, in violation of the 


best that we are taught in preventive 


medicine. He must stick to his scien 
tific problem tenaciously until it is 
solved or every effort is exhausted in 


lair 
S solution 


We are living in a new medical age 
as a result of the conquest of the in 
fections and a few other gifts con 
ferred on us largely by men working 
full time in the clinic and in the lab 
oratory. As a result, we can look for 
ward to more years of life than ever 
More problems in prolonged 


need for 


before 
illness confront us with the 
high concentration of effort, and medi- 
cine is a more challenging discipline 
man will admit who thinks 


to ad- 


than the 


that anyone who knows how 


minister penicillin these days can 


practice medicine. The specialist work- 
group 
trends 


medical 
The 
are toward the practice of group medi- 


preventive medicine 


ing outside of the 


works at a disadvantage 


cine social medi- 


cine and psychosomatic medicine and 


these require completeness, compre- 


hensiveness and continuity. This means 


that we must purchase the doctor's 


time and not invite him, when he 


is in a position of medical leader 
ship, to provide this partial service as 


You 


a pay ing 


his gift to charity never saw 


1 doctor turn away chronic 


patient from his office as he does 


free 
Never 


the doctor 


patient 
obstacle between 


sick 


distance 


place an 


and a man and re 


member that is an obstacle 


{ doctor's office on hospital grounds 


gives him a tremendous advantage, 


in his nearness to his hospital class 


rooms and laboratories, which his pa 


tient shares. Nor do the hospital ex- 


ecutive and his board remain outside 


these benefits. Problems in construc 


tion and equipment are discussed with 


less wear on the nervous system, in 


better detail, and with closer atten 
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your free copy by writing to The Mopern Hospitar 


at 919 North Michigan Avenue, Chicago 11, Illinois 











tion when the doctor is at hand and 
must lose no time in travel or other 
distractions. Full time not only in 
volves the establishment of an office 
on hospital premises, but goes farther 
and keeps the chief of division on 
hand throughout the day. Under this 
plan the doctor is also to be found 
in the medical library of the hospital 
where he enjoys a reasonable propor 
tion of his full time 

In Montefiore Hospital, New York 
City, an affiliated hospital of Colum 
bia University, where every chief of 
division serves on a full-time 
and holds academic 
lute cost of the full-time principle is 


basis 
rank, the abso 
approximately 2 per cent of the total 
budget, this principle for the various 
laboratories having been accepted long 
ago. We look wards here 
as clinical laboratories which requirt 


ups m our 


the presence of full-time men quite 
as much as do the laboratories for the 
basic sciences. The resulting improve- 
ment in quality of service raises per 
capita costs somewhat farther but, on 
the other hand, there is a guid pri 
quo in the added income from private 
laboratory services to 


clinical and 


most, if not all, of this cost 


ottset 
In the long run, money is the cheapest 
kind of payment for good hospital 
service, and the most productive, as 
full- 


care 


suming that the incumbents of 


tume have been selected 


fully. 


pe STS 


NO QUESTION OF FEE 

Physical therapy, occupational ther 
apy, and rehabilitation in general are 
more readily administered and applied 
physician 


by prescription when the 


than if he serves on 


Such prescriptions 


serves full time 
a voluntary basis 
of treatment, like good medical social 
service, do not command good fees 
in private practice, but no question 
of a fee need disturb the physician 
under the full-time principle. As a 
result of good practices like these, the 
chief of division is held in higher 
esteem in medical society and in the 
and the hospital 
shares With a 
higher quality of division chiefs, pa 


as well as doctors will beat a 


medical literature 


in the achievement 


tients 
path to your door. 

That this is excellent public rela 
tions goes without saying. It is good 
ro have a high quality of constant 
care from physicians, with undivided 
loyalties, immediately available. It is 
on this kind of care that the reputa 


tion of a hospital should be won 
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ro" a completely new hospital or for remodeling an existing 
4 r 
one, the selection of sterilizing equipment is of vital con- 


sideration @ Scanlan-Morris sterilizers. comprising more than 





150 sizes and types, offer a most complete selection from which 
to meet any sterilizing requirement @ The Ohio Technical 
Planning Staff. through almost 50 vears experience in sterilizer 


OHIO CHEMICAL PRODUCTS design and construction is qualified to give you valuable 
Heidbrink Anesthesia Apparatus assistance and authentic guidance on sterilizer installation 
Ohio-Heidbrink Oxygen Therapy : 

Apparatus @ Kreiselman Resus- such as recessed batteries and central supply department 
citators @ Scanlan-Morris Steri- 
lizers @ Ohio Scanlan Surgical storage and warming cabinets @ To aid you in meeting your 
Tables @ Operay Surgical Lights saa Pg * : 
Soastne Scales’ Satine’ } Steril sterilizer needs, we have recently published a 50-page catalog, 
g Surgical ‘ f : 
Brite Furniture @ Recessed Cabi- 
nets @ U. S. Distributor of Stille detailed information, call our nearest branch sales office. 
Instruments. 


OHIO MEDICAL GASES 


Oxygen @ Nitrous Oxid 

Cyclopropane @ Carbon e 

Dioxide Ethylene @ Helium [ip ¢ 

and mixtures @ Also Lab- of 


oratory Gases and Ethyl | 
! 


installations with complementary Scanlan-Morris recessed 


“Scanlan-Morris Sterilizers.” mailed on request. For immediate 


Chloride. 

THE OHIO CHEMICAL & MFG. CO. 1100 East Washington Avenue, Madison 10, 

Wisconsin @ Branch offices in principal cities @ Represented in Canada by Ohio 

Chemical Canada Limited, Montreal and Toronto, and internationally by Airco Corporation 
(International), New York 18. 
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ALL'S QUIET IN 
THE MEDICINE ROOM 


BETTY BORCHARDT, R.N. 


Supervisor of Medica! Floors 
Huntington Memorial Hospital, Pasadena, Calif 


~ 


Above: Selecting medications is easy with the new board. 
Below: A student learns the right way to pour medicine. 


ELEPHONES rang. Doctors and large enough to indicate pertinent 1 hook —and then goes back to the 
visitors walked up and asked ques- formation. These cards kept i 9 a.m. hook ready for the next day 

tions. Other nurses pushed by to get to a small box with about This general plan was borrowed 
the charting desk. In the midst of the sequences, and it med from Methodist Hospital in Indi 
all this was our small medicine cabi- quire almost continuous handling 1 anapolis; however, we have added a 
net—and the medicine nurse was sort them for use few other hooks for special things, 
finding it next to impossible to con The committee dec such as I.V. medications, and the cards 


ded ¢ recom 
centrate upon dl cedure of medi mend new white cards | by 2 inches for the patients who have special 
for specific nurses 


1 administration in SiZ¢e which pr vide 
Upon completion of the study, the 


cation, preparation and 
At this time we were asked nformation as to room number, pa 
stitute the patient method of nursi tients name, medication, dosage committee submitted its plan to the 
care in place of the traditional fut idministration time. The cards faculty and head nurses for discussion 
tional system which was then punched at the top and then at and approval. It was unanimously 
At the request of the d tor of 1 ing on hooks whicl 
its recommendations to the administra- 


committee i ct up in th ill t d about and 
th tuation and he board uinted pa lack tor, Alden B. Mills, for approval 

recommendations f mpt nd pat “ rT which was promptly given 
t 1 along the lengt it We now have a quiet medicine 


ment | 
First we looked p th han , from t ; room which is large enough to hold 


are screwed on agreed upon that this committee send 


2 medicine cupboa ll our medicines, including those 
teet was just enough space needing refrigeration, and a medicine 
to keep the medicines for board and card system which has 

been extremely helpful in the suc 


cessful introduction of the patient 


patients. There 
I 


the nurses’ st: 
thod of assigning nursing care. We 


luced 


storage purposes 
hat these changes have produced 


fairly 1aree cupboard 
Cl phx i 
a smal 
room 
ind bustle « 
enough 


new 


Planning tor 
of assignment of nursing 
for revision of tl 


We used blank 


cards with different 


e medi 


) 
rem 
litterent hour sequences 

red cards were s small 


frequently go 





Protective covering... 


Gelusil* Antacid Adsorbent, an especially prepared, 
nonreactive aluminum hydroxide gel, 
protects the inflamed or ulcerated areas 
of the gastric mucosa against injury 
by the acid gastric juice. Unlike most aluminum 
hydroxide preparations, Gelusil* Antacid Adsorbent 


; eerie 
Is nonconstipating. 


Gelusil’ ‘Warner’ 


Antacid Adsorbent 


provides rapid and sustained relief of gastric 

hyperacidity and is particularly effective as an 

a. adjuvant in the medical management of gastric 
Gelusil or duodenal ulcer. 





Antacid is available as a pleasant-tasting liquid or tablet. 


Adsorbent Liquid —6 and 12 fluidounces. 


Tablets, individually wrapped in cellophane— 
boxes of 50 and 100 tablets. Also bottles of 1000. 


*Possien, A. X., and Victor, A. W.: The Influence of An Antacid on Evacua- 
tion of the Bowels and the Fecal Column, Am. J. Dig. Dis., 14:226, July, 1947. 


William R. Warner & Co., Inc. 
New York St. Louis 


*T. M. Reg. U. S. Pat. Off. 
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A FORMULARY 


W! CANNOT escape the fact that 
hospitals are in business. We 
resell them to the 


buy services and 


patient; this is especially true in the 


nursing, laboratory and x-ray depart 


ments. In the pharmacy department 


we buy commodities as well as services 


and here we must consider business 


methods more than we do in other 


sale Ss ( 


departments. In pricing our 
the patient, we should consider several 
Our 


mate those of commercial pharmacies 


factors prices should approxi 


for we should not undersell taxpaying 
business; neither should we overcharge 
the patient for he has little or no 
choice in selecting his distributor while 
The pharmacy of 
| 


sual 


he is hospitalized 
the hospital cannot employ the 
expedients of commercial institutions 
to increase volume, and therefore prof 
its, but must rely on economy measures 
1 otfered by the 


Technics and services 


department must be simplified and 


standardized. A most important econ 


measure is the reduction of the 

This 
hin reasonable limits s« 
from 


omy 
must 


nventory 


patient will not sutter 


lack of needed pharmaceuticals 


WHAT TURNOVER WILL DO 


One of the best methods of reducing 
the inventory and still rendering good 
pharmaceutical service is to adop 
formulary. When we have a formu 
fo as much business 
sometimes evel 
nventory as we 
one because of 


stock To 


will accomplish, let 


show wl 


ing illustration t 


that the cost of merch: 
resents from 65 t 

sales. So if the pharmacy sells $100,000 
worth of commodities per 
cost of the merchandise, using 
per cent estimate, 1s $70,000 
had tw 


divide the $70,000 by two an 


turnovers per year ye 
cost of merchandise would be $35,000 
If you had five turnovers of stock per 


vear the cost would be $70,000 divided 


104 


HANS S. HANSEN 
Administrator 
Grant Hospital! 

Chicago 


turnover will 


Each 


amount of 


$14,000 
merchandise 
) produce the same volume of 
Dusiness 


To understand how a formulary will 


iid in the reduction of the inventory 


one should understand the background 
of the distribution of pharmaceuticals 
\s the various pharmaceutical manu 
facturers develop their new products 


ey send their representatives to the 


medical profession to acquaint it 


with the therapeutic application and 


value of such products. If one manu 


facturer presents new antihistamine 


gent will not be long before the 


others will present their particular ver 


sion of the product. Soon the physi 


in will have number of 


goodly 


hese from which to choose. For the 


most part, none has any demonstrable 
iny of the others and 
] 


over 


before long the hospital pharmacy wil 


ve stock fe five or more ant 


istamine agents of different manufa 


re. The same will be true of liver 


sulfonamides 
it of 


preparati ns vitamins 


ntibiotics and the whole gam 


aceuticals 
us now illustrate what takes 


without the benefit of a formu 
imin B Complex Brand 
1 item which, we 
per bortle of 1000 


will dispense 
ive been di 

:' 
ensed. During the year we will dis 


pense 10 bottles, returning $200 t 
the pharmacy on an investment of $10 
Now medical staft 
believes Vitamin B 


best 


member of the 
that he must have 
Brand 


ts with his therapy. So he pre 


Complex Y to get the 


resul 
scribes this brand and the pharmacy 
must stock this new brand to meet his 
requirements Using the same figures 
s before we have $20 invested instead 
but do we 


of $10 dispense any more 


HAS ECONOMIC VALUE 


Vitamin B Complex because we now 
No, 


require ments are 


have two brands? because our 


patient the same as 
before. So we will dispense some of 
these two brands to total 10 


We have $20 invested return- 


each of 
bortles 
ing $200, and for every additional 
brand we increase our investment and 
hower our turnover 

Before we demonstrate how the in 
troduction and use of a hospital formu- 
minimum such 


lary will reduce to a 


duplication, we should have a clear 


understanding of it. First, and most 
important for the successful applica 
tion of the formulary, it must be the 
work of the medical staff through the 
ettorts of its therapeutic or pharmacy 
committee. The pharmacist, as secre 


this committee, should do a 


job of explaining to the 


tary of 

tk orough 
members of the staff that the adoption 
an attempt to 
limit or prescribe their therapy. They 
should understand that it is hoped by 


of a formulary ts not 


the use of a formulary to reduce the 


tems carried in the pharmacy inven 


tory by eliminating duplication of 
preparations of the 
same basic drug. The staft 
should be told that it will be the final 
judge of what is to be included in the 

items to be added in 


as those to be de 


pharmaceutical 
medical 


formulary, 7. 
the future as well 


lered from time to time 


COMMITTEE REVIEWS REQUEST 

We 
lary has been completed and adopted 
To use our pre 
vious illustration Vitamin B 
Complex, Brand X has been included 
n the formulary Now 
member who wishes to use Vitamin B 
Complex Brand Y. He must now sub 
therapeutic 


will now assume that a formu 
by the medical stafi 


with 


comes a staff 


mit his request to the 
committee, setting forth the various 
If on review 
the committee finds that Vitamin B 
Complex Brand Y has no therapeutic 


or other advantages over Brand X al- 


reasons for his request 


ready listed in the formulary, the staff 
member's request will be denied If, 
on the other hand, Brand Y does offer 
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You have the 


you need 





one 


in your x-ray department 


with this 


GA UWOCLLYYUC 
PULE of THHWHEE, _ SPEED you need is yours when film, screens, 


and chemicals bear the Kodak label. Then, be- 
cause these products are made to work together, 
the radiographer is assured the utmost in speed 
in every step, from initial exposure to final proc- 
essing ... the maximum in over-all results. 


KODAK PRODUCTS FOR RADIOGRAPHY 


Blue Brand and No-Screen Medical X-ray Films Photoflure 


Films for photoradiography Periapical and Occlusal Dental 

X-ray Films Fine-Grain, High-Definition, and Ultra-Speed 

Use X-ray Intensifving Screens Exposure Holders Safelight 
I 


KODAK FILM— Lamps and Filters Identification Printer Processing 
BLUE BRAND Hangers Liquid and Powder X-ray Developers, Fixers, ar 
Repler ishers Electr Chemical Mixer Thermometer 


Film Corner Cutter n ators 


/ 
Z Expose with 
KODAK SCREENS— 


three types 





3 Process with 


KODAK CHEMICALS— 


liquid or powder 


’ 


Kodak 
Ray Fiat 


“Kodok" is a trade-mark 
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some therapeutic or other advantages, 


the staff member's request may be 
granted 

If the medical staff is continuously 
made aware of the economic value of 
this measure it will cooperate. I won- 
der if we do not overlook the impor 
tance of taking the medical staff into 


consideration in all phases of hospital 


problems. Usually we only consider 


the staff when professional problems 
I am sure that we would receive 


{¢ 


arise. 


was mac 


its full 
aware of all the problems that aftect 


cooperation if it 


the hospital 
The formulary can be used success 


fully only when it ts controlled by the 


medical staff. But, in the final analysis 


Notes and Abstracts 


its success rests with the pharmacist 
He must spark the therapeutic com- 
mittee, call the meetings and prepare 
the requests submitted, assembling all 
the necessary facts and information on 
the various items to be considered. The 
committee must have regular stated 
formu 


meetings; it must not let the 


lary fall into disuse by default 


Prepared by the Committee on Pharmacy and Therapeutics 
University of Illinois College of Medicine, Chicago !2 





Adaptation to Stress: 


PITUITARY-ADRENAL MECHANISMS 


Historical 
[* 14, the distinguished physiol 


first elaborate 


gist, W. B. Cannon 


he Emergency Theory Cannon 


postulated that when an animal was 


expr sed to stress, suct iS 


or fear, a retlex discharge of 
adrenal medulla occurs with the « 


pouring of large quantities of epinep! 
blood strean | 


effected 


rine into the 
nephrine 
glucose 

increased 
blood pressure 
to vital organs 
animal for 

] 


asion man 


which prepared the 


flight as the oc led 


Cannon's time, little 
the physiology of 


the adrenal cortex except dl idrenal 


ectomized animals died 


was at least essential t 


the last 10 years have 


; 
been made in eluc role 


he adrenal cortex in relation to 


types of nonspecific stress 
to Causing a release of 
from che adrenal medulla 
as extremes of temperatu 
noxious drugs, hemorrhage 

ind psychic disturbances we 

cortical 1 scl 


to effect an adrenal 


with the release of many types 


steroids into the blood strean 


106 


1 
was known about 


he adjacent cells in 


idrenal 


o | Within 


Cytology and Cytochemistry 
Microscopic and chen 


on of t 


ment! .nimal 


noxious stress 


nformation 


lly 
trophies been demor 


hat the it Or pituitary secretes 


lrenocorticotrophin 


maintains the func 


glomerulosa ippe 


pen lentiy Oo 


1Ons 


Inject 
ot ACTH int 


produce marked } yper 
idrenal cortex which 





] 


nvolves primarily the zona fasciculata 


Chemically, the adrenal cortex ts 


ch in lipids (triglycerides and ster 


oids and ascorbic acid. Furthermore 
it has been shown that the cholesterol 
of the cortex 


Thus, in 


nd ascorbic content 


parallels the steroid content 
the hypertrophied gland, the 
ind cholesterol 


ascorbic 


concentration § 1s 


high, and conversely in the atrophied 


levels are low. It is there 


gland the 


fore possible chemically to estimate 


the functional activity of the adrenal 


cortex in experimental animals 


Adrenal Cortical Steroids 
CHEMISTRY 


As many as 26 steroids have been 


extracted from the adrenal cortex. It 


remains to be defined which of these 


ire naturally occurring and which owe 


configuration to the 


rigors ot 


the If 
tion procedures. Three 


he I 
id 


Ips of steroids 


rifica 


have been isolated 


the gland 


Group 1. Steroids without an oxy 


the C-1] position, ¢ 
DOCA 


mn atom on 
lesoxycorticosterone -desoxy 
corticosterone acetate 
Steroids wit 
C-11 


compound E, et 


Group an oxygen 
tom on the position, ¢ corti 


costerone 
Group 3. Steroids related to the sex 


hormones, ¢ androgens, estrogens 


nd progesterone 
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This new booklet will be sent on request. 


(1) PuRITY—Crystalline Penicillin G Sodium Merck is un- 
4 surpassed in purity. Removal of impurities and thera- 


peutically inert materials. and the absence of substances 
which may act as foreign bodies make this form of penicil- 
SIGNIFICANT lin suitable for all routes of administration. 
REA SO NS (2) RAPID ABSORPTION AND THERAPEUTIC EFFECT—Prompt 
‘ : absorption of the penicillin in aqueous solution permits 
WHY rapid therapeutic action. 





MANY (3) SIMPLICITY OF ADMINISTRATION— Aqueous solutions of 
- Crystalline Penicillin G Sodium Merck are easy to handle. 


sai we 
DENTISTS (4) EASY ADAPTABILITY TO THERAPY—Crystalline Penicillin 
G Sodium Merck never is contraindicated in cases in 


PREF ER. which penicillin itself is tolerated and indicated. 





@ We submit these four reasons for specifying Crystalline 
Penicillin G Sodium Merck when penicillin is indicated. 


CRYSTALLINE 
PENICILLIN G SODIUM 
MERCK 


COUNCIL ACCEPTED 





MERCK & CO., Inc. Manufacluring Chemists RAHWAY, N. J. 
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Desoxycorticosterone 


Corticosterone 





| 1-Dehydrocorticosterone 
(Compound "A") 


| 1-dehydro-17 hydroxycorticosterone 
(Compound "E") 





The chemical structures of some 


the steroids in the first two groups are 


Iopic ted abx ve 


Physiology 


Interesting relationships between 


chemical structure and __ physiologic 


been demonstrated for 


steroids. In 


activity have 


the various general, the 
so-called C-11 steroids possess the fol 
lowing activities 


Meta! 


adrenalectomized ani 


Carbohydrate and Protein 


In the 
from 


in a patient suffering 





Addi 


the liver glycogen stores 


adrenal cortical insufficiency 


sons dise is¢ 
are depleted and hypoglycemia exists 
Under these conditions, the C-11 ster 


oids will effect deposition of liver 


glycogen and an elevation of the blood 


ste roids 


sugar. The C-11 have thus 


been termed glycogenic corticoids 


The administration of compound E 
and other C-11 steroids will also de 


press the utilization or oxidation of 


glucose by the tissues and elevate the 
blood Sugar 


The glycogenic corticoids effect in 





creased protein breakdown (catab- 
olism) as a source of carbohydrate, 
with an increase in urea and uric acid 
formation as result of the nitrogen re- 
leased from protein. Thus, the uric 
acid levels of the blood and urine 
rise after administration of the C-11 
steroids 

2. Fat Metabolism. Obesity is an 
sign in Clinical cases of 
Cushing's syndrome where _ hyper- 
function of the adrenal cortex has been 
Similarly in rats, ad- 
ministration of C-11 steroids has re- 
sulted in obesity. Therefore, it appears 
that these affect fat metab- 
olism in addition to carbohydrate and 


invariable 


demonstrated 


steroids 


protein metabolism 

3. Lympholysts. 
the C-11 
will cause involution of the thymus 
and lymph nodes with the liberation of 
gamma globulins and immune bodies 
During this “lympholysis,” the lympho- 
cyte count falls interestingly 
enough, the eosinophil count also falls. 
The mechanism of the fall in eosino- 
phils is difficult to explain since it is 
known that they are formed in the 


Administration of 


steroids to normal animals 


and, 


bone marrow rather than in lymphoid 
tissue. The fate of the disappearing 
eosinophils remains an unsolved mys- 
rery 

4. Salt and Water Metabolism. Al 
though the C-11 may 
increased 


steroids cause 


some excretion of sodium 
ind potassium, they are not as inti- 
mately concerned with salt and water 
balance as is DOC A DOC A its pri 
marily concerned with the conserva 
tion of sodium and water. Administra 
rion of DOCA to normal animals will 
ettect Na 
plasma Na* and a lowered plasma K* 
The Na’ retention may lead to hyper 
volemia, hypertension and edema, as 
Con- 


retention with an elevated 


occurs in Cushing's syndrome 
in the adrenalectomized ani 
Addison's disease, 
large quantities of Nat are lost 
through the kidneys with a retention 
of Kt, leading to a hyponatremia and 
This situation can be 
administration of 


versely, 


mal or in clinical 


hyperkalemia 
corrected by the 
DOCA 

5. Pituitary Inhibition. Administra 
tion of the C-11 steroids to an animal 
exposed to a fixed quantity of stress 
e.g. histamine, will inhibit the re 
lease of ACTH by the animal's pitui 
No response in the ascorbic acid 
in the animal's 


tary 
or cholesterol 
adrenal cortex following stress is evi 
dence of pituitary inhibition. The C-11 
steroids are more active than is DOCA 


level 
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You'll come to Welcome the periodic vigits of (hat 

black bagjand the friendly capable lan wh@@arries it. In a very 
real sense they both represent protection and conservation of your 
x-ray investment. Regular maintenance inspections keep 


your equipment running uninterruptedly at peak efficiency... 


spare you the inconvenience and loss of time incurred 


through preventable equipment lay-ups. 

Vot how little it costs, but how much it saves... 
that’s the true measure of the worth to you of 
Picker Preventive Service. Your local 


Picker office will be glad to acquaint you 





with details of the service. 


PICKER X-RAY CORPORATION 
300 Fourth Ave., New York 10, N. Y. 


protects and conserves 
your x-ray investment 
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in inhibiting the = pituit during 


stress. This is further evidence em 


phasizing the greater importance ot 


the C-1l steroids in adaptation ~ to 


and 
] 


tion of DOCA seems to be independ 


stress also indicates that the secre 


ent of the anterior pituitary 


Reactions to Stress 


Experimental | 


evidence has built a 


very strong case for the participation 
adrenal cortex in animals 


It has 


ot the 


response stress been shown 


NOXtous Stress 
ind for 
killing 


adrenal cor 


that many varieties of 


applied in suthcient intensity 


significant duration short of 


the inimal will ettect 
tical hypertrophy Stress will not 


idrenal cortical hypertrophy in 


the hypophysectomized 


Cause 


nimal, how 


ever, and it is an established fact that 


hypophysectomized animals are sensi 


tive to the eterious action of nox 


ious stimuli. Thus, it would appear 


that the secretions of the adrenal cor 


tex are essent inimal’s adap 


ration to stt ind that the integrity 
oF the pituitary is in turn 


mportant in regulating the activity 
ot the 


THEORIES 


idrenal cortex 


' \ 
theories have Deen pos 
| pituitary-adrenal 

Stress Long 


Emergency 


following 


YMI 


—_—_—)> ATHICO 


HA 


N 


NABLING & 
») “WEATHER 


ALTERATION 
PHYSIOLOGY FE 
HE ANIMAL 1 
THE PRESS 


On the other hand, Sayers and Say 


he follow ng 


$$$ > i MINISHED 
IN 


LEVEI ” CORTICOLDS 
RATION IN 

IOLOGY ENABLING 
ANIMAI ee 
ATHEH rHE STRI 


Cortical Responses 


hours 


to four 


NOXIOUS SUITESS 


1 and cholesterol content 


cortex falls, indicating 


release of steroids to Stress 


It the 


n response 


Stress 1S nued for several 


series of 


days, the ascorbic acid and cholesterol 
content of the gland may return to or 
even exceed the control levels. During 
this stage the gland hypertrophies. It 
has been postulated that during the 
first 24 to 48 hours of exposure to a 
given noxious stress, the animal is in 
an “alarm reaction” when cortical 
steroids are being utilized at a maximal 
enough, during the 


the ant- 


Strangely 
alarm reaction, 


rate 
stage of the 
mal is resistant to the deleterious ettect 
ot a Given a 
stress of such an intensity that it does 
not kill the animal, as it continues, the 


second noxious stress 


animal adapts to the stress and goes 
into what Selye has termed-the ‘stage 
of resistance.” It is claimed that with 
adaptation by the tissues to a given 
adrenal steroids 


need for 


In this stage, hypertrophy 


stress, the 
diminishes 
of the adrenal cortex has occurred and 
the ascorbic acid and cholesterol con- 
tent of the zona fasciculata may actu 
ally control levels. The 


mechanism of adaptaticn to 


exceed the 
tissue 
stage 


stress is unknown. During the 


of resistance” to a given stress, Selye 


noted that animals were sensitive to 
the effects of a second stress 

If a of sufficient 
it may carry the animal into the 


resulting in death. The 


stress 1S intensity, 


stage 
of exhaustion 
an animal are com 
| 


acia, 


adrenals of such 


pletely depleted of ascorbic 


cholesterol and steroids 


\DRENAL—j EPINEPHRINE RELEASE 
(ik 


ANTERIOR PITUITARY 


RELEASE O} 
ADPRENOCORTICOTROPHI 
HORMONE (ACTH) 


<+- 


PISSUE LEVELS OF CORTICOIDS 
(REASED UTILIZATION) 


ANTERIOR PITUITARY 


4@— KELEASE O} 
ACTH 
Clinical Applications 


The 


aXis In Various disease 


role of the pituitary-adrenal 


states presents 
an exciting and challenging problem 


which is now the basis of intense in 


vestigation. Rheumatoid arthritis, gout 


rheumatic fever, and mental disease 


are but a few of many syndromes 


being studied. Two approaches are 
being explored 

(A) Aiming at the patient's adrenal 
cortex as their target, investigators are 
injecting ACTH and noting the effects 
of adrenal-cortical discharge on the 
Observations to date in 
ACTH 


standard 


disease state 

that administration of 
mgm. of Armour 

to the normal human 


dicate 
(25-50 
every six hours ) 
being will effect the following meta 
bolic changes 

1. Fall in eosinophil and lympho 
cyte count 

2. Rise in 
uric acid creatinine ratio in the urine 
in Na’ and K* excretion 
with single doses. Na’ and K° reten 
tion with repeated injections 

1. Rise in blood sugar and glyco 


uric acid excretion and 


3. Increase 


suria (diabetic-like state resistant to 
insulin ) 

5. Rise in urinary levels of 11-oxy 
steroids 

6. Fall in blood glutathione levels 

It is readily apparent that ACTH is 
potent pharmacologic agent and 
must be used only under expert super 
vision 


(B) 
consists of substitution or replacement 


The other clinical approach 


therapy by the injection of purified 


steroids derived from the adrenal cor 


tex. Compound E has been used in 


the treatment of rheumatoid arthritis 


with apparently spectacular results 
This work is being extended under 
Daily 


tration of 100 mgm. of compound | 


controlled conditions adminis 
over periods of many weeks has been 
reported to pr duce no metabolic dis 
turbances or toxic manifestations 


Summary 


The 
his Emergency 


work of Cannon and 


Theory has 


pioneer 
been ex 


tended to include the rodle of the 


adrenal cortex in the so-called Adapta 
tion Syndrome following exposure to 


noxious stress. There is an increas 


Ing awareness among investigators 


that adrenal cortical steroids partici 


pate in almost every phase of the 


animal's metabolism. Everyday stress 


strain undoubtedly 


and produce a 


insult to 


which the animal must adjust in order 


chronic form of injury and 


to survive. Elucidation of the role of 


the adrenal cortex in the stress reac 


tion is a step forward in the direc 
con ot protecting the organism trom 
the constant threat of noxtous stimuli 
in its environment.—JULES H. LAST, 


M.D., Ph.D 
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A Respiratory-Circulatory 


stimulant 
for the elderly patient... 


CORAMINE orai 


solution 


“For the past 8 months, we have been utilizing Coramine 

in ambulant patients, giving a history of definite 
anginal attacks and presenting evidence on physical exami- 
nation or electrocardiographically, of coronary involvement. 
Our results have been so uniformly favorable that we feel 


Coramine is a very valuable drug in patients of this type.”* 


“Dramatic responses, however, are not usually found from 


oral doses, but rather a slow progressive improvement . . . ” 


“Out of a group of 17 patients suffering from the chronic 


coronary syndrome, observed clinically over a period of 





several months, and treated solely with Coramine medica 
tion, 12 were considerably improved, kept free from symp 
toms, and maintained in reasonably complete economic 


3 
unchanged. As an addition to the armamentarium of cat 


restitution; 3 patients were slightly improved, and 2 


diac therapy, Coramine is suggested in therapeutic doses 
of 20 to 30 minims twice daily, orally... .” 
Brower, J. L., and Korry, S.: Northw. Med., 35: 3, Mar. 1936 
2. Stroud, W., and Twaddle, P. H.: Annals Int. Med., 24: 3, Dec. 1940. 
Cowan, J. H.: J. of Lab. & Clin. Med., 24: 3, Dec. 1938 


CoraMineE Orav Sotution, bottles of 15, 45 and go cc. 


& 
Ciba PHARMACEUTICAL PRODUCTS, INC., SUMMIT, NEW JERSEY @ 


CORAMINE (brand of nikethamide )—Trade Mark Reg. U.S. Pat. Off. 2/1435M 
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Food and Food Service 


Conducted by Mary P. Huddleson 


MAJOR POINTS OF KITCHEN SANITATION 


NE of the major problems of sani 


tation experienced in hospital 
kitchens involves the proper handling 
and storage of food. Food storage may 
be classified as dry storage and refrig- 
erated storage. The important things 


to consider in dry food storage are 
simple but yet are overlooked in many 
hospitals. The 


be as rodentproof as possible with suf 


room or rooms should 


ficient thought also being given to the 


exclusion of insects. Overhead sewer 
pipes should preferably not exist since 
leakage could contaminate the packages 
of food. The steam 


pipes to pre vent 


same is true for 


high temperatures 
Floor drains are not necessary in these 


rooms and at best can only serve to 


permit sewage to surcharge, contami 
food 
directly on the 


nating which is almost always 


stored floor, which 1s, 


of course, incorrect. Shelving should 


be provided for opened case goods with 
plattorms, located away from walls and 


at least 6 inches above the floor, being 


provided for case materials. This per 


mits easy cleaning and tends to dis 


courage rodents from building nests 
Cereal, cereal products, dry fruit and 


vegetables and the like should be stored 


n metal cans with tight-fitting lids 


REFRIGERATION A PROBLEM 


] 


Refrigerated storage presents other 


problems in that mechanical equip 
ment is involved to keep the tempera 


j Without 


ture to required degree 
differentiate between re 


ittempting to 
frigerat.on for meat, dairy products 
vegetables, leftovers, and so forth, it is 
this is one of the 


kitchen 
which frequently 


enough to say that 


most important units in the 


ind the one vives 


the dietitian the worst headache from 


i sanitary standpoint. In addition to 
continuous low degree 
of temperature dependent 


food to be stored. 


maintaining a 
upon the 
taken 


to keep all foods whether packaged or 


care must be 
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Hospital Assemt 
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not from being placed directly on the 
floor Floor 
provided in 


drains should never be 
neither 


connections be 


walk-in boxes, 


should direct sewer 
installed to reach-in boxes 

Since proper refrigeration depends 
upon air circulation, emphasis must 
be placed on proper storage of goods 
sO as not to interfere with this circula- 
tion. Furthermore, it is just as impor 
tant that all containers of food be prop 
erly covered as it is that such food as 
ground, raw meat be stored so that it 
is not more than 4 inches in thickness 
in the container. It goes without say- 
ing that regardless of the number of 
ultraviolet lights installed in the re- 
frigerator it still becomes dirty and 
still needs frequent cleaning. In far 
too many cases, the ultraviolet light is 
erroneously assumed to take the place 
therefore 
I hardly 


ne ed mention the IM p« rrance of proper 


of proper sanitation and 


offers a false sense of security 


maintenance of motors and condensers 
except to stress that the cooling-water 
discharge-line from the condenser 
should not connect directly to a sewer 
because of back siphonage possibilities 
seems [to be no 


There argument 


ibout the need for the refrigerated 


storage of certain items, such as raw 
meats, milk and milk products, raw 
vegetables, and the like. Food service 
personnel has not, however, been 
keenly aware of the importance of 
refrigeration of such foods as custard 
and cream filled pastries. Perhaps one 
lack of 


proper interpretation ot the most pop 


reason for this has been a 
ular and best accepted food regulations 
the U.S 


Ordinance 


in the United States Public 
Health Code 
Regulating Eating and Drinking Estab- 
lishments. ( Public Health Bulletin No 


80.) This bulletin states in part that 


Service and 


ill readily perishable food and drink 


shall be kept at or below 50” F. except 
when being prepared or served” and 
further that “all food and drink shall 
be clean, wholesome, free from spoil- 
age and so prepared as to be safe for 
human consumption.” It 1s the inter 
U.S. Public Health 


custard-filled 


pretation of the 
Service that the terms 
and “cream-filled” pastries are very 
general and are 


all types of pastry having cooked fill 


intended to include 
ings of relatively high moisture con 
tent and containing milk or milk and 
eggs. If the filling is one which will 
readily support the growth of toxin 
producing staphylococci, it should be 
controlled by refrigeration as has been 
indicated 
Meringue consisting of egg and 
powdered sugar is known to support 
bacterial growth and must be refrig 
erated if stored before use. All pies 
topped with meringue regardless of 
filling should be refrigerated. If pas 
tries are purchased from a bakery, they 
should be refrigerated in transit from 
the bakery to the hospital. Unless this 
is done, the purchase of such pastries 
should be prohibited. The food pro 
tection panel at the National Sanita 
tion Foundation Clinic in July of 1948 
specified refrigeration of the product 
except during brief exposure for sale 
or service, which period should not 


exceed one hour 


EQUIPMENT INSTALLATION 

Much progress has been made in the 
past few years on the part of equip 
ment manufacturers in an effort to de 
velop equipment which meets all of 
the rigid standards of sanitation. Par- 
ticular emphasis has been placed on 
the use of material which not only is 
durable and rust-free, but also pos- 
sesses a smooth surface that is easy to 
clean. Corners are being rounded to 
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. then the orchard. When 


First we choose the region. . 
the fruit is just ripe it is quickly processed and packed 
to keep the just-picked flavor. No skimping. Every can is 
chock-full of fruit, cushioned in rich, heavy syrup to 
keep it firm and tender. Perhaps a few cents more a 
can... but less per serving. That’s our way with all 
fruits ... watching every detail from orchard to your 


table. It means satisfaction and economy for you. 
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THE NORTHERN TRUST COMPANY 


° 


FZ te f =—s IT’S COOL! CLEAN! 
--.. rd ALL-ELECTRIC! 
this 


Le 
MODERN éwaro KITCHEN 


Deep in the heart of a big downtown Chicago office building, 
there’s a shining, Hotpoint All-Electric Kitchen. 

It’s the business end of an unusual food service operation in 
which The Northern Trust Company serves 1,200 noontime 
meals daily to its employees. 

As you walk through this ultra-modern time-saving, step- 
saving ‘‘assembly line’’ layout, you are impressed with the 
atmosphere of cleanliness and production efficiency. You note 
that the food has that ‘‘M-m-m, it’s good”’ look. 

Your next impression is that here in a big, busy kitchen 
producing over a thousand varied meals, it is truly cool. That’s 
because All-Electric Cooking has made the air-conditioned 
kitchen a practical reality! Moisture-free electric heat cannot 
increase room humidity . . . and excessive waste heat is elimi- 
nated. These all-electric advantages promote added employee 
efficiency and comfort . . . and permit relatively low-cost air- 
conditioning during even the warmest weather. 

Couple these factors with the host of other benefits delivered 
by All-Electric Cooking, and you 
quickly know why this Grand Award | <a 


Winner chose Hotpoint Equipment. ~y 
Grand Award y 











y ee 
4 outor 5 v Winners w 
G 5 Db \ . INSTITUTIONS MAGAZINE'S 3rd ] 
GRAND AWARD WINNERS Uy menrenese sacamers 26 Vv 
N 1949 FOOD SERVICE v * Hermane Hespital Heuston, Teas 
WwW * Mictogan State College, East Lansing. Mich 
w/ * Famous Barr Clayton Misseur 


* The Northers Trust Company Chicage, tit 
wd Scheattt's. Recketetier Center WY. City 
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COMPETITION HAVE 
HOTPOINT ALL-ELECTRIC 
KING EQUIPMENT 








Kitchens 


We believe no greater testimonial 

to the advantages of All-Electric 

Cooking and the superiority of . 

Hotpoint Equipment could be given than its choice by 4 of the 
5 Grand Award Winners in Institutions Magazine’s 3rd Annual 
Food Service Contest. 

You, too, can profit through the experience of these and 
countless other leading food establishments with the application 
of All-Electric Cooking to your own business. Your nearest 
Hotpoint representative is at your service and will gladly 
give you the facts about increased efficiency, lower costs, 
greater safety and better cooking with Hotpoint. 


HOTPOINT INC.* Commercial Cooking Equipment Dept. 


“""“MAIL COUPON FOR QUICK REPLY 
HOTPOINT INC., Commercial Cooking Equipment Dept. 


ALL=ELECTRIC COOKING 229 S. Seeley Ave., Chicago 12, Ill 


e Gentlemen: I’ll talk to the Hotpoint man. 


wr 


*A General Electric Affiliate 








prevent the deposit of dirt and food 


particles in areas difficult to reach and 


to facilitate cleaning. Some thought 
has been given to the design so that 
certain can be 


easily dismantled for cleansing pur 


pieces of equipment 
poses 

It was originally felc that kitchen 
equipment had to be installed against 
a wall in order to be serviceable and 
functionable. In many instances where 
there was not suthcient wall space, a 
partition 6 feet or so in height would 
be erected in the middle of the room 
to separate such items as range Ss, steam 


bake With ad 


vanced knowledge of sanitation, hos 


cookers and ovens 
pital architects of today are planning 
kitchen layouts so that as many pieces 
of equipment as possible are located 
away from the walls instead of against 
them. In those cases where equipment 
must of necessity be located at a wall, 
such that 


its installation should be 


there is no space for the collection of 
dirt and food particles or for a passage 
wall and 


way for insects between the 


the equipment. The trend is also for 
as many items as possible to be placed 
on casters so that they can be moved 
trom one location to another. One can 
understand why it is difficult to keep 
some kitchens clean when the equip 
ment has been so located as to make 
this task almost impossible 

Food service equipment, as well as 
many other items in a hospital, repre 
sents a large financial investment. In 
foo many instances this equipment 1s 
abuse 


subjected to undue owing pri- 


marily to carelessness but also to lack 
of knowledge on proper operation. If 
itself in 


the equipment is to pay for 


terms of years of service and if it is to 
Maintain its good clean appearance, it 
No better pol 


icy ON maintenance can be practiced 


must be taken care of 


than to instruct all operators how to 
While natural de 


terioration is impossible to control, it 


use the equipment 


can be retarded if employes are taught 


not to abuse the equipment and if 


proper maintenance and repair are 


observed 

It usually falls to the dietitian to 
teach the employes how to operate and 
clean certain pieces of equipment. She 
however, look to the 


will, engineer 


for the formulation of maintenance 
made 
The 


engineer is expected to check and care 


procedures and once these are 


they should be rigidly followed 


for the motors and equipment, to apply 
oil or grease where indicated, and to 
make certain repairs if necessary. The 
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types of equipment will dictate whether 
they are checked by the engineer on a 
weekly, bi-weekly or monthly basis. 
Factory men who service and repair 
food equipment say that if equipment 
is properly cleaned every time it is 
used, repair and maintenance could be 
cut in half 

without mainte- 


Sanitation proper 


nance is futile. Even though the finest 
of equipment and materials are used 
in a kitchen, they can deteriorate if 
they are not kept properly cleansed 
\ vivid example of this is a smooth, 
crack-free terrazzo floor which is not 
properly cleansed of greasy foods or 
is scrubbed with a strong detergent 
The cement which holds the marble 
chips together soon weakens and be- 
comes pitted. The same is true of the 
mortar between quarry-tile squares or 
of a composition floor covering. Mop 
dirty water or with dirty 


ping with 


mops will not remedy the situation 
For the time being and until modern 
chemistry has developed something 
better, soap and clean water will be 
the best materials available. I under- 


that now 


stand, however, progress is 
being made toward the development 
of a soapless detergent which will cut 
dirt better than will 


some forms of 


soap and water themselves 


DISHWASHING 


Of all of the progress made in the 
design and operation of kitchen equip- 
ment in the past few years, I do not 
believe there is any question but what 
the most significant development has 
been in the operation of mechanical 
dishwashing machines. Up until a few 
years ago, the owner of a restaurant 
or the food supervisor in a hospital 
kitchen cared little whether dishes were 
washed in water of a proper tempera- 
ture and containing appropriate deter- 
gents, and no attention was paid to the 
disinfection of those dishes after the 
lishwashing process 

The National Sanitation Foundation 
in Ann Arbor, Mich., has spent consid- 
erable time on this supposedly simple 
matter of dishwashing and has found 
that dishes can be properly washed and 
sanitized if certain conditions are met. 
From this foundation have come cer- 
which have 


tain recommendations 


been tested and are known to give 


good results. It recommends _ that 
dishes be prerinsed, after which they 
are to be placed in dish racks pro- 
vided for that purpose. Placement in 
racks must take into consideration that 


the dishes cannot be properly cleansed 


unless the wash water can be forced 
each dish. Dishes 
the machine for a 


onto all areas of 
should 
washing period of at least 40 seconds 
to effect clean dishes. The wash water 
temperature recommended by this 
foundation is 130° F. but not higher 
than 140° F. since the higher tempera- 
tures tend to cook certain foods upon 
removing them 


remain in 


the dish instead of 
Following this washing period, dishes 
should be exposed to a rinse using 
clean water of at least 170° F. While 
the National Foundation 
recommends a 10 second disinfecting 
rinse of all dishes, the Illinois Depart- 
ment of Public Health has felt that a 
should be observed, 


Sanitation 


factor of safety 
therefore, we recommend a rinse period 
of at Tests have 
proved that dishes exposed to these 


least 20 seconds. 
proper washing and sanitizing proc- 
esses not only are bacterially clean but 
also will air-dry, thus eliminating the 
necessity of using towels. After dishes 
have been properly washed and dis- 
infected, it is only reasonable to de- 
mand that these dishes be protected 
in closed cupboards prior to their use 
at the next meal 

It has been only recently that any 
concern was given to the type or 
strength of detergent used in the dish- 
washing machine. Dishwashing ma- 
chine operators have had the feeling 
that a detergent cannot accomplish 
satisfactory cleansing of dishes unless 
there is visible evidence of sudsing 
Detergents have been developed today 
which have proved this fact to be un- 
that the 


sudsing action of detergents is un 


true, for tests have shown 
important in the cleansing process 
Research indicates that a satisfactory 
detergent concentration is about 0.25 
per cent using water of average hard 
While may 
vary to a minor degree for different 
types of detergents, have 
stressed the importance of maintaining 


ness this concentration 


studies 


this concentration during the entire 
washing period. This maintenance of 
proper concentration can’ be accom 
plished by having the operator throw 
in a handful of detergent at intervals 
during the dishwashing period but this 
practice is not entirely acceptable be 
cause of the human element involved 
This unreliability points to the need 
for the installation of an automatic 
can be in- 


stalled on any mechanical dishwashing 


detergent feeder which 
machine 
In general, there are three types of 


detergents available on the American 
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market, the anionics, the nonionics and 
the cationics. The materials 
are the fatty alcohol sulphates and 
This type of 


anionic 


sulphated nonglicerides 
detergent foams or sudses copiously, is 
unaffected by hard water and does not 
a scum in the dishwashing ma 
fats and 


leave 


chine. It seems to remove 


from relative 


grease dishes with a 
amount of ease 

The nonionic compounds can be 
used with the same degree of success 
in either hard or soft water. Sudsing, 
noticeable as with 


Because the 


however, is not so 
the anionic compounds 
American public still maintains that 
sudsing is necessary, it is my under- 
standing that research is presently 
being carried on to produce the non 
ionic Compounds in a form which will 
provide more suds but still have the 
same detergent This is 
being done purely from a marketing 
standpoint and will not affect the eth 


Since all of 


pre pert ics 


ciency of the material 
the nonionic compounds on the mar 
ket today are in liquid form, these 


materials do have their limited appli 
cation 

Cationic detergents are considered 
because of 
These ma 
terials, however, are recognized as out 
com 


inethcient poor 


relatively 


rinsibility and high cost 


standing bactericides and are 
referred to as the 
ammonia compounds. The 
really a 


monly quaternary 
name cat 
detergent is misnomer 


in that the accepted definition explains 


1OniC 


it as more of a sanitizing agent. Re 


cent new developments of cationic 


a mpounds have merit in that it may 


be possible to combine the cleansing 
process and the sanitizing process into 
one operation. While the use of qua- 
ternary ammonia compounds is rela- 
tively new, there has been sufficient 
research on this subject to justify the 
Illinois Department of Public Health 
in accepting this material as a satis 
provided the 


150 to 


factory sanitizing agent 


solution is maintained at from 


200 parts per million strength and all 


dish and utensil surfaces are treated 


for at least a 30 second exposure 


Until the development of a com 


bined detergent-sanitizing agent has 


progressed sufficiently far to offer con 


clusively safe results, there seems to 


be no other practical alternative in 


sanitizing dishes and utensils in the 


hospital kitchen except by the use of 


hot water. Where dishwashing is ac 


hand, the sanitizing 


complished by 
process is carried out by the use of a 


sink or tank suthciently large to ac 





wire basket of dishes. 


washed dishes should 


commodate a 
The basket of 
then be immersed completely in this 
water of 170° F. or higher and for a 
period of at least two minutes. If 
boiling water is used, the contact 
period may be safely reduced to 30 
seconds. It will be necessary that a 
heating element in the form of steam 
coils or gas or electric burner be used 


tem peratu re 


tO maintain the proper 


throughout the entire dishwashing 
period. In a dishwashing machine this 
sanitization can be effected by a spray 


170° F 
least 20 


rinse using water of at least 
contact 
This high temperature water 


from a 


for a period of at 


seconds 
for rinsing 
specially designed water heater located 


may be obtained 
near the machine, may be piped in 
as a separate line from a heater in the 
boiler room, or a steam ejector-type 
fitting may be used to combine steam 
temperature hot 


with the ordinary 


water at the machine 


PLUMBING 
Another item which should 
interest to the hospital engineer but 
which does not directly affect sate 
plumbing 


be of 


food is one of sanitary 
There are certain items of equipment 
in and near the kitchen which must 
be protected both from the standpoint 
of back-siphonage of contaminated 
material into the safe water supply 
and from the possibility of surcharge 
of sewage into the equipment. Me 
chanical dishwashing machines vary 
considerably in design but from this 
particular standpoint of protection it 
water inlet to 


is important that the 


both the wash water and rinse water 
compartments be terminated at least 
2 inches above the maximum water 
level. In cases where the design of the 
with 


equipment is not in accordance 


this standard, it that a 


properly designed vacuum breaker be 


1S imperatiy c 


located on each water line in such a 


way that it is on the discharge side 


of the contro! valve and is at least 


6 inches above the maximum water 
which can be attained in the 
machine. Whether the drain line from 


the dishwashing machine discharges to 


level 


a grease trap, directly into the sewer 


or directly into a manhole outside the 
building there still exists the possi- 
bility of 


the machine 


a surcharge of sewage into 


under abnormal condi 


The most satisfactory way to 


seems to be the 


c10ons 
correct this defect 
installation of an open funnel connec- 
near the dish 


tion in this drain line 





washing machine with a sufficient air 
gap to prevent surcharge, or the dis- 
charge of the machine waste into an 
open receptacle on a floor below 
Insofar as steam tables and bains- 
marie are concerned, the same type 
of protection should be provided for 
proper and safe operation of the fix 
ture. The water supply pipe must 
either discharge into the unit with a 
freefall of at least 2 inches or should 
be protected by an acceptable vacuum 
breaker located on the discharge side 
of the valve and at least 6 inches above 
the maximum water level. The same 
type of funnel connection should be 
installed on the waste line as would be 
The 


trend in design of these units has 


used for a dishwashing machine 


been to develop fixtures using elec- 
tricity or gas as the heating medium 
instead of hot water. These new units 
have the advantage of cleanliness, safer 
operation and the ability to maintain 
for indi 


separate levels 


vidual compartments 


te mperature 


There have also been some changes 
made in the design of steam kettles 
which provide for safer operation in 
addition to durability and ease of oper- 
ation. The primary this 
field have dealt with a redesign of the 


advances in 


lid to prevent drippage into the food 
being prepared and the provision of a 
better type of spigot for drawing off 
liquids These new spigots are being 
made flush with the outer edge of the 
kettle and are designed to effect easy 
dismantling for proper cleansing 

Most of the vegetable peelers of lat- 
est design are constructed so that the 
water inlet to this piece ot equipment 
cannot be submerged. In peelers in 
which this submergence of the water 
pipe is possible, however, back-siphon 
age must be prevented by the instal 
lation of an acceptable vacuum breaker 
on the water pipe located on the dis- 
charge side of the valve and at least 
6 inches above the top rim of the 
equipment. The waste from this type 
of peeler should be through an open 
strainer not only to prevent the vege 
table pulp from clogging the sewer but 
also to prevent a surcharge of sewage 
back into the equipment 

Toilet fixtures, whether located near 
the kitchen or elsewhere in the hos- 
pital, should be protected against back- 
siphonage. For the direct flush toilet 
utilizing a flushometer valve, the best 
solution is the installation of an ac 
ceptable vacuum breaker on the dis 
charge side of the valve and at least 
i inches above the uppermost rim of 
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Y oz. 
Y Ibs. 
9 oz. 


. - Beet 
..£ 1 ef Fat } 
ul meat 24 - Flour 


» ONions . 
S, salt, “ag - Ac’ 
at, add flour S 1 cent % oz. 


tomatoes ‘ 
d Parsle y 


O 
2 


, af an 
Simmer Slowly 


‘ -— (Lnips 114’ 
Inch. S: : 
alning fat oe 


‘ean 
Trots and 


You’ll notice one wholly distinctive ingredient 
in this recipe. It’s Ac’cent. Otherwise the recipe 
is quite usual. With Ac’cent added, this Beef 
Stew —rich and nutritious— will have an added 
fullness of natural beef-stew flavor that will sur- 


prise you. fone 

= ee) 
eg GEEZ 
a 


Accent intensifies, sustains natural flavor rg Saal 


Ac’cent adds no flavor, no aroma, no color of 
its own. It brings out the good natural flavors said Fra Pure 
‘ : a M GLUTAMAT 
that are already in the foods. Ac’cent also helps . 
conserve flavors— guards against “‘flavor-loss”’ in 
the waiting period from preparation to serving. 37, 
7 P ° . & CHEmicm © 
Use Ac’cent in meats, poultry, soups, gravies, CMreASO. 141 pe 
seafoods, cooked vegetables, dressings. Ac'cent is a 99+% pure MSG (mono sodium glu- 
tamate in crystal form). It is a natural, not a syn- 
thetic product. It is the sodium salt of the amino acid, 
glutamic acid, which occurs naturally in all vege- 
table and animal protein. Ac'cent is wholesome and 
good. In 4 oz. and 1 lb. cans, and 100 1b. drums. 


7) ing! 
Yyypent: makes food flavors sin 
Irade Mark “Accent. It 
\ 
Amino Products Division, Dept.MH-9,International Minerals & Chemical Corp. 
Learn about 20 N. Wacker Drive, Chicago 6, Illinois 
Please send me a trial canister (4 ounces) of Ac’cent @ 90c—complete infor- 
Ac‘cent. mation about its use, and the recipes checked: 
‘i Brisket of Beef with Novy Beans Boiled New England Dinner 
Mail the coupon Veal Fricassee Baked Meat loof 


: , for trial 
International Minerals & NAME 


Chemical Corporation : 
General Offices: canister, 
20 North Wacker Drive 
Chicago 6, Illinois 


4 : ADDRESS 
Tabielauil-bilelal 
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the bowl. The conventional tank toilet 
can be made safe by the installation 
of an anti-siphon ball cock with the 
air opening a sufficient distance above 
the top of the overtlow tube to pre- 
While this dis 
cussion immediately previous 
point has dealt primarily with plumb 


vent its submergence 


to this 


ing fixtures and equipment located in 
or near the kitchen, the same princi 
ples of protection should be provided 
in every installation in the hospital 


Hendrix 
the 





FOOD FOR THOUGHT 





Frozen Pork 

If frozen pork is to be fine in flavor, 
it should be used within five or six 
months of the date stored, advises Ken- 
Warner, extension meat spe 
Department of 


neth F 
cialist of the U.S. 
When stored too long 
becomes 


Agriculture 
the fat in pork gradually 
rancid and the meat loses its best 


flavor. Longer storage than six months 


VAN’S NEW AND Acualattouary 


STEAM COOKER 


® Only one of many items constantly being improved by 
Van. Not only is it automatically controlled by the door 
mechanism. The cooking operation in each compartment 
is also controlled individually by the use of electric time 
clocks so that the steaming period can be predetermined. 
No over-cooking. No baking after food is cooked. Every 
device that science affords insures safety of the operator 
and control of the cooking. Get the full facts in Ven’ s 


Bulletin S. 


She John Van Range@ 





EQUIPMENT FOR THE PREPARATION AND SERVING OF FOOD 


DIVISION OF THE EDW 


IARDS MAN 


FACTURING CO. 


Branches in Principal Cities 


401-407 EGGLESTON AVENUE 


CINCINNATI 2, OHIO 





is practical only if all conditions are 
just right. Salt speeds up rancidity so 
storage time of frozen and cured meat 
should be shorter than that of unsalted 
meat. 

As a reminder, Mr. Warner suggests 
labeling the packages with the date of 
storage so that none of the pork will 
be left in the freezer too long 

Beef, lamb and poultry hold their 
Havor longer than does pork in zero 
storage. If necessary, well wrapped 
beef and poultry can be kept satisfac 
torily as long as a year 


Meringue for the Pie 


Meringue has long been a mystery, 
even to experienced cooks and pie 
makers. It may be soft and fluffy as a 
cloud when the pie goes into the oven, 
yet quite different when it reaches the 
dinner table. Familiar troubles are 
wateriness 


makes 


shrinkage, “weeping,” ze. 
underneath, stickiness which 
cutting difficult, toughness and “bead 
ing’—small moist droplets over the 
surtace 

Recent meringue-making studies, re 
ported by the New York State Experi 
ment Station, may help cooks avoid 
these difficulties. Secrets of fine quality 
meringue revealed in these tests are 
whipping egg whites and sugar to just 
the right stiffness; placing a meringue 
on a hot filling; baking at 425° F. for 
from 4 to 412 minutes 

For tender, moist meringue, able to 
hold its high fluffiness, the right 
amount of whipping is important. In 
the tests best results came from this 
Have the whites at room 
temperature. Add a pinch of salt for 
each white. Beat until the foam ts 
relatively fine and forms rounded peaks 
when the beater is lifted out. Then add 
two tablespoons for 
beating 


method 


sugar gradually 
each white—and continue 
until the meringue is stiff but not dry. 

Meringues baked on hor fillings in 
the tests cooked more evenly and were 
less likely to “weep” than did those 
baked on a cold pie. Baking at 425° F. 
for from 4 to 413 minutes proved 
more of a protection against leakage 
than did baking at lower heat for a 
longer time, as many recipes recom- 
mend. 

Beading, the tests showed, results 
from too long cooking, causing over 
coagulation of the whites 
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ORDINARY 
CONSTRUCTION 





g food 


top with crevices cround 


each well. 


@ In ordinary food conveyor construction, wells 
are separate units, forming crevices where edges 
are joined to top deck. These crevices form natural 
traps for food and dirt particles. Usually, adhesions 
can be loosened only by scraping with a knife or 
other sharp instrument. Even then, deposits can't 
be completely removed. It is impossible to achieve 


real cleanliness. Extra ume and labor are required 


every time the conveyor 1s cleaned 


Blickman’s new seamless top construction, how- 
ever, permits thorough sanitation. Round and rec- 
tangular wells are actually part of the top deck 
Where edges of the wells meet the top, they form 
smooth, continuous, crevice-free surfaces. There 
are no recesses where dirt can lodge. Cleaning 1s 
quick and easy. Just wiping with a damp cloth 
keeps the highly-polished stainless steel surfaces 


bright, clean-looking, sanitary! 


SEND FOR WVecu VALUABLE BOOK 


Describing complete line of Blickman-Built 
food conveyors, including the widely 
acclaimed selective-menu models. Contains 
detailed specifications 


Blickman-Built 


FOOD SERVICE EQUIPMENT 


my 


COFFEE URNS 
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Seamless, sanitary top eliminates 
dirt-collecting crevices on all 
Blickman-Built Food Conveyors 


BLICKMAN SANITARY TOP 
showing smooth, continuous 
surfaces where wells meet top 
deck. Cleaning is simple and 
quick. There are no crevices 
where dirt can lodge. 


Blickman-Built food conveyors alone offer the seamless, sanitary 
top as standard construction. Investigate this —and other essen- 
tial features, before you buy your next food conveyor. 





the New selective Menu Food Conveyor 


One conveyor now gives you a great 
variety of inset arrangements for your 
selective menus. Interchangeable square 
and rectangular pans can be placed in 
the rectangular wells in different com 
binations. Round wells are used for soup 
or other liquids; two heated drawers for 
special diets) There are many other 
interesting features—write for complete 
information 


ON DISPLAY AT our Booths No. 216-18 
20-22 at the American Hospital Association 
Convention, Cleveland, Ohio, Sept. 26-29 











S. Blickman, Inc., 1509 Gregory Avenue, Weehawken, N. J. 


New Englond Branch. 10 High St., Boston 10, Mass 


STEAM TABLES FOOD CONVEYORS WORK TABLES 








Menus for October 1949 


Martha B. Mason 


Hospital Cottages for Children 


Baldwinville, Mass 














Steak With Gr 
Mashed Potatoe 


Fresh Ve e 


Toast 
Buttered Rice 
Nhole Wheat Muff 
Pickles, Celery 
ot Chiffffon Pie 


Salad on Lett 
Potato Chips 

t Biscults, Honey 
Sponge Cake Apr 


Buttered 
ere 


elly, B Peas, Mixed Fruit 
9, Date Muffins, Jelly Rol 





Ice Crea 
. 


fed Tomatoes 
oped Potatoe 
arrot Stick 
elly Roll 


12 


iled Eq T 


. 
Roast Lamb 
Boiled Potatoe 
Mashed Sq 
Buttered Pea 


1 Choc 


xed Juice 
sled Egg 
. 
ken With Dum 
Boiled Potatoe 
Buttered Beet 
Celery 
Pudding Wit 
ow Sauce 
. 
Egg Salad 
h Fried Potatoe 
Pickles, Jelly 
Hot Muffins 


Stewed Pear 


Narshma 


ned Potatoes, Gravy 
Boiled Onions 
Celery 
king Powder B 
Ice Crear 


Sliced Meat 
Potato Chip 
Fruit Salad 
Cookies 
Hot Chocolate 


Salad 
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@ Serve your patients and employees Post's 
Individual Cereals and you benefit . . . 
By saving money: Cut food costs. The 1- 
oz. package can be served again, if unopened. 
By assuring freshness: Post's are pro- 
tected. The cellophane wrapping seals in 
the crispness and nourishment. 


By offering variety: Post's provide the 








complete breakfast shelf . . . a cereal for 


every taste. 


By collecting a bonus: Like almost all 
General Foods institution products, Post's 
are packed with premium coupons. For 
FREE PREMIUM CATALOG showing gifts for 
home, office, and kitchen, write: General 
Foods Premium Dept., Battle Creek, Mich. 


POST'S Gidividuat CEREALS 


PEOPLE WHO TALK ABOUT GOOD FOO 
TALK ABOUT GENERAL FOODS / 
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aintenance and Operation 


PUTTING PATIENTS’ ROOMS IN THE BEST LIGHT 


N AN effort to determine the most 
satisfactory methods of lighting tor 
various needs, experimental installa 
types of luminaires 
Baker Memorial ot 


Bos 


tions of several 


were made at the 
Massachusetts General Hospital 
In the first section of this article 
various lighting problems were ana 


July 


ton 


the second section in 


lyzed. In 
the changes made in several rooms in 
the effects of different 


lescribe 


order to study 
j 


types of luminaires were 


COMMENTS 
WALL LI 


preponderance of opinion in 


The 
illu 


against 


CEILING 1 MINAIRES 


the 
field is 


mination engineering 


ceiling-mounted luminaires in a pa 


tient’s room, and we believe this opin 


ion is shared to some extent in the hos 


pital administration field. However, in 


wards general illumination means just 


what the name implies; it cannot be 


divided among the patients. Even in 


seems 


method 


rooms tor only two patients it 


reasonable to provide a of 


lighting the whole room to a comfort 


able level. As tor 


cConsery 


single rooms, one of 


us is still itive enough to like 
ventle light from a location 

, ; 
ceiling | 


the ceiling. Both types of 


minaire were well received by all wh« 


patients, their friends 
rses. Patients took kindly 


commentc 


CHARLES L. CLAY, M.D., and WILLARD ALLPHIN 


Respectively 


Assistant Director, Massachusetts General Hospital, Boston 


and Applications Engineer, Salem, Mass 


their matter and upon the 


room. But such light came directly into 


reading 


the gaze of visitors sitting in the usual 


locations. Doctors and nurses coming 


into the room were subject to a pupil 


lary reflex which undoubtedly inter- 


fered with their visual acuity toward 
objects inspected immediately there- 


after and possibly for several minutes 
The 


satisfactory to 


switching arrangements 


for 


longer 
were not anyone 
reasons to be explained 

With the cooperation of Richard O 
West, superintendent of the Salem 
Hospital, Salem, Mass., similar experi 


ments were tried, with an additional 


variety for single-bed cubicles, subdi- 
visions of a ward, as shown in Fig. 13 
One pin-up fluorescent luminaire was 
mounted horizontally on the side wall 
centered 7! from the floor and 
56 inches forward from the head wall 


feet 


Illumination and 


Table 7 


The upper panel is for general illu 
mination; the lower one is added for 


While the 


upper panel is never in the patients 


reading and examining 


field of vision, the lower one is, even 
when he sits up to read. This is not 
ideal, but does not seem to be disturb- 
ing in actual practice, possibly because 
it is neither directly in front, nor in 
full area view. As an economy unit for 
easy installation by simply hanging it 
up and plugging it in, such a lumi- 
naire is likely to do a better job than 
anything it replaces. In such a cubicle, 
as in small lack of 
space eliminates the problem of pro- 


two bed rooms, 


viding for reading in a chair 


CONTROL 

The commonest combination of con 
trols is that of a ceiling luminaire and 
a night light switch at the entrance 


Brightnesses—Room 139 








Genera! Plus 
Reading Light 


Genero! 
Lighting 





Horizontal Illumination at center of bed 
Iilumination on 45 reading plane... 
Maximum ceiling brightness. . 

Minimum ceiling brightness........ 
Brightness of side wall below luminaire. 
Brightness of head wall 

Luminaire brightness toward patient 
Luminaire brightness toward visitor 


FC 12 FC 
FC 21 FC 
FL 8 FL 
FL 1 FL 
FL 12 FL 
FL 5 FL 
FL 1200 FL 
FL 1200 FL 


SCONN—- NNN 


ww 





Fig. 13: Single 
pin-up fluores- 
cent luminaire 
serving a small 
area. The lumi- 
naire was mount- 
ed 7!/, feet from 
the floor on the 
side wall. It is 
56 inches from 
the head wall. 


with the reading light switched at the 
amp All want one 


ight under their own control. Switch 


socket patients 


! 
ing the ceiling light from the bed as 
well as from the door has evidently 
been regarded everywhere as unneces 
sarily complicated. An undesirable fea 
ture of our pin-up lamp installation 
was the number of pull cords needed 
The pull cord for the nurses’ call sys 
rem added to the confusion. The num 
ber of cords would be less in new con 
struction 

For ceiling luminaires we recom 
nend distinct separation of the switch 
ing locations for general and examina 
tion lighting, as we repeatedly found 
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Remodeling with MOSAIC Tile 
WILL COST YOU LESS, TOO! 


Mosaic Tile costs less to 
install—with Mosaic’s fast, 
low cost and widely proved 
Lockart Method. 


Mr. A. B. McConnell, 
Vice President of Hollywood- 
Roosevelt Hotel at Holly- 
wood, California, says— 





v 

ern truly youps. Ys 
Ul +) (ommns4t, : 
A. B. Mo Connell 

Vice President 











If this hotel can do it— 
so can you, as thousands of 
owners in all types of build- 
ings have learned. 


QUICK, EASY PRIMING THEN ... LOCKART EXPANSET FASY APPLICATION ... FAST SETTING 
FOR PERFECT ADHESION 


® To find out how much less it will cost you to have genuine 
, Mosaic Tile in your building, new or remodeling, ask your 
tile contractor or use this handy coupon for full information. 
MOSAI| te THE MOSAIC TILE COMPANY ¢ DEPT. 8-8, ZANESVILLE, OHIO 
y Please give me full information about your Lockart 
Method of setting tile at low cost. 


LOCKART METHOD 
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Ciltie 


ANY WAY YOU MEASURE IT 


@ Save Money, 
Floors, Equipment 
and Time by using 
DARNELL Casters 
and Wheels .. . Al- 
ways dependable, 
these low-cost 
floor protection 
products have 
been made to give 
you a long life of 
efficient, trouble- 
free 'service. 


DARNELL CORP. LTD 
LONG BEACH 4, CALIFORNIA 


60 WALKER ST. NEW YORK 13_.N Y 


36 N CLINTON. CHICAGO 6 


ILL 


all the tubes in use, providing more 
light than was necessary, and exerting 
glare effect owing to the position of 
the lamps intended for physical exam 
ination use only; this in spite of our 
briefing the nurses on their proper use 
The same error exerted its influence on 
use of the 50-100-150 
bulb at 


level of 


watt tor 
chiere times when only a low 


general illumination was 


LOCATION 

One supposed advantage of a pin-up 
is that of convenience tor 
This 


would call for several outlets, although 


installation 


moving when the bed is shifted 


the two usually found in opposite walls 


single room might do. This ceases 


be an advantage and, conversely, 


Ww all 


ot the luminaire to the 
} 


ises to be a disadvantage, in rooms 


ther than single, as in such rooms a 


bed is held pretty much to one location 


space limitations. Safety regulations 


nay also govern the situation—at the 


Baker Memorial, for example, the 


Pp iminaires were 


pin 


ac tually scre wed 


firmly The floor lamp and the 


in place 


wall-and-table outfit are foremost as t 


flexibility, with the former as first 


ce where space will not permit the 
the side 


] t bl t } 
I€ adie © De n Same 


ot the bed as the easy chair 


ECONOMY 


Reflectors and lamps are more ex 


pensive for fluorescent than for incan 


lighting, and the 
quire ballasts. But 


balanced 


lescent former re 
against this expense 
an be the light output per 
t and the length of lamp life, both 
which favor the fluorescent lamps 
ind speed of write-off of 

influence the choice 
and a need for rapid 


high 
favor 


the incandescent 


slow write-off 


SATISFACTION 
The 


cent light for 


universal popularity of fluores 
general and for working 
illumination ts ample evidence of its 


excellence purposes 





descent bulbs of small size, although 
fluorescent tubes of suitably small ca 
pacity are available. For reading lamps, 
we think the choice depends in part 
upon fabrication of a suitable housing; 
one that can be readily manipulated 
and still restrict the light to a desired 
area. The incandescent light is easier 
to direct and confine, while fluorescent 
light is less glaring when it is allowed 
to shine upon the eyes, for example, 


of other patients 


POWER SUPPLY—A.C. and D.C. 
current is better tor 


With 


lamps there is no difference 


Alternating 
incandescent 
While 20 


watt and certain other small sizes of 


fluorescent lamps 


fluorescent lamps will operate satisfac 


torily on direct current the necessity 


for using resistors for ballasting direct 


current lessens the ethiciency as com 


pared with that of alternating current 


! 


There is also the matter of time lag 


with direct current 


The delay between 
turning on the switch and the appear 
ance of light sometimes makes patients 
think the first pull did not work and 
they pull the cord again to make sure 
With more than one cord at hand this 
can cause considerable confusion and 
exasperation. With alrernating current 


starting is much faster 


SUMMARY 
j 


With both incandescent and tluores 


cent lamps, and numerous possibilities 
as to the kind of luminaires, a hospital 
idministrator has considerable range of 


choice. It is influenced, or limited, by 


such factors as availability of alternat 


ing current, preference as to portabil 


fy, room arrangement location of out 


lets, and degree of comfort desired 
sub 


An exhaustive study of such a 


Our luminaires 


kinds 


ject would be ditt 
were simple and of only a few 


ind combinations. Because fluorescent 
lighting was relatively new for this use 
ittel 


Burt the 


without 


we gave experimental 


tion than we ncandescent 


jata are offered simply as data 


Trving a few ideas, such as might 


Dias 


nterest other observers and stimulate 


more ideas, Was our purpose and in 


that light alone we present this m. 


terial 





This is the third and the concluding section of a study 
on the most satisfactory methods of lighting patients’ 


rooms at Baker Memorial, Massachusetts General Hospital 
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FLOORS 

are the 

"HEART" | 
qof Hospital 


Sanitation 
...care for them 


with WEST 


Maintenance Products 








| 1. ZOLEO 


Your floors. like the human heart. are vul- 
nerable to the effects of neglect or indifferent 
treatment. To avoid shortening their “life- 
span” and increasing your sanitation overhead, 
Wise ly choose West floor produc ts. Spec ial care 
and treatment with West floor maintenance 
materials prolongs the life and beauty of your 


floors at an absolute minimum cost, 


The strain on your budget is reduced be- 
cause West Products. formulated for cleaning. 
sealing and preserving floors. are noted for 
their long-lasting efficiency —enabling you to 


protect all floors with the least time and effort, 


Our trained representative will be glad to 
demonstrate any West product desired. No 


obligation S 


PRODUCTS FOR THE PROMOTION 
OF HOSPITAL SANITATION 


WES Psij5sH7 


42-16 West Street, Long Island City 1, N. Y. 
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Cleans Cork, Tile, Wood, 
Linoleum, Marble Ter 
razzo Floors and painted 
or varnished surfaces 


2. WESTOLITE 
Cleans Cement, Con 
crete, Tile, Mastic, As 
phalt late, Quarry 
Marble and unpainted 
Wood floors 


3. CORO-NOLEUM 
Disinfects and Deodor- 
izes as it Cleans all 
floors except rubber, soft 
mastic, or asphalt base 
tile 


4. LUSTRECLEAN 

Cleans, Deodorizes and 
Lightly Waxes Wood 
Mastic, Linoleum, Cement 
Terrazzo, Composition 
Tile, Asphalt Tile, Paint 
ed and Varnished Floors 


5. KWYKWAX 
Woxes and Finishes al! 
types of floors, except 
Terrazzo. 


Liquid soap with Linseed Oil Base, 
mixes with cold water instantly. Sof- 
tens dirt, loosens grease and grime 
with fast emulsifying action 


Balanced cleaning powder dissolves 
completely and quickly in water 
Emulsifies many times its weight in 
grease. No scrubbing necessary. No 
suds to rinse. Safe to use, will not in- 
jure, stain or scratch surfaces 


Phenol coefficient of 7.5. Helps kill 
many germs and aids in the protec 
tion of Health. Ideal for operating 
rooms, washrooms and special wards 


Economical to use 


Essentially a cleaner but leaves a fine 
film of wax on surface. Deodorizing 
oroperties make Lustreclean a triple 
purpose product. Excellent for floors 


walls and painted surfaces 


No rubbing or polishing necessary 
Dries in 20 minutes (or less) with a 
high hard lustre, which resists traffic 
wear, protecting floor surface 








--cpeE!—- -— 
WEST DISINFECTING COMPANY 
42-16 West Street, Long Island City 1, N. Y 


Gentlemen 


Please 


PLEASE CLIP TO YOUR BUSINESS LETTERHEAD 

















Housekeepi 
TT KY eeping Conducted by Alta M. La Belle and Jane Barton 


Boston University Presents — 


A BUDGET MEANS INTELLIGENT 


Assistant 

OST of us have one time or 
another tried to budget our 
money, our time, or our energy. Theo 


we Just take 


and 


our need 


retically it is quite simple 


what money or time we have 


livide it in equal parts to fit s 
rand exceeds the total 


word 


But when the den 
ivailable for distribution the 
budget becomes a nightmare, and 
be ruled by an iron 


We 


The purpose of intelligent 


entire lives seem t 
fist called a budget soon become 


frustrated 


planning is to avoid just this; to help 
s accept the limitations imposed by 
necessity and to live within them 


We 


this analogy as we xg 





| develop 


1 }. 
long, bearing in mind that a budget 





orrectly prepared and utilized need 
not be suct nonstrous iron fist 
WHAT IS A BUDGET? 

First of all, what are we talking 
tbout, what is a budget? Several defi 
nitions ha ivanced. One 
uthority S a starement of 
future management policies and plans 
expressed in accounting terms An 
ther called the budget a financial road 
nap. The most commonly accepted 
fennition 1s statement of anticipates 
ncome and expense One hospital 
onsultan lescribes Dt dget Ss t 
nan statement outlining a plan of 

I The re ill good but ] pre 
f Dre 'eT lescript on 1 tne 
sekeeper, a budget should mean the 


n terms of 


lollars 
nd cents, of the time, supplies 
quipment 
required standards under pre 


1 condit 


necessary maintair 


mine ions for a future 


sually a year. She ts 


her part in controlling expense, but as 


general rule she is not expected t 


inticipated 


ierpret the income 
Why shoul { she be iske 1 tu 1c this 
the adminis 


What is the purpose of 


her to predict what she 


CHARLES E. BERRY 


Mount Auburn Cc 


Director 


will need tor the Coming stx months or 


vear? In our own little personal 


budgets we usually start with a fixed 
income or a limited amount of time 
and we must adapt ourselves to live 
within its bounds. But in business, 
ind we must remember that hospitals 
ire now big business despite the ab- 
sence of a profit motive, it 1s Mecessary 
{ accurately as 


o know in advance as 


possible how much it is going to Cost 
to operate in the future. Once that ts 


determined some means must be found 
meet ex- 
When 


materials 


to provide enough money to 


penses or the doors will close 


the cost of labor, linen or 


idvances, this cost must be passed on 


the customer, guest or patient at 


e time the facilities are used. There 


re numerous other reasons for oper 


anned schedule of costs 





but perhaps the major consideration 


tor housekeepers is that of control. A 
lefinite goal is set, and any deviation 


and can be 


s at once apparent inves 
gated. 

It is therefore important for the 
front office to know how much you 
will need in the way of labor, mate 


ls and 


tions Such 


for future opera 


prepared in 


equipment 
program 


idvance will give you, as housekeeper 


oal toward which you may strive 


not just some more red tape to 


your already heavy schedule 


it any reflection on your ability 





In this first section of his lecture 
on what housekeepers should know 
about budgeting, Mr. Berry reviews 
fundamental accounting principles. 
In succeeding sections he will take 
up the purposes of a budget, forms, 
records and methods of control. 





Hospital, Cambridge 





PLANNING 


Mass 


as a housekeeper; such planning ts an 
integral part of good management 
Some department heads regard the 
mentioned previously as most 
feel 


poses restrictions upon them and their 


goal 


undesirable for they that it im 


work. These people have no faith in 


their judgment, their knowledge of 


their job and its requirements, and they 


are afraid that once they have com 


events may 


But to the 


mitted themselves, future 


prove them poor prophets 
good executive who has conscientiously 
prepared her estimates, the budget is a 
challenge to develop better methods 
controls and efficiency 

For 


forget about budgets and try to get 


the next few munutes Jet us 


glimpse of what goes on behind the 
scenes in any large business organiza 


lay. | 


tion to will explain briefly some 
features of a typical accounting setup 


This 
standing of 


will give you a better under 


how the figures you pro 


vide are used, and what information 


ind help you may expect to receive 


trom the accountant in setting up your 


initial budge 


CASH v. ACCRUAL BASIS 


Until fairly recently most hospitals 


operated is known as a cash 


This is a simpli 


on what 
basis of accounting 


fied system but one which does not 


srovide sufficient information for mod 
I 


ern business requirements. Under the 


cash basis, income is recorded only 


when cash is actually received. Ex 


penses are recorded only when the bills 
few 


are paid. During the years 


gradual if painful 


past 


there has been 


transition to what is called an accrual 
basis of accounting. This transition has 
been accelerated by the demands of the 


governmental and stare agencies for a 


more detailed analysis of where the 
money comes from, and where and 
how it 1s spent 
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AIR SANITIZING NOW BECOMES A REALITY! 


Control contagious diseases spread by air-borne bacteria 


GLYCO-MIST is a scientific approach to the problem which has long confronted 
hospital management—a proven and laboratory tested means of eliminating 
bacteria, both surface and air-borne, and disagreeable odors all in one opera- 
tion. GLYCO-MIST is ao unique formul cont g triethylene glycol and 
propylene glycol noted for their marvelous properties of destroying air-borne, 





contagious bacteria—this new compound also contains para di-isobutyl 
phenoxy ethoxy ethyl dimethyl! benzyl ammonium chloride for its power- 
ful, germicidal and antiseptic action against all type of pathogenic organ- 
isms including Staphylococcus aureus, tubercle bacillus, streptococcus, 
influenza virus, and many other disease producing bacteria. 

GLYCO-MIST should positively be standard equipment in every hospital, 
institution, nursing home, school or doctor's office. Daily treatment of air 

in wards where there is danger of cross infection should be routine 


practice. Daily use of GLYCO-MIST in private rooms insures a fresh eae 
NEUTRALIZES OBJECTIONABLE ODORS 


atmosphere, greatly reduces bacteria count and lessens chance of 
GLYCO-MIST achieves marvelous results in concer wards 


and for use in eliminating burn odors. The chemical 
Order a trial shipment of GLYCO-MIST ingredients, although harmless to 
humans, completely absorb, dispel 
and neutralize offensive organic 
odors 


Ohyeue ss 


infection spreading from patient to visitor or visitor to patient. 


today and start reducing incidents 


of cross infection. 








SPECIAL INTRODUCTORY DOES THE Gi BIG JOBS! 


OFFER! 
+ 
@ AIR SPRAYING! 
12 QUART BOTTLES $ Recent test on the air of premises sprayed with glycol quarter- 
nary ammonium formulations show that significant numbers of 
GLYCO-MIST case , 


oir-borne bacteria cells are killed in less than 10 minutes time. 
@ EFFECTIVE DEODORANT! 
SPRAYER Application on surfaces by spraying, wiping or rinsing will des- 
troy many foul odors at their very source. 
ABSOLUTELY © CONTACT DISINFECTION! 


FREE H H Can be applied to cleaned surfaces or objects in the form of 
All, metal hydraulic, high-pressure spray or can be mopped or sponged over surfaces to be treated. 
aerosol sproyer included with each case e MODERN SANITIZING g 
of GLYCO-MIST. For sanitizing of food handling equipment, ice boxes, refriger- 
Pints (12 to the case) each bottle ators, cold storage lockers, this new preparation is perfection 
equipped with sprayer $12.00 per case. itself. Leaves no odor, is harmless, odorless and virtually tasteless. 
Half-pints (12 to the case) each bottle 
equipped with sprayer $9.00 per case 

Freight prepaid to destination. 


THE DYPHENOL COMPANY 


DISTRIBUTED By} 915 Switzer Ave., St. Louis 15, Mo. 


THE nol 
yore 


915 SWITZER AVE. 
ST. LOUIS 15, MO. 


Enclosed please find our check for: 
1 case (12 quarts) GLYCO-MIST and free sprayer $28.00 per case. 


1 case (12 pints) GLYCO-MIST, each bottle equipped with free plastic 
sprayer $12.00 per case. 


1 case (12 half-pints) GLYCO-MIST, each bottle equipped with free 
plastic sprayer $9.00 per case 


ae 
Address. 
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Briet €1 e accrual basis of 
CC nting ncome S recorded the 
ne service is rendered by charging 
wcounts receivable and crediting in 
come Likewise bligations are re 
orded when incurred, regardless of 


when payment is made. In other words 








f patient is given an X-ray examina 
on, the ct re for the examination 1s 
nsidered earned. It is something of 
| e the hospital. If payment is 
eived ne me the plate Ss 
KCI S entered nt in ccount 
lled the accounts recetvable nd is 
ricd as an asse some ng of value 
e hospital. In the s way in 
ries are Carries S assets A nother 
xample of n SS¢ S prepaid ex 
penses. In his group would fall suc 
fems as prepa 1 ins nce There 
others too numerous mentor 
cre 
Liabilities are handled in the same 
\ noney owed suppliers, service in 
erms of dollars owed those patients 
nd guests wl ve p 1 in advance 
ccrued salaries and other expenses are 
ll entered on the balance sheet. This 
lustration is oversimplied course 
t $s sufficient for r purpose 


ne item that concerns housekeepers 
5 nventory accoun The usual 
pron e runs something like this 
H cs tc nat oO will need 240 
Wz OS inch sheets tor the 
t Yi plan place ese in 
cr\ he rate of U ozen per 
The } irchasut rf ven Ss Ire 
ponsil I proc ng ese sheets 
1 having them available when need 
OD tO fF ( SC hem 
best pr she can obtain. In all 
Duility substantial disc nt will 
« ed for in y buying i 
} s saving perhaps she will 
i¢ € 47 dozen one tin Ab 
rs f e¢ mon he sheets wil 
\ f WwW ¢ | f mj Dd 
stin p ymen n U 1avs 
Ar if r the sr Ww id prob 
bi verween SSOOO an < OO. The 
‘ ¢ St cr I | 
n eded I ount received 
¢ entered on © perpett l inven 
ls. B what ppens to tl 
vi Lhe ntant sits down and 
ypes Neck, I something fur 
ne ce De ¢ The ecK Nas 
€ ex] ned WW} S for \l| 
ne S| must be « nted 
some Way [ ndaer ne cash s§ 
ra nting she w | st write 
( ( x pense olumn « led 
7A 


housekeeping expense” Sheets $5000 


at the time she mailed the check. And 
when the totals were posted for the 
month of February the housekeeping 
expense would show noticeable in 


crease 


Somewhere along the line 


juestioned th 


someone 


is practice. The question 


was asked, why should my department 
e« charged with sheets I may not use 

ll this year? What happens if we 
sell these sheets They are worth 
money inasmuch as they are still avail 
ible for resale. Since they are so avail 
ble how can you charge them to ex 


pense Items that can be « nverted to 
casl re carried as the equivalent of 
isl Under the accrual system the 
ccountant would enter the value of 
ese sheets in an inventory account 
This, as I mentioned before, is an 
Sse coun the sheets represent 
something of value which might, if 


necessary, be converted dollars 


into 


they remain stacked on 


as long as 


storeroom shelves they retain this 


But once you requisition 


ts to put them into use, they 


longer an item that can be con 


into cash, but become an ex 


if requisition ts then priced, 


is dropped from inventory 


nd entered into the expense account 


ot 


ment's being charged with a large sum 


tor linen. So instead your depart 


of money one month, which would 


your costs you ire 


items you actu 


ise them 


REASON FOR REQUISITIONS 
} 


How does the business office know 


wi we use and when we use it? It 
s to provide such information that 
requisitions are used to obtain supplies 
The requisitions are returned to the 

siness office and the cost ts distrib 


ed i he proper expense accounts 
There is one other term that you will 

n connection with budgets that 

SES great deal of confusion even 
mong department heads wh have 
lied some accounting. This 1s the 
ert Capital Item Again, without 
tempting to explain accounting pro 
cedure in detail, 1 will try to illustrate 
wl is meant when the term is used 
Let us go back to our original example 
f shee \ sheet 1s a nonexpend 

le item, that ts is not consumed 
in its initial use, but may be used over 
1 over agau Ar the same time tt 1s 

n item that will last for five years 


ts expecte 1 life is perhaps one or two 


g upon many factors 


Contrast this with the buffing machine 
Such a 
might cost $500 or more 


machine 
Yet 
proper care and intelligent handling it 
may 


used on the floors 


with 


well last for 10 years 


Here we have the same problem we 
had with our large order of sheets. We 


certainly do not want to charge $500 


expense t& 


the housekeeping depart 


ment in February, the month the ma 


chine was purchased, when tt is going 
to be used every day for 10 years. This 
would distort the cost of operating the 


department even more than would the 


cost of the sheets. Just how is the ac 
countant going to prevent this? The 
machine cannot be placed on a shelf 


and a part requisitioned each week as 


could the sheets. The accountant’s an 


swer is to capitalize the polisher and 
depreciate it over a period of time 
in effect, 


The 


chine is entered into an account called 


This procedure runs some 


what as follows cost of the ma 
that 
our polisher has an estimated life of 
LO The cost of $500 should be 


spread over that 10 year period, so that 


in equipment account. Assume 


years 


the end of five years the value is only 


$250, and it is carried on the books as 


an asset at that amount. We entered it 
originally at $500 and at the end of 
five years we say that it is worth but 
8250 


RESERVE FOR DEPRECIATION 
How 


difference 


does the system explain the 


of $2507 As explained, we 


cannot use requisitions and charge it 


off to expense, so the next best thing is 





done. We estimated that the machine 
will remain useful for 10 years and we 
know. the original cost It is easy to 
find how much it decreases in value 


in the case of our buffer it 
$500 divided by 10 


tor each year it 


each year 


would be which 





gives us $50 less valu 


€ 


is used, or 10 per cent. The accountant 


enters this in a se¢ parate account which 


is called “reserve for depreciation” and 


subtracts it from the equipment ac 


count, At the end of tive years, the net 
book value of the polisher would be 
but $250 


Next on the list is the perpetual in 


ventory. The words are self-explana 


tory. The perpetual inventory system 


is one in which a record is kept of each 


item in stock in the storeroom, not 


only as to quantity but also as to value 
It is kept by merely setting up a card 


for each individual item carried in the 


linen room or storeroom. Each time 
an item is received the number and 
cost are entered on this card and the 
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WHERE COVERAGE COUNTS 





There’s only one real coverage of hospital textile items—the Cannon line. Cannon [| : ey 


Pe? _& 
| CANNON | 
~ CANNON MILLS, INC. 

70 Worth Street, New York City 13 


covers your textile needs more adequately than any other producer. Delivery is prompt. 


Vol. 73 No. 3, September 1949 








It, tor ex 
1 stock and 
would enrer 


e an 1 


a number 
urry forward the number 
se received plus the 

the value of those on hand, 


ure would be 


pond with the number on the card 
Their total value should equal the in 
ventory account kept by the accounting 
department. This provides a check on 
the supplies. The value of the sheets 
would appear as an asset in the inven 
tory account. 

One other point may prove trouble- 
some. Suppose the cards indicate that 
two separate lots of sheets have been 
received, the first lot priced at $1.10 


What 


would you use when the sheets 


each and the second lor at $1 
price 
ire issued? There are three methods 


ire acceptable 1) first in, first 


NURSE SUPERVISORS 


note 


improvement in 


nurses’ morale 
when odors 
are controlled 


Nurse Ss appreciate 


Iree atime thea 


ad 
such 


rking 


ire odors bad for 


patients ar 


lifference inp their own w 


Not only 


cut down efliciens 


Superintendents in 
hospitals use 
Air Freshenes 

e. Airkem 


many iding 


\irken 


ose familias insti 
xniors caused by 
counteracts many 


rs originating 


ireas liste 


make 


comfortable, more 


With Airkem, vou can your 
whole staff more 
efficient vive your patients odor- 
free air to help speed recovery 

weleome visitors to vour hospital 


inte Air of (Juality 


\irkem is available in wick bottles, 
wall cabinets and portable Osmetan 


It is an eflective vet inexpen- 


units. 
~ive way to give vour hospital “nurse 


ippeal” and win friends all around. 


Airkem from vour local Airkem 
Airkem, 
Lith Street, New 


Order 
representative or write 
Ine., 241 Bast 
York 17, N. Y. 

6 
ry 


Airkem 


Counteracts Odors Originating in: 


1 Odorous disease wards 
2 Pathological labs 
3 Autopsy rooms 


4 Operating rooms 
5 Utility rooms 
6 Lavatories 


7 Freshly painted rooms 
8 Laundry and chutes 
9 Kitchens 


out; (2) last in, first out; (4) averag- 
ing of costs 

For the purpose of illustrating these 
three methods let us assume that your 
stockroom receives three dozen sheets 
costing $13.30 per dozen on Jan. 10, 
1948. On Jan. 14, 1948, a second three 
dozen lot arrives priced at $12 per 
dozen. You now have six dozen sheets 
on your shelves and the value is entered 
in the inventory account. On January 
15 you have to issue 10 sheets for use 
The requisition is filled by the store 
room and the sheets now have to be 
dropped from the inventory account 
Will you assume that these 10 sheets 
came from the first lot which cost 
$13.30 per dozen? If you do you are 
using the first in, first out method. | 
prefer this system, for although it may 
not actually reflect latest costs of serv 
ice, it is much less involved from a 
bookkeeping standpoint and it is less 
likely to when the 
issues are entered on the stock record 


cause confusion 


cards 


LAST IN, FIRST OUT METHOD 

Should you decide to take the 10 
sheets from the lot purchased January 
14 at $12 per dozen you would be 
using the “last in, first out” method 
The third method mentioned, the aver- 
aging of costs, requires, I believe, too 
much detail work in proportion to the 
value of the resultant figures. It would 
require averaging the cost of the two 
lots, one at $13.30 and the other at $12, 
and charging off the sheets at the aver 
age price, in this instance at the rate 
of $12.65 per dozen. It is perhaps the 
most nearly accurate method of com 
puting costs, but it would involve addi 
tional computations with the resulting 
sheets that are 


chance of error. All 


issued decrease the number on_ the 
shelves and consequently decrease their 
value. The inventory account is less 
because if the remaining sheets were 
sold, 62 would bring less than 72 The 
accounting office must account for the 
value of these sheets. Since all goods 
must be issued on a requisition, the 
storeroom forwards this requisition to 
the accounting or purchasing office 
where the value of the sheets is en 
tered on the requisition and the name 
of the department using them is in- 
serted; in the case of sheets it would be 
the housekeeping department. The ac- 
countant then uses this requisition as 
a voucher and subtracts the value of 
the sheets trom the 


count and adds it to the housekeeping 


inventory ac 


expense acct unt 
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_ telephone operators work under 
constant pressure— yet accuracy in pag- 
ing is often a matter of life—or death... 

Is there enough reom at the switeh- 
board for efficient operation of the pag- 
ing system? Or does the equipment itse/f 
crowd the board so much that a slight 
slip—resulting in a wrong code flash—is 
always a possibility ? 

Leading hospitals throughout the world 
cuard against such mishaps by using Ed- 
wards Paging Systems. with new Selector 
Keyboards. Almost half a foot smaller in 

/ dimensions than similar units, they 
literally make room for easier, more fool- 
proof operation 


Thus, another Edwards product re 





flects a constant devotion to better signal 
=vstem design that will help your hos- 


pital operate at peak efficiency 


Epwarps 


é Ses t d 
Sige Rie “em sk eae 
nal 8 LSet 


New Keyboard Selector more compa:t and efficient Si qm «a l Syst COms 


Edwards No. 7175 incorporates the following advanced features: 

Less space at switchboard . . . actually 5” smaller in all dimen- 

sions than similar units. (11% x 8%” x 844”). Miniature lamp 

annunciator on case—no bulky bulls-eyes to duplicate flashing 

on lamp annunciator. Three complete rows of keys for setting up Edwards Co., Inc., Norwalk, Conn. 
three codes at one time. In Canada: Edwards of Canada, itd. 





Write today for illustrated specificati bulletin on all Edwards Hospital Signal Systems 
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DIGEST 


Government Aid in Spotlight at A.H.A. Convention . . . California 
Law Provides $8 per Day Hospitalization . . Illinois Administrators 


Ask Help for Nursing Schools . . . Munger Receives Award of Merit 








Attention of A.H.A. Convention-Goers Blue Cross executives, and hospital aux 


ihary members and othcers 


Will Be Focused on Government Aid 
The commercial and educational ex 
CHICACO t ted States sen- tion w split it ne ways on. hibits which will be on display in the 
meetings on. auditorium throughout the week are 


iilding, Blue Cross, pedi mong the most extensive and valu 


records, purchasing, state able ever presented at a hospital con 
association has stated 

spital councils In general sessions planned for dis 
of Delegates of the asso- cussion of operating problems and poli 


ins, consultants, auxil. vention,” the 


in Sunday morning cics ‘ modification of the type ot 


frernoon sessions as in. Meeting that was introduced at the con 
ccording to an an- vention last year will be presented. In 
issociation headquar t meeting on rechnical aspects of de 
banquet will be held partmental functions, for example, five 
in outstanding | minute presentations will be made on 
innouncement, | operating problems in such departments 

the banquet s nursing, food service, pharmacy 
housekeeping, plant, accounting, laun 

tivities scheduled | dry, purchasing and diagnostic facilities 
nvention week are meetings Following these brief presentations, dis 
n Protestant Hospital cussion will be led by panels composed 

he annual convocation of | of the members of various association 
College of Hospital Ad- | councils concerned with these depart 
nurse anes ments Audience participation is in 
rdslibrarian. vited in these discussions,” the associa 


irchitects tion announcement said and the chau 





CONVENTION FACTS 


WHO—American Hospital Association 
American Protestant Hospital Association 
American Col’ege of Hospital Administrators 
American Association of Nurse Anesthetists 
American Association of Medical Record Librarians 


WHAT—Annual conventions. 
WHERE—Clevelund, Ohio, Hotel Statler, Public Auditorium and environs 
WHEN—September 24 to 29, 1949 


HOW—General sessions, section meetings, delegates’ meetings, assembly, 
banquets, breakfasts, luncheons, receptions and corridor conclaves. 


WHY—JIn the name of education 
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- SWIFT - SIMPLE - SURE - 


ONE - TWO - THREE 


—and You are Ready for the Venipuncture 


Have you seen a demonstration of SHAW SOLUTIONS AND HAEMOVACS, 
our newest package design? They are the products of HOSPITAL LIQUIDS, 
INC., a veteran organization in the solution field with a record of millions of 
liters of rigorously tested intravenous solutions. 


No "intravenous department" for us! Our intravenous SOLUTIONS and HAEM- 
OVACS ARE OUR ENTIRE BUSINESS. We make parenteral solutions and 
equipment exclusively — nothing else —that is why we can consistently give 
you a quality product at all times. 


We are confident you will find SHAW SOLUTIONS and HAEMOVACS equal 
to your every demand—reliable, easy to use—an ideal reaction—free intra- 
venous solution and blood transfusion program. 


MAY WE HAVE THE OPPORTUNITY OF DEMONSTRATING OUR PRODUCTS 
TO YOU IN YOUR HOSPITAL AT YOUR CONVENIENCE? 


HOSPITAL LIQUIDS 


2900 S. Michigan Ave., Chicago 16, III. Laboratories at Chicago, III. 
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DON'T BE 
MIS-LED 


—by claims that Diacks don’t 
require steam. It is true you 
can melt a Diack with dry heat. 
But—here is the catch—How 
can you obtain a dry heat of 
250° F. within an autoclave? 
It can’t be done, as the only 


source of heat is steam. 





Don't Be Fooled 


—by demonstrations which 
have nothing to do with the 
actual conditions existing with- 


in your autoclave. 


1947 NORTH MAW STREET ROYAL OAK, MICHIGAN 








NEWS... 


the councils will circulate 


through idience with portable mi 


crophones facilitate the discussions 


Speakers who will discuss various as 
pects of government health programs in 
Great Britain and Canada include Dr 
\. Leslie Banks, medical officer for the 


Health; Dr. F. D 


health services 


British Ministry of 
Mort, chairman of the 
planning commission, Province of Sas 
katchewan, and Dr. |. M. Hershey, com 
missioner of hospital insurance for Brit 


ish Columbia. These presentations will 


be evaluated for the American audience 


by a group of authorities including Dr 
Arthur C. Bachmeyer of the University 
ot Chicago; J. Douglas Colman, chair 
man of the Blue Cross commission; Rev 
Donald A. McGowan 
bureau of health and hospitals for the 
National Catholic Welfare Conference 


Reed, vice president of 


director of the 


nd Lowell | 
Johns Hopkins University 


Seek Revision of By-Laws 
at A.C.H.A. Assembly 
Revision of the 
ot Hospital 


Mistral il sought at the 


CHICAGO by-laws 


he American College 


assembly of the 

this month, it was 

. arters here. The 

s has proposed amend 

ncrease initiation 

nd membership fees, the announcement 

ncw laws initia 

$25 for members 

fellows! ip, $75 for ad 

mbers, $25 for nominees 

membership and $50 for 
nominees 

law changes would provide 

become ex officio 

of regents and 

serve as chair 


announcement 


siness session of the 


1 at Cleveland Mon 


Increase Subscriber Benefits 
Blue Cross and Blue 


incre ised 


MINNEAPOLIS 
ld plans here have bene 
Ss ibscribers it Was announced last 
by Arthur M. Calvin, executive 


Expansion of the benefits was 


ind became ettective 


$8 per Day Hospitalization 
Provided by Amendment 
to California Law 


SAN FRANCISCO. The California 
Unemployment Compensation Act was 
amended last month to add an $8 a day 
hospitalization payment to the benefits 
provided workers under the act. The 
legislation was passed during the clos 
ing days of the California legislature's 
regular session and came as a surprise 
to most hospital and insurance groups 
The measure was sponsored by Gover 
nor Warren and by the American Fed 
eration of Labor, it was reported, and 
opposed by employer and insurance or- 
ganizations 
Under the new law, which becomes 


effective Jan. 1, 1950, the disabled 


worker will be paid $8 a day for not 
to exceed 12 days when he is hospital 
ized on a physician's order. The bene 
fit is not a payment of the hospital bill 
or an indemnity to the worker for his 
hospitalization expense; it is an out 
right payment 

Employers may obtain coverage tor 
their workers from Blue Cross or pri 
vate insurance sources, it is explained 
s long as the worker ts covered up 
to the minimum amount stipulated in 
the amended act. Some adjustment of 
Blue Cross benefits may result from the 
act, it is believed, but not many ob 
servers feel that Blue Cross plans in 
an immediate 


Where Blue 


Cross or private insurance coverage 1s 


California will suftter as 


result of the present law 


not provided the worker is covered un 
t 


der the state fund 
Worker contributions under the act 
are fixed at 1 per cent of salary up to 


a limit of $3000, it was explained. Many 


insurance authorities Felieve the amount 
provided is insufficient to permit pay 
ment of the $8 hospitalization in ad 


lition to other benefits. Estimated cost 


section of the act ranges 


ot the new 
from the $15 million estimate made by 
sponsors of the bill to as high as $30 


millien a year—the figure named by 


some insurance Company actuaries 


Commenting on the act, a national 


insurance monthly noted the fact that 


some insurance people have felt that 


interests 


between private 


health 


competition 
and state 
ance field was safe, and that it was the 


federal interven 


funds in the insur 


best way to head off 


tion. On the other hand, the paper 


stated, “Opponents of this position have 
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COFFFEE MAKING 
EQUIPMENT 


TOASTMASTERS 


‘ 
H 
4} 
POTATO PEELERS 


DISHWASHING 
MACHINES 


2201 


Vol. 73 No 


AMERICA’S HEADQUARTERS 


for 


FOOD SERVICE EQUIPMENT 


For over a third of a century, it has been our business to help you 
prepare and serve food in an attractive and appetizing manner 
If yours is a club, hotel, restaurant, soft drink establishment, bow] 
ing alley, lounge or tavern DON service is always at your com 
mand. Hospitals, schools, colleges — institutions of all kinds - 
know the DON reputation for standard quality and prompt, cour 
teous service. Write DON any time for anything you need. In 
Chicago, Phone CA lumet 5—1300. 


Of the 50,000 items sold by DON, a few are listed below 


Aluminum Ware 
Bakers Pan Racks 
Baking Ovens 
Broilers 
Butter Cutters 
Can Openers 
Chinaware 
Coffee Making Equiy 
Cutlery 
Dish Carriers 
Dishwashing Machines 

ilers 

Cups 

Food Choppers 


Food Mixers 


SATISFACTION GUARANTEED OR YOUR MONEY BACK 


;arbage Cans 


Griddles 

Ice Cream Dippers 
Insulated Food Container 
Juice Extractors 

Kitchen Aprons 

Kitchen Brushes 

Kitchen Equipment 
Kitchen and Food Truc 
Kitchen Utensils 

Linens, Table and Kitchen 
Meat Slicers 

Napkins, Paper and Liner 


Plastic Table Ware 


Ranges 
Sauce Pans 
Steam Cook 
ables 


Steam 


Silver Burnisher 


Souffle Cups 
Stainless Steel Ware 
Stock Pots 

Tea Pots, China ar 
Toast Covers 


Toasters 


SEE US IN BOOTHS 1314-16, A.H.A. CONVENTION, CLEVELAND, SEPT. 26-29 


EDWARD DIO) & COMPANY 


CHICAGO 16, ILLINOIS 


>. LA SALLE: ST, 


3, September 1949 


GAS AND ELECTRIC 
RANGES 


aa 


BAKING OVENS 


4b 
STEAM JACKETED 
KETTLES 


STEAM COOKERS 











IMinois Administrators Ask Assistance 
for Small Hospital Nursing Schools 


SPRINGFIELD, ILL.—A group of hos- establishment of central schools wher 

al administrators in downstate Illhi- ever feasible and stimulating coopera 
nois has presented a resolution to the tive use of school facilities 
Ilinois Hospital Association asking for The administrators presenting the 
ssistance to small hospital nursing resolution expressed themselves as “in 
schools, according to a report in the sympathy with and rec gnizing the im- 
ssociation’s Bulletin last month. The portance of a progressive advancement 
resolution called on the association to in nursing education,” but said they be 


ngthen the educational programs lieve this could be accomplished best 


hospital schools by encouraging a gradual basis as the hospitals with 
their respective schools can adjust to 

these advancing requirements 
The proposed resolution took note of 
the fact that the smaller schools pro 
vide a constant supply of nurses to care 
for the sick in the communities rep 
resented The elimination of these 
chools will seriously affect the welfare 
# these Communities,” it stated. Grad 
tes of such smaller schools are not 
felt to be lacking in proficiency and 
experience, it was stated. “They com 
pare favorably ) graduates of unt 
versity or coll 


ege athliated schools,” the 
resol ition said 
Discontinuance nall schools 
uuld without question dé a the 
Ul supply of nurses, it was held 
of the larger reservoirs ot those 
terested in a c n nursing is the 
ral Communities e resolution said, 
and they will hesitate to enroll in 
hools long distances from their homes 
conceivable that health workers 
ated from schools in rural 
understanding of 


ull health needs 


d inter n promoting bet 
ter healtl a I If FESpecrive com 
aADY IAN 


A.C.S. Announces 28th 

LEADING HOSPITALS USE IT BECAUSE... | Standardization Conference 

CHICAGO.— The Sth annual Hos 

1. The Baby-San Bathing Technique is a great  time-and eal Scandardization Conference will 

trouble-saver in hospital nurseries. 2-  Baby-San keeps babies 

happy and free from the torture of skin irritation, For Baby-San 

cleanses thoroughly, gently lubricates the skin and prevents chaf- 

ing. 3 Nurses like Baby-San because it speeds up bathing 

routine and work is easier in a quiet, happy nursery. 4. It is 

economical... only a few drops are needed for each bath. Try 
Baby-San... write today for sample. 


1 


eld 1 uicago October 17 to 
part of the 35th clinical congress 
ot the American College of Surgeons, 
Lr. Malcolm T. MacEachern announced 
st month. Several hund hospital 
xecutives from the uted Sta Can 
ind other countr! ire expected t 
1. A special feature of the program 
panel discussion on st indards 

of professional services for the 
is rendered by the 
ridtologist. th xthologist he anes 


esiok vist a [ physt il therapist 


Dr. Mackache 
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LIVSEY 


INFANT INCUBATOR 


In the womb an infant is provided 

with a constant temperature and _ suffi- 
cient moisture, The Livsey Incubator con- 
tinues this perfect regulation through 
Automatic Radiant Heating, an exclu 
sive feature, which insures a uniform 
temperature and proper humidity. The 
Livsey Incubator also provides attach 
ments for supplying oxygen, and 
contain compartment for Warming 
apparel and for medication, 
For terature and deta 
write to: The Livsey Equipment 0, 
Dept. 11, 18938 Winslow Road, Cleveland 
22, Ohio. 








NEWS... 


Munger Is Recipient of 
A.H.A. Award of Merit 
CHk Dr. Claude W 
as administrator 
New York 


of the 


AGO 
ot 


wl retired 


Luke's Hospital 


cw 


American 


as announced 


mont 
1 to Dr 
York by 
G. Norby 


enerey 


was presente Mu 
New 


Josep! 


Munger 's 


A 


remonies in 
| 


n President 


that Dr 


The 9 


So e—Fewssh 


HosP 


Munger 


Mt 


years 


949 


He 


The 


nyer 


Asso 


who 


na 


it 


wisdom have immeasurably advanced 
education and standards of hospital ad 
ministration 

Dr. Munger, who is a past president 
of the association and the American 
College of Hospital Administrators, was 
director of the course in hospital ad 
at Columbia University un 
time of his retirement. He 


of St. Luke's Hospital tor 10 


ministration 


til the 1S was 


director 


years prior to which time he was su 


perintendent of Grasslands Hospital 


county institution at Valhalla, N.Y., and 


E way to wash 
al’s dishes... 


the timing 
CAN’T 
be skimped 








One push of a 


ives the roper 


Timed Wash and Rinse vec ausomatic 


with the Model 1-AWR Champion, shown above. An operator may 


forget ... but this machine always remembers. 


Every dish is thoroughly washed and thoroughly rinsed, in line with 


the latest standards set 


by 


the 


National Sanitation Foundation. 


(Champion Dish Washing Machines also comply with all known 


codes of Health and Plumbing Departments.) 


Mail the coupon 


tor 


CHAMPION 
Dish Washing 


Machines 


details 








Champion Dish Washing Machine Co. 


Erie 


Please 


handle 


Your 


Title 


Addr 


1, Pa 


catalog n machine 


persons per meal 
Name 
Hospital 


ess 


earlier of Blodgett Memorial Hospital, 
Grand Rapids, Mich. Dr. Munger has 
been a member of the editorial board 
ot The MODERN Hospital for many 
years and was a frequent contributor to 
hospital and medical journals during his 


tive Career 


Hawley Compares Health Law 

Situation to Hurricane 
JACKSONVILLE FLA 

¢ fifth anniversary meeting of Florida 


Speaking at 
th 
Hospital Service Corporation, Florida's 
Paul R. Hawley, 
chief executive othcer of the Blue Cross 
and Blue Shield, compared the health 
legislation situation to a Florida hurri 


Blue Cross plan, Dr 


cane 


There was a considerable wind for 


some months, which died down abruptly 
the 


when proponents of compulsory 


health insurance became convinced that 
passage of the Thomas-Murray-Dingell 


Bill 1 


was 


n the present session of Congress 
Dr. Hawley 


There is grave danger that some 


an impossibility 
stated 
of us may think the storm has passed 
No one who has experienced a Florid 


It 


disturbance 


so 1S 


ot 


hurricane would be deceived 


only that the center the 


is NOW passing over; and once it has 


passed, we may be certain that the storm 
will be renewed, haps with increased 
for 

! 


sibility that the political 


pet 


fury the reason that there 


isa pos 
complexion ot 
the Congress will change at the end of 
which will offer some 
ot 

stated 


session 


from 


the next 


the danger socialistic 


Dr 


compulsory health insurance is the long- 


re spite 


legislation Hawley that 


est leap yet proposed toward the welfare 


state and once this is taken other 
easures will follow in rapid order 


More than 


enrolled in the 


00.000 members are now 
Florida 


the 


Blue Cross plan, 
and 99 


hospitals representing 98 per cent of all 


was reported meeting 


general hospital beds 


Pp ric Ipating 


TB Hospital Contracts Let 
Int total 


were 


Contracts 
iwarded 


ot 


im at the 


SPRINGFIELD, 
497.000 
tor 


1OSIS Sanatori 


$3 here last 


const! state tu 


West Side 
The 


reinforced con 


ontl IctIOn 
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KEEPS FOUDS UAW 
WEN FRESH FOR HUUKS f 


cuts hospital costs, speeds service 





4-DRAWER MODEL 
$425.00 Fair Trade Price 


(Fed. Excise Lax incl.) 





YOU CAN HOLD cooked foods for hours at 
their flavorful peak in a ““Toastmaster” 
Roll and Food Warmer! Imagine all the 
savings you enjoy when you cook in 
quantity for later serving! 

FOR ONE THING, you need less kitchen per- 
sonnel. So there’s less confusion, less 
duplication of effort. Then, too, foods 
cooked in quantity cost less to prepare. 
There's less fuel consumption, less food 
handling, fewer utensils to wash, the 
most efficiency from the least cooking 
equipment. 

YES, AND SERVING directly from a “Toast- 
master” Roll and Food Warmer in your 
diet kitchens speeds service and saves 
time. That means more savings in op- 
erating costs. 

FOODS STAY HOT and oven-fresh for hours 
ina‘ Toastmaster’ Roll and Food Warm- 
er. Automatic temperature control keeps 
foods from drying out. Humidity con- 
trol prevents sogginess. Sealed drawer 
construction stops odor transfer. 

YOUR FOOD SERVICE EQUIPMENT DEALER will 
show you how the “Toastmaster’’* Roll 
and Food Warmer cuts cooked-food costs 
and speeds service, too. Ask him about 
it today. 


TOASTMASTER 


ROLL and FOOD WARMERS 


ark of McGraw Electric Company 
make f Tonstmaster’’ Toaster 1 aster’ Waffle Baker Toast 
ter''# ‘ Warme and other “Toastmaster’’ Product«. Cope 


TOASTMASTER PR D MeGra mpany, Fieir 





vailable in Sizes 
to Suit Every Hospital Need p< ° 
4-DRAWER MODEL 4DL 

(above) 27” square, 44” high. 


3-DRAWER MODEL 3DS 


(not shown) 23” square, 44” high. 


2-DRAWER MODEL 2DS 


(right) 23” square, 22',” high. 


2-DRAWER MODEL 
$225.00 Fair Trade Price 


(Fed. Excise Tax incl.) 
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Dept. G-99 
TOASTMASTER PRODUCTS DIVISION 
McGraw Electric Company, Elgin, Ill 


Send me complete information on “Toastmaster” 


Roll and Food Warmers 
Send me complete information on Toastmaster” 
Toasters 


Name 

DORI <6. < bk csnasssiisdsns 
iddress 

Caty 


My Dealer's 








How to make 
neighbors 


out of 
istant suppliers 








Bex and fastest way to get medical and dental supplies 
and pharmaceuticals is to specify Air Express. This super- 
speedy service cuts whole days off shipping time. Air 
Express is the fastest possible way to ship or receive. 

Air Express goes on all flights of the S« heduled Airlines 

with air speeds up to 5 miles a minute. Spec ial door-to- 
door service (no extra cost!) speeds up your shipments 
still more. Use the speed of Air Express regularly. Rates 
are surprisingly low. Air Express has saved the day and 


saved lives, too. 


Specify Air Express-Worlds Fastest Shipping Service 


@ Tow rates — special pick-up and delivery in principal U. S. towns 
ind cities at no extra cost 
@ Moves on all f < of al cheduled Airlines. 


@ \ir-rail between 22.000 off-airline off 


@ Direct air service to and from scores of foreign countries 
True case history: Nashville hospital sent S.O.S. for drugs. 2 '4-lb. 
package picked up in Milwaukee March 5, 11 p.M., delivered 4:30 
next day in time. Air Express charge only $1.10. Other 
nv distance, similarly inexpen-1ve ind fast Just phone 
Lxpress Division, Railway Express Agency, for fast 


ZSS 





GETS THERE FIRST 





Rotes incluce pick-up and delivery door 


to door in all principal towns and cities 


a FN 
q =! 

AIR EXPRESS. A SERVICE x 

DF RAILWAY EXPRESS 

AGENCY AND THE 


scHeputep AIRLINES or tHe u.s. 


NEWS... 


A.H.A. Public Relations 
Council to Assist Hospitals in 
Community Relations 

CHICAGO.—A_ public relations cam- 
paign aimed at assisting hospital ad 
ministrators to build community un 
derstanding for hospitals was approved 
by the council on public relations of 
the American Hospital Association last 
month, according to Florence King, 
council chairman. Miss King said the 
program is designed for use by admin- 
istrators of both small and large hos- 
pitals and would begin in the fall, 
when the first of a series of special 
public relations kits would be distrib- 
uted 

Simplicity is the keynote of the new 
campaign, according to Miss King 
Every phase of the program is being 
prepared to make it easy for the busy 
administrator to tell his hospital's story 
to the community,” she said. “We have 
tentatively planned six special kits, each 
slanted at an important area of com 
munity-hospital public relations,” Miss 
King said. “The first kit explores the 
various technics by which hospital em- 
ployes can be encouraged to serve as 
public relations ambassadors. We're 
starting the series with the subject of 
hospital employes because we believe 
that good public relations begins at 
home 

Subsequent kits in the special series 
will consider hospital public relations 
with relation to patients, school, church 
and civic organizations, auxiliary groups 
ind such special activities as National 
Hospital Day and other similar com 


memorative events, it was explained 


Fund Raising Effort a Success 

FLEMINGTON, N.J.—A rural commu 
nity in this area last month reported 
extraordinary success in a community 
wide fund raising effort to provide the 
area with a medical center. The fund 
raising group 1s headed by Lloyd B 
Wescott, a farmer, and consists of farm 
cers, merchants, businessmen and profes 
sional people in Hunterdon County 
the report said 

Plans for a $1,200,000 medical center 
and nursing school have been made, it 
was explained. The proposed medical 
center would be affiliated with the New 
York University-Bellevue Medical Cen 
ter’s regional hospital plan. Although 
no large industries are located in this 
irea, gifts to the fund totaled more 
than $800,000 by last month 
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International “ 


Centrifuges of | 


Proven Performance & 


When selecting your new Centrifuge—consider: 4 


1 The reliability of the electric motor that drives it. 
The motors of International Size | and Size 2 Centrifuges 
are specially designed to provide the best possible drive for 
a Laboratory Centrifuge. They are manufactured entirely 
in our own shops. thus eliminating the possibility of obso- 
lescence through discontinuance by an “outside” manu- 
facturer. 





The range of its application. 

Interchangeable accessories designed specifically for Inter- 
national Centrifuges are available in wide variety, making 
the machines adaptable to practically every laboratory appli- 
cation. Your future requirements as well as your present 
needs should be considered. 


The relation of first cost to total cost. 
Expensive repairs can make a low first cost a high cost in 
the long run. International Centrifuges are famous for their 
ability to give years of trouble-free service. 


The reputation of the manufacturer. 

International's fifty years of specialization in the manufac- 
ture of Laboratory Centrifuges is your guarantee of 
unequalled performance. 


INTERNATIONAL EQUIPMENT COMPANY 


1284 SOLDIERS FIELD ROAD, BOSTON 35, MASS. 
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NEWS... 


Spiritual Activities of 
Hospitals Is Theme 
of A.P.H.A. Meeting 


EVANSVILLE, IND.—Spuirit 
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Quick Drying 
Floor Wax 

















INDUSTRIAL DIVISION. 3629 MAIN ST 


N ANADA F ER BR 


Administrators and the American Hos 


pital Association 


In addition tu meetings ot hospital 


chaplains and descriptions of chaplaincy 


programs in a nu 
various parts ot the 


mber of hospitals in 
country, a number 
of presentations on operating subjects 
of current interest have been scheduled, 
Mr. Hahn said. Representative Ralph 
WW’. Gwinn of New York will address 
the annual banquet of the 
t which Rev. L. B. Benson, Bethes 


Hospital, St. Paul 


association 
time 


will succeed Rev 


A thin coating of Fuller Floor 
Wx protects your floors — 
makes them look better—AND 
cuts your daily cleaning costs. 
om» less clbow 


Use less cleaner 


grease —less time Your Fuller 
industrial representative can re- 
commend the type — liquid ot 
past — best suited for your re- 
quirements Ask him, too, about 
Fuller Polish 


Fuller Metal Polish to protect 


Furniture and 
and improve the appearance ot 


your furniture and equipment 


HARTFORD 2. CONN 


HAMILTON, ONTARIO 


Marshall, Methodist Hospita! 
N.Y ! 


as president 


Chester ( 
Brooklyn 


New York to Promote 
Psychiatric Service in 
General Voluntary Hospitals 
New YorK. 
chiatric service in general voluntary hos 
pitals throughout New York State was 
objective in 


The promotion of psy 


named as an important 
the state mental hygiene program by 
Gov Dewey last month 


The program will begin with the es 


Thomas here 


tablishment of state services in co 
operation with Roosevelt Hospital of 


New York Ellis Hospital 


Schenectady, Governor Dewey said. The 


City and 


program will commence in these two 


hospitals within a few months, it was 


stated 
Ultimate aim of the 
decrease the population of state mental 


hospitals and 


program 1s 


provide a more satisfac 


service 


it was explained 


tory decentralized psychiatric 


for the population 


Governor Dewey characterized the pro 
gram as the boldest and most novel in 


the whole psychiatric field in the 


United States. “Because hospitals have 


been unable to include psychiatric care 


an integral part of medical service 


the governors statement said, “these 
patients with few exceptions receive vir 
tually no treatment other than for physi 


cal ills. In 


numbers not occupying hospital beds 


iddition there are uncounted 


7 } 
who can be helped by psychiatric treat 


ment on an outpatient basis 


Lulu Graves, Leader 
in Dietetics Field, Dies 
BERKELEY, CALI 


home 


Lulu Graves, pre 


tessor of economics and dietetic 
month at the 


Miss Graves served as fe od 
The MODERN Hos 


a number of years. She was 


thority, died here last 
ge of 
service editor of 
PITAL for 
Iso chief dietitian at several hospitals 
including Mount Sinai in New York, the 
Lakeside Hospital in Cleveland, 
Michael Reese Hospital in Chicago. She 
i rnember of the faculty at Cornell 
} 


economics de 


and 


was 
University in the home 
partment for a number of years 
Miss Graves 


American Dietetic 


was at one time presi 
dent of the Associa 


tion, which she helped to organize and 
title of 


author of numerous 


Iso held the honorary presi 


dent. She was the 


books 


SCTVICC 


and articles on hospital dietary 
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St. Clare's Hospital, Schenectady, N. Y.—A new hospital has just opened its doors. Counsel and direction by 
this firm resulted in raising $2,600,000 in two phases with objectives of $2,400,000. e One of bundreds of 
hospitals successfully served by Ward, Wells & Dreshman. 


Experter we Counts 


1 hospital Jund-rawsn 1g 


Over 40 years of experience lies back of every fund-raising 
effort directed by Ward, Wells & Dreshman. e« The firm’s 


record of achievement is attested by hundreds of commenda- 





tions by grateful clients. « A proven service: inspirational 
as well as efficient, reasonable in cost—creating lasting good 


will. e Consultation without obligation. 





CHARTER MEMBER, AMERICAN ASSOCIATION OF FUND-RAISING COUNSEL 
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NEWS... 


Plan to Create Welfare 
Department in Cabinet 
Voted Down by Senate 


WASHINGTON, D4 
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believe such activity can best be 
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Dr 


Commission 
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Hoover recommendation 
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A M A policy 
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health emergency than a layman, 
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with A_ physician 
with a 
Dr 


In a mixed department 


is better to deal 


Bauer stated 
there is danger that public health would 
be subservient to other departmental 


interests. Finally, such a plan would 


probably postpone indefinitely establish- 
ment of an independent health depart- 
ment which the doctors of this coun 
ry believe would be of inestimable ad 
the health of the American 


\ antage to 


people 


S.P.R. on Dressings 

Now Available 
WASHINGTON, D.¢ 

Practice Recommendation R1 33-49, sur 


Simplified 


gical dressings, is now available. accord 
the 
ot 


This rec 


announcement by com 


div ision 


an 


ing to 
modity standards the 
National Bureau of Standards 
ommendation includes ready-made dress 
ings and hand-made dressings and gives, 
for Various types such as Sponges, packs 
nd pads, the correct name, approximate 
kind of 


combination, the 


size and gauze used in their 


announcement said 
included 


folded 


Diagrams or illustrations are 
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To Erect Outpatient Building 
New YORK Plans for a proposed 
building at St. Luke’s Hospital 


here were revealed in the hospital's an 


new 


nual report, which also indicated a net 
loss of $505,000 last 
said 


primarily for an 


year. The report 


the new building would be used 
utpatient department 
which would serve the present hospital 


students 


and faculty 
The 
proposed new building would be erected 
of $4,000,000 to $5,000,000 


the report said 


clientele and also 


members of Columbia University 


it a cost 
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PROMETHEUS 
FOOD 
CONVEYORS 


THERE IS A PROMETHEUS CONVEYOR 
FOR EVERY FOOD DISTRIBUTION PROBLEM 


No matter what your food conveyor prob- 
lem may be, PROMETHEUS has a model 
to meet your requirements or will design 
a special conveyor to fill your individual 
needs. The engineering and manufactur- 
ing experience of our organization is at 
your service for this purpose. 
PROMETHEUS conveyors are scientific- 
ally designed for greatest efficiency in 
practical day by day operation. They are 
strongly built of the finest materials and 
will give many years of satisfactory serv- 
ice. Backed by 40 years of experience, 
PROMETHEWUS food conveyors have no 
superior. 

FPROMETHEUS conveyors are attractive 
in appearance, compact in size, easy to 
handle, economical in cost, economical to 
operate and use a minimum of current. 
Approved by Underwriters Laboratory. 


Send for descriptive circular giving full details of 
various designs, capacity and special features. 


Ny teselelosde Mis lolol-J my Comm AIK: 
Serves 60 to 110 Patients 


APAUENTA NAAN 


/ 





PROMETHEUS electrically heated tray 
conveyor. For central tray service or spe- 
cial diet service. Sturdily constructed, at- 
tractively designed and extremely mobile. 
PROMETHEUS tray conveyors offer the 
perfect solution to many hospital prob- 
lems of food service. 


PROMETHLUS ELECTRIC CORP., 401 WEST 13TH ST., NEW YORK 14, N. Y. 
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VISIT BOOTH 
No. 447 
AND SEE... 


l4 


Swtotw 


. designed, built and 
finished—for those 


who want the finest 


SWEDISH 
SURGICAL 
INSTRUMENTS 
OF STAINLESS 
STEEL 


We cordially invite 
you to visit our Booth 
No. 447 at the A.H.A. 
5ist Annual Conven- 
tion, September 26-29, 


1949, Cleveland. 


Write for our 
new illustrated 


PRICE LIST 


BROLI INSTRUMENTS, INC. 
175 Fifth Avenue 
NEW YORK 10, N.Y. 
Telephone GRamercy 7-1450 











NEWS... 


Construction Costs in 
California Average $25,000 
Per Bed, Report Reveals 

SAN FRANCISCO.—More than 50 vol 
untary hospital building campaigns have 
originated in California in the last two 
years, it was revealed here last month 
in a survey made by the Association of 
California Hospitals. The report also 
indicated the construction of 22 new 
hospital buildings with federal and state 
matching funds 

Thomas F. Clark, executive secretary 
of the association, said that hospital con 
struction costs in California were aver 


) 


aging $25,000 a bed. The average Class 
A. 100 bed hospital in California today 
represents a total building cost of 
$2,500,000, the report indicated. The 
boiler plant would cost around $160,- 
O00; the laundry, $60,000; the diet 
kitchen, $150,000; the storage area, 
locker rooms, dining areas, staff room 
sewing room, incinerator and a series 
of other miscellaneous needs represent 
an expenditure of $130,000, it was 
reported. The administration area would 
cost around $70,000; emergency depart 
ment, $40,000; radiographic department, 
$60,000; physical therapy, $30,000 


pharmacy, $50,000, and equipment 


$250,000 

Other departmental average costs are 
outpatient section, $50,000; delivery 
suite, $95,000; surgical suite, $95,000 
central supply and sterilization, $60,000 
laboratory, $60,000, the report stated 


$60,000 to Flint-Goodridge 

New ORLEANS.—The Edward G 
Schlieder Educational Foundation has 
fonated $60,000 to Dillard University 
tor its educational programs in medi 
cine, nursing and allied fields, the uni 
versity announced last month. The fund 
will be used for the educational pro 
grams at Flint-Goodridge Hospital, in 
cluding a summer postgraduate course 
which has been in operation since 1935 
Twenty per cent of all the Negro doc 
tors living in Louisiana, Mississippi, 
Texas, Oklahoma and Arkansas have 
attended during this period, it was ex 
plained. The grant assures the continu 
ance of this postgraduate course for 
another three years 

The program also includes a training 
program for nurse anesthetists, a pro- 
gram for laboratory technicians and an 
intern training program at Flint-Good- 
ridge for graduates in medicine 


-" the BIRTCHER *- 


- BANDMASTER . 


S. W. DIATHERM 


with the TRIPLE 
INDUCTION 
DRUM 


as v 
vw offers the most conven- 
rentand practical diathermy 
application available for busy Physio- 
therapy Departments. The low center 
of gravity provi les extreme mobility 


and ease of handling 


APPROVED or ACCEPTED by: 
FEDERAL COMMUNICATIONS 
COMMISSION: 

A.M. A. COUNCIL ON PHYSICAL 
MEDICINE 

UNDERWRITERS’ LABORATORY* 


*Also Canadian Department of Trans- 
port and Canadian Standards Assn. 


Notiwe ft 
Drum conforms to complex 


DMASTER 


e 
The guarantee on BAT 
includes tubes, covering free replace- 


ment or repair within a full two- 
year period, 

More than 2600 BANDMASTERS 
already in use throughout the 
world. Write for free illus- 
trated brochure. 


THE aca, | ER CORPORATION 


5087 HUNTINGTON DOR . LOS ANGELES 32. CALIF 
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NEW CONSTRUCTION METHOD GIVES LONGER SERVICE AT LESS COST 


Leading hotels, hospitals and other institutions depend upon Chatham for year-round service- 
able blankets which meet the highest requirements for durability, style, comfort and economy. 


Chatham’s complete line of blankets includes: 
100% Wool... made of fine quality wool with a warm, 
lofty nap in a brushed-type finish. 


4 styles—8 attractive colors 





Wool & Cotton... especially designed for more warmth 
at less cost, our new construction method provides a fine, 
fluffy nap on a sturdy cotton core thread. Available in 
70% wool, 50% wool, 25% wool and 5% wool. 

7 styles—1I2 attractive colors, solids and plaids 

All Cotton... suitable for hospitals where blankets must 
be washed frequently. Also desirable as a low cost under- 
blanket for hotels in warm climates. 


Styled in white or beige with brown border 


Sold only through institutional distributors 





Chatham Manufacturing Company, Elkin, North Carolina 
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A PROVED SYSTEM 
OF IDENTIFICATION 


(Adults and Babies) 


USED BY MANY 
LEADING HOSPITALS 


A Soft Pliable Bracelet 


Contains Patient’s Name 
(Permanently attached to 
patient's wrist) 


The Presco Identification System is the FIRST new 

ractical system of identifying hospital patients, 
both adults and babies. It is used in over 20%, of 
the hospitals today. Easy to use . . . a soft pliable 
bracelet contains the patient's name and is slipped 
around the wrist or ankle. It is one sure way of 
identification. 


HOW IT WORKS 


Contains all the necessary materials to make 144 
bracelets. Adjustable strips fit any size wrist. 
Name cards are slipped into the transparent plastic 
bracelet. There is room enough to include such 
identification as the patient's address, physician, 
fingerprint, etc. It cannot come off unless it is 
cut off, 


IDEAL FOR ADULT PATIENTS 


All hospital administrators are familiar with the 
possibility of mistakes in giving medicines and 
treatments, in removing patients from original beds 
without proper transfer of bed tags, charts, etc., 
and mistakes caused by "drowsy'’ and foreign- 
nationality patients who fail to understand ques- 
tions being asked. The Presco Bracelet is recom- 
mended for use in multiple-bed rooms, surgical 
cases, pediatrics, the morgue, and many other ap- 
plications. 








PAT. PEND. 


BRACELET 
MEASURES 
36” WIDE 


BUY THIS COMPLETE KIT: 


This plastic kit contains all necessary materials, including: 144 
complete bracelet-anklets (72 blue and 72 pink ... . adult 
bracelet also comes in all pink, all blue and all white), | pair 
4/2" (chromed) surgical scissors, 2 pencils $59.75 
Refills are packed as follows: 144 complete bracelets packed 
$43.20 


same as above 


IDEAL FOR BABIES ar 


The Presco bracelet is quick- 
ly applied in the delivery 
cannot come loose 
Eliminates in- 


room... 
or slip off. 
ventory of beads in differ- 


ent initials, etc. Makes the 


nurse'sjob 
G, 


easier. It pro- 


vides a keep- 
sake for the 
mother. 


For ORDERS contact any one of these distributors: 


A. S. ALOE COMPANY 
1831 Olive St., St. Louis 3, Mo. 


AMERICAN HOSPITAL SUPPLY CORP. 
2020 Ridge Ave., Evanston, Ill. 


MEINECKE & COMPANY, INC. 
225 Varick St., New York 14, N. Y. 


WILL ROSS, INC. 
3100 W. Center St., Milwaukee 10, Wisc. 
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NEWS... 


Massachusetts Plan Wins ects. Winner of Class I (plans with 
Public Relations Award more than 500,000 subscribers) was 

CHICAGO Massachusetts Hospital Connecticut Hospital Service. Class Il 
Service was winner of this years prize 100,000 to 500,000) was won by 
Central Hospital Service of Columbus 
relations program, the Blue Cross Com Ohio. Class ILL ¢ 100,000 to 200,000 ) 
mission announced last month. The was won by Hospital Plan, Inc., of 
commission annually makes a series Utica, N.Y., and Class [V (less than 


‘t awards based on exhibits submitted 100,000) by Northwest Hospital Serv 


tor the beste over-all Blue Cross public 


by the plans describing their public re- ice, Oregon 
lations activity of the last year The following plans were awarded 


Other awards were given for out- certificates of honorable mention: Asso 


. Judges look over Blue Cross entries 
standing specific public relations proj ciated Hospital Service of Philadelphia 
Plan for Hospital Care, Province ot 
Ontario; Michigan Hospital Service; 
Associated Hospital Service of New 
York; Hospital Service of Indiana; Hos 
as AS T ¢ U T T & eR pital Service of Northeastern Pennsyl 
Vania 
Presentation of the awards was made 
by Richard M. Jones, director of the 
Blue Cross Commission, at the national 


Removes casts in seconds 


pom with greatest safety Blue Cross-Blue Shield public relations 


conterence in Chicago 


to the patient. 


Develops Mechanism for 
Pelvic Measurements 
CHICAGO. The University of Chi 
cago has developed a special mechanism 
tor measuring the pelvis of expectant 
mothers, it was announced here last 
month. The device is described by Dr 
In cutting a window, a . Paul Hodges and Dr. Russell L. Nichols 
hi-valving or removing an entire cast, the of the university's roentgenology divi 
; sion in the journal Radiology. The doc 
Stryker Cast Cutter saves many important tors report use of the apparatus in 
minutes for doctors and nursing staff. It cuts the toughest series Of 1000 cases ac the Chicago 
Lying-In Hospital 
plaster in just a few sec onds ... saves the patient As described in the journal, the device 


needless pain and discomfort. Electrically driven, the consists of a movable cradle for the x-ray 
equipment. Lateral and frontal x-ray 


oscillating blade cuts only the rigid cast. No depth gauges are exposures are made as the cradle rotates 
; i 

. . around the patient, it was explained. The 

necessary. Investigate the many time-saving and safety ‘ I I 

: ‘ processed films are then used as a guide 

features of the Stryker Cast Cutter. It is built to give in making tracings from which pelvic 

measurements are obtained by calcula 


you dependable, economical service. 
; non 





STRYKER walking heels Aids Refugee Physicians 


MINNEAPOLIS The Northwestern 
make the walking cast easier Hospital here has inaugurated a program 
of assistance for retugee physicians from 
scene foo the Europe, it was announced last month 

: ‘ The hospital will employ D.P. doctors 
patient to wear. as ward aids and orderlies and assist in 
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paratory to their examination for state 
You are invited to write for complete information licensure. The hospital is also assisting 
in the removal of professional people 


trom D.P. centers in Europe, it was 


ORTHOPEDIC FRAME COMPANY “qicmezee ded 
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HOW 10 GIVE BED PATIENTS 
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Y/4 of fre Oy 


After a while, four walls close in pretty tight. No 
wonder a bed patient feels trapped . . . unless he 
can see and feel the freedom of the outdoors. 

Bring in outdoor sunshine and beauty with 
open-vision Fenestra* Intermediate Steel Win- 
dows. Guide to the bedside, fresh, clean air. 
Control its abundance by regulating the vents... 
with an easy fingertip turn. 

Nurses like these windows because one gentle 
hand can operate them. 

Maintenance men like them because they can 


Visit us at the American Hospital Association Convention 
— Cleveland — September 26-29. Booths 1303 and 1304. 


: 





be cleaned and screened from inside. And 
Fenestra Intermediate Steel Windows are Bonder- 
ized and prime-painted for rust protection. 

You'll like them because they’re weather-tight 
... firesafe ... fine quality .. . economical. 

Fenestra production is standardized to keep 
that cost low. To keep that quality uniformly 
high. Standard types and sizes reduce installation 
costs, too. Take advantage of these benefits. Have 
them built into your hospital. For further infor- 
mation, please mail the coupon. 


Detroit Stee 
Dept. MH-9 


26 


> 
I Products ¢ Oompany 


8 East Grand Blvd 








Detroit 1; 





Michigan 
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Scientifically Planned 


Central Service Rooms... 


- 
CAstTLe engineers do continuous research on the problem 
of Central Service Rooms in the hospital. They are glad to 
consult with you on your particular requirements . . . to 
show you where and how to locate and equip your Central 


Service Room for maximum efficiency. 


WRITE: Wilmot Castle Company, 1175 University Ave., 
Rochester 7, N. Y. 


Central Sterile Service for Sur- 
gery, dry goods, sterile water, 
utensils and instruments. A spe- 
cialized service designed for spe- 
cial needs 


Central Service Room with pro- 
vision for bulk sterilization of 
dry goods and utensils and pro- 
duction of pure distilled water. 


General Supply Service for bulk 
sterilization of dry goods and 
utensils. Car and carriage safe- 
guard technique and _ facilitate 
continuous operation 


LIGHTS AND 
STERILIZERS 


Central Sterile Service, installed be- 
tween 2 surgeries, provides for wash- 
ing and ste rilizing instruments, sterile 
water, emergency sterilization of in- 


struments 





NEWS... 


Senate Passes Bill Extending 
Hospital Construction Act 

WASHINGTON, D.C The bill which 
would expand the federal hospital con- 
struction program by authorizing addi- 
tional expenditures over the next five 
years was passed by the Senate here 
last month and went to the House of 
Representatives for further action. The 
bill had previously been approved by a 
subcommittee of the House Committee 
on Interstate Commerce, and prompt 
tavorable action in the House was an- 
ticipated by many observers here. Pro- 
visions of the bill include an increase 
in the annual expenditures authorized 
trom $75,000,000 to $150,000,000 and 
extend the construction period to June 
30, 1955. In another important change, 
the bill would make possible an adjust 
ment of the present rigid one-to-two 
relationship of federal to state or local 
funds, permitting the federal share to 
rise to as much as two-thirds of the 
total project cost in areas with low per 
Capita income 

The bill also includes funds for Pub 
lic Health Service grants for research 
ind development looking toward mor 


eftective use of hospital facilities 


Cancer Society Releases 
Teaching Film for Nurses 


New York.—The American Cancer 
Society has released a motion picture 
fesigned especially for nurses, it was 
innounced at the society's national head 
quarters here last month. The film was 
prepared to educate nurses so that they 
may help in the early detection of can 
cer and so that they may be _ better 
prepared to meet the nursing needs of 
cancer patients 

According to a society statement, the 
nurse can make an important contribu 
tion by helping the cancer patient and 
his family to keep their spirits up 
Persons facing surgery are often terri 
fied, and the postoperative patient may 
teel there is no use trying to live,” a 
society release stated. “Even more than 
the doctor, the nurse can change despair 
into hope and firm resolve. She can 
do this by sizing up the patient's emo 
tional problems and countering shadowy 
doubts with specific, helpful facts. For 
example, she can draw upon her experi 


ence to describe similar cases in which 


patients overcame the same fears and 
} 


handicaps 
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From Student Nurse 
—to Supervisor... 
LinDE can help with 


Oxygen Administration 


aa 


om} Phe “Oxygen Therapy Hand 
hook’ deserthes  technique- 
and makes it easier to earry 


ul the physician's preseription 


The motion picture “Oxvger 
® Pherapy Procedures” makes 
it easier to learn the tech 
niques ...and remember them! 
Lectures and demonstrations by 
LINDE representatives help to clarif\ 


spectic points on oxygen” therapy 


procedure. 


These are parts of our serviees to 
users of LINDE oxvgen ULS.P. Send 
for the Handbook today. There is no 
obligation. Motion picture showings —_—s” 
can be arranged by calling the nearest 


Linde office. 


THE LINDE AIR PRODUCTS COMPANY 
Unit of Union Carbide and Carbon Corporatior 
East 42nd Street UCC] New York 17. N.Y 


Yfices in Other Principal Cities 


Canada: Domini xygen Company, Limite a 


Toronte J 


Vinde 


OXYGERN U.S.P. 
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NEWS... 


Gifts Totaling $173,547,770 
Made in U.S. Last Year One gift was made by a corporation 


n grants tor a total of $50,130,000 


New YORK Between July 194% nd amounted to $1,250,000 
nd June 30 149. 87 gifts of $500,000 The largest proportion of the gifts 
1 over were n le in tl « wry for went o educational institutions the 
‘ of §] } QO. according t ly shows The second largest total 
ly t } John Price Jones ¢ ompany ot gifts went to health causes and organ 
lt published here last month. Thirty Zauions The causes aided and total 
sever vere YM Ques(s tft SysOO COO nd mounts given were as follows educa 
nore, ft ft SY 0. tl onal institutions, $120,670,144; health 
st [wer five gifts were s¢ nd organizations, $26,558,626 
living persons f of fine arts insticutions, $9,785,000; organ 
,O00 Twe + “ t work vgencies, S7 966000 





N ew i Hermann Operating Table 


by Shampaine! 


The Hermann Major Operating Table, S-1506, is the result of careful 
surgical research and Shampaine engineering skill—combined to 
provide unique features not available on any other table. 
@ EXTREME KIDNEY POSITION of 130° at minimum 32” 
height eliminates need of kidney elevator and footstool— 
provides complete body support to extremities. 
@ SINGLE CONTROL ADJUSTMENT from kidney to reflex 
abdominal positions facilitates closure of body opening for 
suturing. 
3 LOW 90 CHAIR POSITION at 26” minimum height — 
ideal for brain and EENT surgery 
& HEAD END CONTROL of most important adjustments by 
the anesthetist. 
The above and other outstanding features of the new Hermann 
Major Operating Table justify immediate investigation 


Sold through Surgical and Hospital Supply Dealers. 


SHAMPAINE CO. i:scun 


religious organizations. S4.818.000: tor 


eign relief agencies, $3,150,000, and 
recreational purposes, $600,000 

The study also reported the results of 
178 fund raising campaigns which 
raised a total of $361,597,538. In these 
campaigns the largest totals went to 
health organizations and organized so 
cial work. The totals raised by these 
campaigns were for the following 
causes: organized social work, $154, 
618,050; health organizations, $102, 
63,439, foreign relief, $52,364,420 
education, $40,627 42 religious pur 
poses, SLO,1 10,361, tine arts, $1.313,843 





COMING MEETINGS 


AMERICAN COLLEGE OF HOSPITAL ADMIN 
ISTRATORS, Cleveland, Sept. 25-26 


gry COLLEGE OF SURGEONS, Clinica 
Congress and Hospital Standardi-ation Confer 


ence, Stevens Hotel, Chicago, Oct. 17-2! 


AMERICAN CONGRESS OF PHYSITAL MEDI 
CINE, Netherlands Plaza Hotel, Cincinnat 
Sept. 6-10 


AMERICAN HOSPITAL ASSOCIATION Cleve 
and, Sept. 26-29 


AMERICAN PROTESTANT HOSPITAL SSOCIA 
TION, Cleveland, Sept. 23-24 


ASSOCIATION OF CALIFORNIA HOSPITALS 
Recreation Center, Santa Barbara, Nov. !7, 18 


L HOSPITAL ASSOCIATION. Springfield 
Nov 30-Dec. 2 





KANSAS HOSPITAL ASSOCIATION, Jayhawk and 
Kansas Hotels, Topeka, Nov. | 


MARYLAND. DISTRICT OF COLUMBIA-DELAWARE 
HOSFITAL ASSOCIATION, duPont Hotel, Wi 
mington, De Nov. 14-15 


MICHIGAN HOSPITAL ASSOCIATION, Pantlind 
Hotel. Grand Rapids, Nov. 6-8 

NATIONAL SAFETY CONGRESS AND EXPOSI 
TION, Oct. 24-28, Chicago 

NATIONAL CIETY FOR CRIPPLED CHILDREN 
AND ADULTS, Commodore Hotel, New York 


City, Nov. 7-9 


NEBRASKA HOSPITAL ASSEMBLY, Paxton Hote 
8 


Omaha, Nov. | 


OKLAHOMA STATE HOSPITAL ASSOCIATION 
Hotel Tulsa, Tulsa, Nov. 17, 18 


UTHEASTERN SOCIETY OF HOSPITAL PHAR 
) 5, 16 


MACI Orleans, Oct 
1950 
AMERICAN HOSPITAL ASSOCIATION, Mid-Year 
feren f Presidents and Secretaries, Drake 
Hote ‘Ch; ago, Feb. 10, I! 


BOARD OF METHODIST HOSPITALS AND 
HOMES, Congress Hotel, Chicago, March |, 2 


WA HOSPITAL ASSOCIATION, Hotel Savery 
Des Moines, April 2 


MID-WEST HOSPITAL ASSOCIATION, Municipal 
Auditorium, Kansas City, April 12-14 


OHIO HOSPITAL — Neil House 
Columbus, March 2 


SOUTHEASTERN HOSPITAL CONFERENCE, April 
67 


TEXAS HOSPITAL ASSOCIATION Buccanee 
Hotel, Galveston, March 7-9 
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avoids price-buying penalties 


When applied to a fine precision instrument, “quality” im- 
plies the use of the best basic materials, workmanship of 
unsurpassed skill, and superior methods and facilities essen- 
tial to quality production. 

Obviously, a superior quality instrument costs more to 
produce ... and such quality logically justifies a nominally 
greater selling price by virtue of the longer and more satis- 


factory service assured. 


RIB-BACK BLADES 


afford an excellent example as they are built up to a quality 


—not down to a price. Although their initial cost is slightly 
more per dozen, a cost analysis over a given period will often 
reveal that their comparative cost is actually less per indi- 
vidual blade. 

The buyer is assured of 12 perfect blades in every dozen 
Rib-Backs purchased. Their superior cutting efficiency and 
longer periods of satisfactory utilization are factors that 
reduce blade consumption to an economic minimum. As 
many quality-conscious hospitals already know, Rib-Back 


quality avoids price-buying penalties. 


Ask your dealer 


BARD-PARKER COMPANY. INC. 


Danbury, Connecticut 


For detailed information see our Catalog in 1948-1949 HOSPITAL PURCHASING FILE 
Vol. 73 No. 3, September 1949 











“The boss bought one of those new 
HILD Floor Machines with all the special 
attachments. I can use it to scrub, wax, 
polish, buff, sand, steel-wool or grind any 
floor in the place. 

“What I really like about the machine 
is the time it saves. Now I can get around 
to do ALL the jobs that need doing. It's 
easy because the machine moves so fast. 
And then, too, the brush attachment for 
scrubbing makes a big difference. They call 
it a Shower-feed Brush. It showers an even 
spray of solution onto the floor 
beneath the entire area of the brush. This 


provides a larger area of suds action. . 


soap 


instantly. And this speeds up the scrub- 
bing job. 

“And the machine is so easy to operate 
that you don't get half as tired. That's 
because the HILD Machine is self-pro- 
pelled and action-balanced. 

“But it’s not only that the job is easier. 
It's a real satisfaction to do a job well. And 
this machine does just that. Yessir! I'm 
sold on HILD. And I'm sold on my job 


now, too.” 


Write today for 
FREE circular. 


HILD FLOOR 
Machine Co. 


Dept. MH-9 
740 W. Washington 
Bivd 


Chicago 6, Ili 


pie guppules 


TNANNTENANE 





NEWS... 


A.M.A. Elects First Negro 

to House of Delegates 
DETROIT. 

to the 


Election of a Negro phy- 
Medical Asso- 


ciation’s house of delegates was an- 


sician American 
nounced here last month at the annual 
meeting of the National Medical Asso 
cimcuo0n a Negro 
George Lull, A.M.A. secretary, told the 
New York State 


named Dr. Peter 


organization Dr 


that the 
had 
director of the department of 


association 
Medical 
Murray 
gynecology at Harlem Hospital, as one 


SOCIETY 


of its delegates to the national body 
Dr. Murray will be seated at the annual 
meeting of the A.M.A. in San Francisco 
Lull said. He 
Negro physician to become 
of the A.M.A. policy-making group, it 


next June, Dr is the first 


a member 


was reported 
Dr. Murray, a 


University, ts also a 


graduate of Howard 
member of the 
staff of the Sydenham Hospital. He is 

past president of the National Med 


ical Assoc tion 


Pay Increase at Sydenham 
New YORK. 
ham Hospital here were assured of pay 


Employes of the Syden 


increases that would bring their salaries 
in line with those paid in other city 
hospitals, Dr. Marcus Kogel, hospital 


commissioner, said last month. Formerly 


a voluntary institution, the Sydenham 


Hospital which operates on an inter 
i 


racial basis has been operated by the 


city hospital department for several 


months. It was taken over by the city 


when financial dithculties threatened 


termination of service 
Employes expected to benefit from 


he salary chiefly in the 


salary 


increases were 


lower groups, it was explained 


including ward helpers, attendants, 


laundry workers and clerical employes 


Montefiore Starts Building 
New YORK 


here has undertaken construction of two 


Montefiore Hospital 


which will 


000 OOO 


one-story wings cost ap 
I 


oximately $1 was an 


inced here last month. The hospital 


specializes in the treatment of chronic 


ind needs the additional space 
diagnostic facilities, it 


The 


ludes modernization of 
} 


Surgical and 


was explained present project in 


some existing 


facilities and is part of long-term 


building and modernization project ex 


pected to i total of $3,400,000 


I cost 





100 YEARS 


of Research 


First PHENOL 


Popularly called 
carbolic wanes 
phenol is a po E 
erful caustic Pot 
son with disin 
ualities- 
It is toxic an has 
the characteristic 
phenolic odor. 


[ _ then CRESOL 
‘8 


Derived from 
1, cresul 1s 
tic ane 

less caus 
sa 
toxic. ier oo 
strong-sme _ 


odor in use- 
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The Modern, Non-Specific 
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LISBON ROAD CLEVELAND, OHI0 
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WATER HEATERS in 


CRAM & FERGUSON CO., Boston @ Architects 
BUERKEL & CO., Boston @ Heating Contractor 
P. W. DONOGUE CO., Boston @ Plumbing Contractor 


SURANCE CO., BUI 


p MUTUAL LIFE IN 
> 


the NEW ENGLAN 





TEMPERATURE CONTROL 


helps pay bigger dividends to policyholders of 
New England Mutual Life Insurance Co. 


Saves Fuel and Prevents OVER-heating—Fuel savings alone often 
pay back the cost of Powers regulators on water heaters 3 to 6 
times a year. They put an end to hot water complaints. 


Users Report 15 to 25 Years of Dependable Service—Because of 
their simplicity of design and durable construction Powers 
regulators are famed for their year after year low cost, trouble 
free service. 

Complete Line of Controls —Self-acting and water operated regu- 
lators and air-operated indicating and recording controllers for: 
INSTANTANEOUS HEATERS e FUEL and CRUDE OIL HEATERS 
TWO-TEMPERATURE SERVICE HOT WATER SYSTEMS 
JACKET WATER IN COMPRESSORS, DIESEL and GAS ENGINES 
INDUSTRIAL PROCESSES 


When You Need Help on your problems of temperature and 
humidity control take advantage of our 58 years of experience 
in this field . . . Contact our nearest office. 


CHICAGO 14, ILL., 2770 Greenview Ave. e NEW YORK 17, N. Y., 231 East 46th Street 
LOS ANGELES 5, CAL., 1808 West Eighth Street @ TORONTO, ONT., 195 Spadina Ave 


THE POWERS REGULATOR CO. 


OFFICES IN SO CITIES e SEE YOUR PHONE BOOK 


Over 55 Years of Temperature and Humidity Control 


LDING, BOSTON 


No, 11 REGULATORS 


Self-Acting 


Right: Bronze body bal- 
anced valve with union 
connections, sizes ¥ to 2”. 
Single seat valves with 
union connections % to 
1%". 3-Way valves for 
mixing hot and coldwater. 
Indicating Regulators with 
dial thermometer. Stem 
Lubricator and Safety- 
Over-heat protection 
standard onsizesto 2”incl. 


Phone or Write 
nearest Office for “ 
Bulletin 329 





EASY TO READ 
DIAL THERMOMETER 
Used on heaters 
shown above. 
o oe oa 
At Left: Regulator with 
flanged iron body 
balanced valve, sizes 
24s to 6” 





NEWS... 


Number of Births in 
Hospitals Reaches Record 1 1947 


WASHINGTON, D4 side of hospitals and only about one 


ot b in th 1ITE« t t of 


Iditional 10.1 per cent ot births 


were attended by physicians 


rths 0 births was delivered by a 


portion 


was in hospitals or institutions in dwite or other non-physician 


than in any previous ye Since 1935, the first year that data 


s kind became available, the 
of total 
ls has more than doubled, rising 


1 1955 to 84.8 per 


if was reported last montl per 


of registered live birtl births delivered in 
{ 3.699.940 


in 1947, according t ! | 
geon General Leonard A. Scheele of the 


Public Healt! Ar the sar 


proporti 


from 56.9 per cent tf 


Service cent in 1947, according to the report 


thie Mm «ct 


This increase has been accompanied by 


new | the proportion of live 





fficiont 
Low-Cost 
STERILIZERS AND 


UTILITY FORCEPS 


Made of Stainless Steel 


A eflicient, low-cost. stainless steel 
sterilizer forceps au wide range of 
utility for other purpeses. Tests in leading 
New York Hespitals of reports on 


request) show that these forceps 


more 
with 


Ceopy 


@ Grasp and hold firmly wide of sizes 


and shapes of 


an eye needie up 


a range 


nstruments and utensils, from 


comfortable hold and convenient in 


Are 


size 


to 


than the usual sterilizer forceps 
bend p 


@ Are 


not under ressure 


Every doctor, dentist, nurse. chemist and laboratory worker will find 


immediate use for these multi-purpose forceps for the easy and efficient 


handling of glassware. instruments, swabs, svringes specimens, needles, 


towels, sponges, brushes, dishes, retractors, utensils, ete. 


5 styles available 


2 


B-783—8"" straight tip 
B-783X c 
Each 


8) 


Vozen 


B-785—1 


Designed for removing 


2° straight tip 
urved tip 
from bottles 
$ 2.00 
21.00 


material 
Each 


5 


Vozen 


Order from your surgical supply dealer 








CLAY-ADAmMs COMPANY, INC. 
141 EAST 25th STREET NEW YORK 10 


Stheowrecoms else of 108 West Washington Street, CHICAGO B&B, ILL. 





births delivered by physicians outside of 


10.1 


per cent in 1947, as well as a decline in 


hospitals, from 50.6 in 1935 to 


the percentage delivered by non-physi 


trom 12.5 1935 5.1 
1947 


€ percentage of births occurring in 


ans in to per 
cont 


I} 


hospitals was reported 


in 


as follows for 
ihe 


\ ama 


Various states 


eel a allele ae ee 


$2,225,000 Building Program 
\ NGELES.—The ot 


here 


Los University 
is planning 
it 


Was an 


unit, which 
hospital and spe 
ot 


ind treatment 


it the university's 
il center develop 
ed. Appropriations 
cerebral palsy hos 
iside for the unt 
university an 
letailed planning 
held ul 


AVE been 
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Now “LYSOL” means 
Greater Economy than ever! 


gl 


Prices reduced 
as raw material 
costs fall 


A POWERFUL, COST-CUTTING DISINFECTANT 


With This 


SURE EFFECTIVENESS 


Use ‘Lvsol” in O.R the 
nursery contagion 
wards, treatment rooms! 
Lysol” is fully effective, 
even in the presence of 
pus blood. or othe 


' 
organic matter 


QUICK ACTION 


Lysol” brand disintect- 
ant in proper solution 
hills germs on contact! 
No other germicide 
does the job so quickly, 
elficienth 
difficult conditions! 


under most 


Address all inquiries to your 


VERSATILITY 


You don't have to buy 
several germicides for 
Various purposes! Non- 
specific “Lysol” is effec- 
tive against all tvpes 
of disease producing 


vegetative bacteria. 


CONTROLLED QUALITY 


Youre guaranteed that 
every batch of “Lysol” 
is absolutely uniform in 
composition and action, 
completely soluble with 
neutral reaction, free 
from impurities. 


HOSPITAL SUPPLY DISTRIBUTOR 


LEHN & FINK PRODUCTS CORP. 
Hospital Department 
445 Park Avenue, New York 22, N. Y. 


Vol. 73 No 


3, September 1949 


1% “LYSOL” SOLUTION NOW COSTS 
YOU LESS THAN 2.2¢ A GALLON! 


| Brand Disinfectant 


REG.US. PAT OFF PHENOL COEFFICIENT 5 


OUTSELLS ALL OTHER 
GERMICIDES COMBINED! 


Costs of raw materials live dropped ee 





“LYSOL” LIST PRICE 
Lelia & Fink passe this saving along to you! Gallon size, now 
Daving a 


$2.70 (formerly $3.00). Save an additional 20°. Vy 
10-, and 


Whey don drain Supplied in | low Contained 
50-gallon drums 


a 





155 











NEWS... 


Cannot Furnish Emergency 877, a burden which the hospital could 
Care to Prisoners, Hospital no longer assume 
Tells City Officials Sixty per cent of all cases coming & 


CHICAGO Provident Hospital here @ Provident emergency room = are 
is announced that emergency care can- Drought ty police, Mr. Wanzer's 
I rnished to prisoners of the city t 1. and abour half that number 
or ¢ ago Park District without In police Custody 


compensation for ¢ hosp tal aiso anne unced nat 
In a memoran- mussion of emergency cases would be 

lly, Stanley restricted to those coming from the area 
mmediately surrounding the hospital 


] 


We feel that the care of persons under 


rrest is a public responsibility and that 


KEWANEE 


Reg. U. S. Pat. OF 


Theva, HII-TEST BoILER 


FEATURES 


e 

lo Seed Compacy 

08d with top, yer 
Conom 

OMtGined on ‘ 

e e COMVeniens; 

y 


ed for 
~ © Cfractor,y 
™bUstion Ng in 
on chamber 
pn **thanicg 


"Y Convery Wvickly 
2Nnothe, ed from 


ily 


and 
one # ‘ 


Outstanding for Hospital Duty 


Built in full conformity with ASME Code for high pressure, the 
Kewanee Hi-Test Boiler has won an important place among the 
outstanding steam generators produced by Kewanee in the past 
80 years. 
Modern in every way and designed for easy handling, 
space saving and unusual economy, Kewanee Hi-Test is 
built in six sizes for 


50 to 150 Horse Power 
125 and 150 Ibs. WP 


KEWANEE, BSILER CORPORATION 


KEWANEE, ILLINOIS 
Branches in 60 Cities—Eastern District Office : 40 West 40th Street, New York City 18 
Division of Americay Raoiator & Stardard Savitang coxroration 


our institution should nor have to bear 
this burden the hospital president 
stated 

Concurrendy, the hospital announced 
the closing of its outpatient clinic whict 
was handling approximately 40,000 
visits a year, also for financial reasons 
This step is being taken reluctantly as 


j 


we Know that it wil ve a bad effect 


n many people, Mr. Wanzer explained 


We would not be taking these drastic 
steps if we could see any way out in 
the immediate furu lerable sales 
resistance is now being encountered 
trom some of our biggest corporat 
fonors who are questioning why they 

continue uppl nds which 
thev teel T con trom public 
sOoOuUTCES 

At mect gy called by the Cl ICA pre 
Welfare Council to « the effects 

other Chi 
of nine 
gos south 


tacilities 


Blood Bank Director 

Dismissed Following 

Dispute Over Article 
New York.—Dr. Ernest Klein was 
dismissed as director of the blood bank 
the University Hospital, a unit of 
New York University-Bellevue 
Medical Center here, following a dis 
pute over publication of a controversial 


article in a medical journal here last 


month, the Nex York Times reported 

The article reported findings and con 
clusion made by Dr. Klein during the 
period of his service as director of the 


hospital's blood bank, it was reported 


Dr. Klein observed a correlation be 


tween hemoglobin estimations and the 
occurrence of coronary thrombosis and 
concluded in the article that “diet is the 
most important way to decrease hemo 
globin and therefore prevent coronary 
occlusion,” the newspaper said 

Following criticism of the medical 
journal which published the article, a 
spokesman for the hospital disclaimed 
ny sponsorship approval or prepubli 
cation knowledge of the project and 
added that university rules governing 
professional publications had been un 
heeded 

The article was criticized as medically 


maccurate 
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Fianell SCRUBBER-VACUUM MACHINES... 


With a Finnell Serubber-Vacuum. all four of the floor-cleaning 
FLOO RS operations can be done mechanically! A Finnell Scrubber-) acuum 
(1) applies the cleanser, (2) serubs. (3) rinses if required. and 


(1) picks up. With one or two operators, this all-in-one unit 


can do a cleaning job better in half the time it takes a crew of 





“IX to eight using separate equipment for the several operations. 


The model shown above at left. for heavy duty requirements. has 
a cleaning capacity up to 8.750 sq. ft. per hour, The single dise 
machine shown above at right. for use on the smoother type of 
floors. cleans up to 10.000 sq. ft. per hour! Finnell also offers a 
Serubber-lacuum for smaller operations ... for use in congested 


areas. All Finnell Scrubber-}acuum Machines are self-propelled. 


There’s a Finnell man nearby to help train your maintenance 


operators in the proper use of Finnell Equipment. For consulta- 


eaolira - tion. demonstration, or literature, phone or write nearest: Finnell 
Branch or Finnell System. Ine.. 1409 East St.. Elkhart. Ind. Branch 


LABOR of o}- 3 §-) Offices in all principal cities of the United States and Canada. 
See the Finnell Exhibit 


LTB, 
A.H.A. Convention ° Cleveland, Ohio /_FINNELL i 
September 26-29 Space 436-438 


PrempBetl SYSTEM, HC. \ We 
Pianeens and Specialists in PRINCIPAL 


FLOOR-MAINTENANCE EQUIPMENT AND SUPPLIES CITIES 
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NEWS... 


Public Relations Directors 
Organize Association 
CHICAGO Publi 
hosput ils | 
oO Hospital 


LEDEVOL 


1 
relations lire tors 


ve organized as 
Public 
need tollowing 


ircom 


Re | ions 
Assoc 


in initial 


ition Was 


mecting ner last month 


new group will seek to promote 


hospital public 


lations people may discuss problems 


excha information on activities 


ind policies, the announcement said 


Other objectives named were 





Practical Marlite plastic 


real economy 
struction or 


nstall, and eliminates 


finished wall 
to hospitals and 
modernization 


costly 


mote a closer working relationship with 
press, radio and all other media of com 


munication ind to promoce berter un 


ferstanding of the problems and scope 
of hospital public relations by hospital 
dministrative statls and the medical 
ind nursing professions 

Otticers 


the associa 


St 


chosen to head 
Mrs 
Luke's Hospital, president 
Wesley Memorial Hospital, vice presi 
Neola Northam, Children’s Memo 
Mrs 


ron are Germaine Febrow, 


Scott Jones 
ient 


tal Hospital, secretary-treasurer 


matches the Budget! 


and ceiling panels offer 


nstitutions planning new con 


For Marlite costs less to buy and 


maintenance through the years 


Maintenance-Free— 


One-Time Installation 


PLASTIC FINISHED 


WALL PANELS 


and 


economy minded hospital 


operator hots y 


ceilings is 


many 


Periodic painting and redecorating of walls 


date with 


and 


out of today's 


institution 


specify Marlite as maintenance 


free as the finish on your finest kitchen refrigerators! Easy to 


nstall, easy to clean 

Visit your 
how budget-wise if is 
oupon below for free 
948 Marsh Wo 


Ohio 


Products 


Dover 


Please send 
NAME 


ADDRESS 


CITY 


to modernize with Marlite 


descriptive 


free 


permanently cheerful and beautiful 


umber and building material dealer and discover 


Or 
Address 


use the 
Dept 


terature 


Inc., Subsidiary of Masonite Corpo 


literature on Marlite 


TITLE 


ZONE STATE 


Hyde, 
membership chairman; ( 
oft 


Florence Presbyterian 


Hospital 
Lincoln Wil 
Hlinois Hospital 


liston, University 


program) chairman 
The 


month 


issocnition will mect cvery other 
Program plans call tor panel 
discussions on such subjects as medical 
and hospital publicity ethics press rela 
tions, and 


the press code. Representa 


tives from the medical and hospital 
professions and the press will be invited 
tO participate 
Representatives trom the following 
present at the 
Luke's 
Children’s 
Billings, Uni 
Dr. A. ¢ 


Ivy, vice president of the University of 


Chicago hospitals were 
organizational St 


We sle y 
Memorial. 


mectings 

Memorial, Passavant 
Presbyterian 
versity of Hlinois and Grant 


Illinois in charge of Chicago profes 


Si nal schools, will addre ss the associa 


tion and its guests September 7 at the 


Presbyterian Hospital. His subject will 
be “Medical Education of the Public 


Supervisory Training 
Workshop at Cornell 
ITHACA, N.Y 


tors from 14 states attended a 


Hospital administra 
workshop 
on supervisory training in human rela 
Cornell 
The conterence 
by the New York State School of Indus 


ial and Labor Relations, in cooperation 


tions at University here last 


month was conducted 


with the American Hospital Association 


\c the opening session of the conter 
ence, Ann Saunders, personnel specialist 
on the association staff, explained how 
more effective hospital operation can be 


chieved 


by supervision 
of 


conference 


three into 
for 
workshop discussions were Carl Lamley 
Highland Park, Ill: Milo 
Methodist Hospital, Gary, 
Harvey Schoenfeld, St 


New York City 


Chairmen the groups 


which the was divided 
Anderson, 


Ind., 


Vincent's 


and 
Hos 


pital 


Would Reinstate 


Canceled V.A. Projects 
WASHINGTON, D& A bill 
Veterans 


whicl 
Ad 


in 


would reinstate Cance led 


ministration building 


troduced 


projects Was 


in the House of Representa 
John I 
The 


Veterans 


Rankin of Mississippi 
Rankin Bill 


Administration 


tives by 


last. month would 


instruct the 
to reestablish projects deleted from the 
V.A 
tions by the 


the A.H.A 


program following recommenda 
Hoover Commission and 
fall 


last 
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the new plastic flooring 
meets every hospital 
demand for safety, silence, 
_resiliency, beauty, cleanliness, 


= durability, low maintenance 


A sheet of tough, non-porous vinyl plastic — 
embossed with a skid-proof surface and backed by a 
strong fabric — that’s Vinatred. Laid over a base of 
sponge rubber, you have the practically perfect hospital 
floor. Removes the cause of fatigue, is actually a sound 


deadener. It is beautiful and it stays beautiful through- 


vi R Its in | fati t . , A, 
NATRED results in less fatigue 10 Gur the years. Immaculate because it can’t absorb dirt, 


b it i ently resilient. p P 
ee ee eT needs only vacuum cleaning or mopping ...no waxes, 
no polishes. . .. This is the flooring material every hos- 
VINATRED needs no protective coating oe 
pital administrator has hoped for. Developed from war 
of waxes, no non-skid treatment because . : 
technics through seven years of experimenting, testing, 
it has a safe, slip-proof surface. ’ ry ‘ 
proving. Now practically your whole hospital can 
VINATRED is impervious to water, mild move on this new flooring. Stands the pounding of 


acids, alcohol. Detergents required for feet and wheels. Low original cost, and even lower 


absolute sanitation have no harmful ef- use COST. 


fect on Vinatred. 


VINATRED will rfot chip, flake, nor crack. 
It has excellent dimensional stability. 
4 
Ao VINYL CARPETING IS 
You may special-order your own color 
A PRODUCT OF 


Southbridge Plastics inc. 


470 FOURTH AVENUE - NEW YORK 16, NEW YORK Telephone MUrray Hill 6-831! . 
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NEWS... 


Minnesota to Start 
Course in Practical Nursing 


and Home Management 
1 ar MINNEAPOLIS.—A_ new course in 
home management and practical nurs- 
T 


RADEMARK ing will be organized by the University 
of Minnesota School of Agriculture in 
cooperation with the university's school 
of nursing, Dr. J. O. Christianson, agri 

D A & os 0 & | Pa LE cultural school superintendent, and 
Katharine J. Densford, director of the 
school of nursing, announced here last 
month. The course has been designed 

i | a is L & f to meet the need for nursing through 


out the state, particularly in rural areas 


y} Al ’ Miss Denstord said 

ndslantly The curriculum, covering an 18 
. month period, includes classroom in 

Use Once and Discard 


Important identification struction and supervised practical ex 


information can be written y) p Z bi perience in the school of agriculture 
directly on each NipGard é 


the university hospitals, and affiliated 

Time Sauing small hospitals in rural communities 

In addition, students will take part in 

NipGard nipple covers completely cover the ee eee such as music, dra 
p : : matics and athletics, Miss Densford ex 

nipple and the neck of the infant's nursing plained, to promote leadership in fur 
bottle. Quickly applied, the cover is held ther preparation for an active part in 


firmly in place by specially designed tabs as community affairs. Graduates will re 


illustrated ceive a certificate in home management 
S - ‘ 
practical nursing and will be eligi 


7] 


1. Open cover as shown Independent laboratory tests indicate the ble to take the state board examination 


thorough effectiveness of this cover after for licensure as practical nurses, Miss 
Denstord stated. The first class will 


autoclaving. Here are added benefits: . 
begin the course in October 


e NipGard nipple covers do not jar off or 


require rehandling. ¢ 
loses Nursing School 
There is NO BREAKAGE, NO WASH- seal ga haa 
GO 1 urs v SsCchnoo at 


ING, NO IDENTIFICATION STRIPS Women's and Children’s Hospital here 
OR TAGS TO APPLY. has been closed, Mrs. Edna Nelson 


2. Press cover firmly over : 
hospital administrator, reported last 


nipple Heavy dotted line . a . a ba 
‘e , > atio . 
$A Pasa 5 A ME Space for writing in identification data suai, Gtadseneietans sc th soil 


tom of nipple name, formula, etc. is provided on each were transferred to Henrotin Hospital 
nipple cover. School of Nursing, it was explained 
The move was made necessary because 


NipGard covers SAVE NURSES’ TIME, isk: hie tore’ clk atwalnems smd ceacmerties. 


give EXTRA SAFETY. the hospital said, and will not be per 
. manent if more instructors become avail 
The covers are designed to meet the require- ble and recruitments increase 
ments of modern health codes, including those - 
that recommend terminal sterilization. Pro- 
fessional samples sent promptly on request. Lull Gets Legion of Honor 
Dr. George F. Lull, secretary and gen 


4. Cutaway view indicates a - 7 ‘ 
NipGard Nipple Covers are now available 
eee ciate — PP eral manager of the American Medical 

, ; F 
through your hospital supply dealer. Association, and former deputy surgeon 
veneral of the army, has been awarded 
a wa the French Legion of Honor tor his 

Amincan MTDC ar 

yao activities on behalf of the French people 
immediately after World War IL For 


THE QUICAP COMPANY ' INC. mal presentation of the medal was made 
441 Lexington Ave. (Dept. H-71) New York 17, N. Y. by Jean Joseph Viala, French Consul 
AL ACT A 
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Simmons Hospital Room No. 66 1 grouping 


Draperies in this room are by 
of No. 142 furniture. Selection of colors or grain 


Goodall Fabrics, Inc. 
finishes. Room illustrated in Silver Misi. 


hy SLTMUNONS ye coude,//, 


J leee’s modern design! The kind that keeps you up to date ... the kind your patients 


appreciate. These handsome Simmons room groups are of sturdy steel. You can rely on steel 
for longer service, fire resistance, and other advantages. The pleasing finishes will keep their 
cheerful color and warm friendliness for years. And what color! Only Simmons gives 
you a broad selection of attractive color combinations and grain finishes in long-wearing, fireproof 
metal. Doctor, patient and nurse will thank you for rooms like these. 


See your Hospital Supply Dealer now! 


Write toda) for Simmons beautiful new 


eee ine 
Display Rooms: Chicago 2 page Hospital Catalog. 


New York + San Francisco + Atlanta 


Merchandise Mart + Chicago 54, Illinois 


METAL FURNITURE IS: Strong Fireproof Marproof Durable Economical Modern 








To Prevent 
Operating Room Explosions: 
Start with the floor 


Of all causes of operating room ex- 
plosions, sparks from static electricity 
discharges are the most insidious. Large 
static charges build up quickly and un- 
seen from simple acts like walking 
across a floor, handling a wool blan 
ket. Then, if they leap across space as 
a spark, they can ignite anesthetic va- 
pors 

The accepted hospital preventative is 
to make the operating room floor con 
ductive of static electricity to drain off 
static charges before they accumulate 


POINTS TO CONSIDER IN 
CONDUCTIVE FLOORS 

Legge Safety Engineers make the fol- 
lowing points in relation to conductive 
Hoors in hospitals: 

1. To be fully conductive, the entire 
area of the floor must be a low-resist- 
ance conductor. And the whole area 
must be connected to a ground, through 
which the currents can pass off harm- 





lessly 

2. Existing floors of ordinary compo- 
How much TOO MUCH sition can be made conductive with 
Conducote. This plastic coating, manu- 
e factured by the Walter G. Legge Co., 
does floor cleaning cost you? is painted over a grounded wire grid 
- It gives a seamless, easy-to-clean floor 

surface that is conductive 


Look at your annual floor upkeep bills ishes are designed to produce a clean, . 
and you re in for some Surprises glossy finish that ts safe . and have 3. Everything in the pda a 
é } 3 should be effectively grounded. Tables 
Notice: labor takes 90°¢ or more of a ae on slippery floors up to and equipment must make floor con- 
; % c 1ey've got to be good. They're tact with metal or another conduc- 
your floor dollars. If you use floor exceptionally wear-resistant and easy tor. If they don’t, chains or similar de 
cleaners that work slowly . . . if your to use vices can be used. Individuals must also 
wax walks off” and gets slippery after be in effective contact with the floor 
moderate trathc and needs frequent What's more, Legge Safety Engineers Rubber heels destroy conductivity—as 
stripping and reapplication extra supervise their use; teach crews effict does the floor wax that often accumu 


lates on shoe soles. Wearing a No-Stat 
grounding device, another Legge prod 
uct, overcomes these difficulties 


labor boosts your costs way out of line! ency; replace haphazard maintenance 
with a plan that assures continuously 





0; . 
How much? Up to 69% . . . according to safe, clean, bright-looking floors—and 4. Fl 
ling | lading : ° * r maintenan must not coat 
leading buildings who save that much whittles dollars off housekeeping budg ie gene Bon 
Se AE a II pois é é the floor with insulating materials 
ith the Legge System. One hospital ets. Their services are free with Legge like soap or wax. Leg Safety main 
gd five rewaxings ¢ “ar al ) 
naa gs a year and products tenance products are usually recom- 
$| 00 trom a $60.00 
9 ) from a 360,000-a The I 5 mended because, when used as directed, 
i ( are bill. Another building ; ¢ Legge oystem can save jouw money they do not destroy the conductivity of 
t out weekly waxings and bi-monthly To get the facts, clip the coupon to a conductive floor 
strippings to slash costs by 69; your letterhead and mail. Walter G HOW EFFECTIVE IS YOUR 
Legge Company, Inc., New York 17, CONDUCTIVE FLOOR? 
Hocus-pocus? No. Legge floor pol N. Y. Branch offices in principal cities ; 
Readings of your conductive floor can 


be taken to determine how capably it 
absorbs static charges. Legge Safety En- 
gineers will gladly make them free of 
charge—and_ without  obligation—for 
any hospital in doubt. Just write “Test 
my Conductive Floors” on the line for 
Type of Floor in the coupon to the 
left of this page; clip it to your letter- 
head and mail to Walter G. Legge Co., 


Walter G. Legge Co. inc 
101 Park Ave., New York 17, N.Y 
Without obligation, please send me complete 





of Safety Floor 
Maintenance 











——— 








| 
| 
details on the Legge System. : 
| 
Types of flooring : 


Copyright 1949 by 
Walter G. Legge Co., Inc., N. Y. 


Inc 


| 
| 
| 
: Signed —__ 
| 
| 
| 
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Follow the Footsteps 
of “Walking Charlie” 


and Cul Your 
Mlatufenance Costs 


“Walking Charlie,”’ the eight-legged wonder of the 
shoe industry, is no Rube Goldberg contraption. 
Not by a country mile. It’s an accurate measuring 
device for comparing the materials, construction, 
and wearability of men’s and women’s shoes. It's 
an idea in action... the sound idea of testing products 
before they're put to work. 


Why nor lest Potits 7 


It pays off with shoes. It pays off with paints. Try 

it and see. Compare any paint you choose with 
Barreled Sunlight paint... vot in the can but on the 
wall. Simply test a gallon of each...thinned ac- 
cording to directions and properly applied. Check 
closely the comparative results...in yardage; in 
solid coverage per Coat; in appearance after drying; 
and, in painting time required, a factor that represents 
80% of the cost of a good paint job. 

You'll see which is best with this test. You'll find 
that for a lower over-all cost, Barreled Sunlight will 
give you a better-looking, longer-lasting paint job 
than any other paint on the market. 

Think it over. Ta/k it over with the Barreled Sun- 
light representative. He'll call at your request. Write. 


U.S. GUTTA PERCHA PAINT COMPANY 
30-1 Dudley Street, Providence, Rhode Island 


Barreled Sunlight 
| Ftnjss 


It always costs more not to paint! 

















onto. He interned at Blodgett Memorial 
ABOUT PEOPLE Hospital, Grand Rapids, Mich., and at 
Isdale Community Health Center 

reer oe Hillsdale, Mic 


Brooks Bromley has been named man 





lirector of St. Christopher's 





1, Philadelphia 


Moline State Hlospuit | Mola pital, 
He ceeds Dr. Philip S. Waiters, wh John W. Bentz, business manager at 
etired as super:ntendent atter nearly 5 State Hosp'ta South, Blacktoot, Idaho, 
years ¢ t e at the hospita or the last two and one-half vears, has 
Harold Robert Cathcart s been a ven appointed assistant to the superin 
omted ad strat tant at Per tendent ¢ Wesley Hospital, Wichita 

i | ha Mr Kan 
Cathea | hospital ad Thomas H. Head, assistant adminis 
tt it th { rsitv ot ‘Te trator and business inager of Shan 











Missing 
Link Nd 


a 





between that period in the develop- 


ment of affairs when business letters . 


« 
were written in long-hand and records were kept mainly “in 


the head.” and today’s precise business-machine eflicieney. 


is a small but vital item which many offices retain in an 
archaic state: 
a system for the control of keys! 
“ Saves countless man-hours of 


a 


qi SSBLEINDEX xy, trouble 
CONTROL SYSTEM Sse locket 


hance eNpelbse 


lost time 


Saves quantities of temper and 


and == mainte- 


retaining a reserve key, a pattern key which is never loaned 


tagging and filing vour keys as you mark and file record 


control 


By recording each key’s vital statisties ina foolproof 






For Complete Information. Write Today to 






300 FOURTH AVE. 
INC. NEw YORK 10, N.Y. 


P. 0. MOORE, 





non West Texas Memorial Hospital, San 


Angelo, has resigned because Ol it] 
health. Mr. Head was president ot the 
lexas Hospit il Association in 1947 and 


vas president ot the Northwest Hosp 
\ssociation in 14 
Lt. Col. Michael L. Sheppeck ha 
replaced Col. William W. Nichol as ex 
ecutive othcer of Walter Reed General 
Hospital, Washington, D.C. Col. Nichol 
Army-Navy Gen 
Ark. 


SUPE TE a 


tal 


has been transterred to 
Hot 


become 


eral Hospital at Springs, 


where he will chiet of 


service. Col. Sheppeck, who received his 


masters Geyrec i hospital idmunistra 


tion on August | from Northwestern 


University, was commanding otheer ot 
Hospital im Japan for 


the 28th Genera 


three years 


Charles Freeman has succeeded Harry 





F. Tubergen as superintendent of Alton 
Memorial Hospital, Alton, Ill Mr. Free 
man Was assistant administrator ot Co 
umbia Hos} ital, Milwaukee, tor the last 
four vears 

Homer Horton Jr. the new bus 


ness manager at Columbus Hospital and 
Clinic, Columbus, Tex 
Lt. Col. Wilfred A. 
issumed his duties as assistant 
Army Medhieal 
where he will ly 


and 


Emond | has 
EXCCULING 
Center 


othcer ot the 


Washington, D.C 





ninistrative person 


| services. Prior to his new appoint 
ment, Col. Emond was director ot 
the personnel division, medical section, 
yenera hea quarters, Far Fast Com 
nand, in lokvo 

Morris F. George is now executive 
director of Abington Memorial Hospi 


tal, Abington, Pa 


William B. Hall has 


been appomted 
} 


iperintendent ot the University of Cali 
fornia Hospital, San Francisco. Other 
ippointments include Kenneth M. East 
man, business 1 anager and assistant su 
perintendent, and William S. Weeks, 
assistant business manager and assistant 


superintendent 


Samuel Gertner has resigned as as 
sistant director of Beth Israel Hospital, 


New York City, to accept an appoint 
ment as executive director of Mount 
Sinat Hospital of Greater Miami, Miam 


Beach, Fla. 
Meyer J. Gill, executs 


e director ot the 


Beth Abraham Home tor Incurables. 
New York City, tor the last erght year: 
has resigned to accept the position of as 
sociate director at Beth Israel Hospi 
tal, New York City 

Dr. Peter A. Volpe is now manager 


Veterans Hospital at’ Dwight, 
eeding Dr. S. Bs 


Ve 


ot the 
Il.. suce 


retired. Dr 


Taylor, who 


has 1 has served with 
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FOR EVERY HEATING PURPOSE 


SUPREME 
TEMPERATURE CONTROL 


THEY NEEDED IT... THEY WANTEDIT.. . that's the dealer and user response 
to Blodgett’s announcement of this brand new and sensationally different all- 
purpose stove! 

We think this unusual interest is due: first, to the fact that ‘‘Pyrastove’’ brings the 
so-called ‘‘utility stove’ up-to-date, as of 1949—with a heating range from 
rocket speed to a whisper of warmth; second, to Blodgett's 100-year leadership 
in commercial oven manufacture. 


The REVOLUTIONARY 
BLODGETT BURNER 


entet tte ttre. 
wa 


<< Normal input is 100,000 
~~) B.t.u. Here's the burner 
May \a that makers of industrial 

and domestic equipment 





Here's a 3-ring, 3-control 
burner that gives you the 
heat you want for the job 
at hand. Three continu- 


ously welded steel rings, 
466 stainless steel ports, 
with separate ‘‘rocket-to- 
whisper’ valves. 


\ 
= 
as 


have dreamed of. It's at 
their disposa!—teday— 
thanks to Blodgett's cen- 
tury of ‘know-how’! 


ne a 


aya S. BLODGETT coy Inc. 


50 LAKESIDE AVENUE BURLINGTON, VERMONT 
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the Veterans Admunistration tor the last N.C., has assumed new duties as ad 


three vears as medical director for Ohio, ministrative assistant there. 


Michi 1 Kentucky Robert E. Wallace, a graduate of the 


gan and 


Franklin W. Powers | n aj in hospital administraton, Colum 
niversity School of Public Health, 


omted assistant adimianist 
1, Ohio ior has been appo:nted assistant adminis 


| | all, trator, People’s Hospital, Akron, Ohio 


| 
Memorial Hospita Liat 
to joining the Lima_ hospita 
Mr. Powers was associated with Chil Mr. Wallace served his admunistrative 


lren’s Hospital, Akron, Ohio residency at the Youngstown Hospital 
E. E. Martin has been named admin \ssociation, Youngstown, Ohio. 
strator of the new Sid Peterson Me Milton B. Shroyer has been named 


orial Hospital at Kerrville, Tex issistant director of Oak Ridge Hospi 
Harold C. Greene, who recently com- tal, Oak Ridge, Tenn. Mr. Shroyer was 
ministrative internship at business manager ol the hospital lor fnve 


ial Hospital, Charlotte years previous to March 1, 1949, under 


Zoe ANTISEPTIC SEPTISOL 


(Containing G-11) 


FOR PRE-OPERATIVE WASHING 


Normal level of skin bacteria before washing * 


After 10-minute brush scrub with ordinary sur- 


gical soap and antiseptic rinse 


After daily 34 MINUTE wash with ANTISEPTIC 
SEPTISOL (No brush or other antiseptics) 


After daily 6-MINUTE wash with ANTISEPTIC * x 
A 


*Determined by actual 
hand washing tests 


SEPTISOL (No brush or other antiseptics) 


@ SUPERIOR BACTERIOLOGIC CLEANLINESS—Positive 
antiseptic action of ANTISEPTIC SEPTISOL provides markedly 
superior reduction in skin bacteria. Residual action affords 
continuously low skin flora. 

SAVES VALUABLE TIME of surgeons and other surgical 
personnel by sharply reducing required time for surgical wash. 
SAVES THE HANDS —Harsh brush scrubs and strong antiseptic 
rinses are unnecessary. ANTISEPTIC SEPTISOL solutions have a 
low pH; contain a natural emollient. Over ten million scrubs 
per year in hospitals have proven ANTISEPTIC SEPTISOL non- 


irritating to the normal skin. 


Detailed information on washing tests will be mailed to hospital department heads, surgeons and 
physicions upon request. Write to Dept. AS, Vestal, Inc, 4963 Manchester Ave, St. Lovis 10, Mo. 


VESTAL | srous » new vors 





government operation, On March | the 
hospital properties were transterred, un 
der a lease arrangement, to Oak Ridyc 
Hospital, Inc., a nonprofit’ corporation 
established for the purpose of operating 
the hospital 

Jack Shrode has been named admin 
istrator of Winkler County Memorial 
Hospital, Kermit, Tex. Mr. Shrode com 
pleted his administrative internship at 
Harris Hospital, Fort Worth, Tex., in 
June and received his master’s degree in 
hospital administration from Washing 
ton University, St. Louis 

Henry D. Hamilton, a graduate ot the 
class in hospital administration, Colum 
bia University School of Public Health, 
who has been administrative resident at 
Ellis Hospital, Schenectady, N.Y., has 
been appointed executive secretary, Hos 
pital Council of National Capital Area, 
Washington, D.( 

Ernest M. Sable has been appointed 
administrative assistant at Mount Zion 
Hospital, San Francisco. Mr. Sable 
ceived the degree ot master of public 
health trom Yale University in’ June 
He served his administrative residency 


at Beth Israel Hospital, Boston 


Department Heads 


Sara Abrams, a former lieutenant 


colonel 


in the irmy nurse corps, has 
been appointed director of nursing at 
the Illinois Neuropsychiatric Institute, 
Chicago. Miss Abrams will supervise 
the nursing staff of the institute and 
ill be in charge ot the athliate course 
n neurological and psychiatric nursing 
that is offered to students enrolled in 
schools of nursing throughout the state 

Adelma E. Mooth has been appointed 
superintendent of nurses and principal 
of the school ot nursing of New Britain 
General Hospital, New Britain, Conn 
Miss Mooth has held administrative and 
teaching positions at Indiana University 
Medical Center at Indianapolis, at Miami 
Valley Hospital, Dayton, Ohio, and To 
ledo Hospital Voledo, Ohio 


Miscellaneous 

Charles L. Freeman, formerly execu 
tive secretary to the board of trustees 
ot Rocktord Memorial Hospital, Rock 
ford, JL, is now on the staff of the 
Blue Cross Plan tor Hospital Care as 
an administrative assistant in the hos 
pital service division. 

Maurice Leven has resigned trom the 
U.S. Public Health Service to become 
a consultant in the economics of medical 
and hospital care 

Dr. Frank F. Tallman of Columbus, 
Ohio, has been appointed to the direc 
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IODINE 


"Tvvwowvwvoiwvweiwvwowvwe YFeweoweowewewevevy 


Fssential Ally of the Medical Profession for 


Prevention ... Diagnosis . . . Therapy 


In addition to the many Todine specialties, the following Todine 
preparations, official in) United) States Pharmacopoeia NITE and 


National Formulary VIII, are widely prescribed in everyday practice: 





U.S.P. XI N.F. VIll 


CALCIUM IODOBEHENATE AMMONIUM IODIDE 
CHINIOFON | FERROUS IODIDE SYRUP 
DILUTED HYDRIODIC ACID \ODINE AMPULS 
HYDRIODIC ACID SYRUP IODINE OINTMENT 
|ODINE IODINE SOLUTION 
STRONG IODINE SOLUTION (LUGOL’S Ey Ree: SEG 
: 
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. torship ot the Calitornia State Depart 
ment of Mental Hygiene, a position lett 

ST. FRANCIS HOSPITAL Cuts Construction Cost "Movs! teers sen 
‘ h Shaw Heffner, a Los Angeles attorney, 

wit, earlier this year. Dr. Tallman has held 

positions in Rockland State Hospital in 


SMOOTH ‘ New York, was director of mental hy 


viene in Michigan trom 


CEILINGS peli Fo) mice oi men 


Ohio trom 1944 to 


SYSTEM ee | is James R. Ger- 


sonde, who re 
ceived his master’s 
degree in hospital 


idministration it 


SPECIAL STEEL GRILLAGES re- Northwest 
duced costly form building, and ern University in 
equipment installation proved June after having 
less expensive in the St. Francis 
Hospital, Crookston, Minn. 


completed a year 
idministrative residency at Harper Hos 


pital, Detroit, has been appointed man 


wer of a hospital relations division es 


u t blished to deal with proble ns Of mu 
ng erpanse as ° ) * Ps ] 
by. desea Satins ual interes o Blue Cross plans and 
consumpton. You can hospitals 
Sian osts Write . 
Rng i Se aie John M. Galloway, a graduate ot the 


class in hospital administration, Cotum 


bia University School of Public Health 





has joined the Blue Cross organization 


SMOOTH CEILINGS SYSTEM | n Richmond, Va. Mr. Galloway served 


his admunistrative residency 
802 Metropolitan Life Bldg., Minneapolis 1, Minn ; ; 
Lynchburg General Hospital, 


burg. Va 


Complete Protection -». 


Grace B. Hinckley, who retired last 





7 


t. is superintendent of Methodist He 


Against Power Failure! i.) 


h 
Brooklyn Among other protessional 
hliations, Miss Hinckley was a fellow 


ot the American College of Hospital Ad 





istrators 


Dr. Frederic A. Washburn, noted hos 
put il administrator former president ol 


the American Hospital Association, 


United States Ar medical otheer u 


7] 


three wars, iv 1 at the age 


ot 80. Dr p I as director of 
" Massachusetts Genera Hospital tron 
es R 1908 to 1934 and direc ft Massachu 

10,000 watts, AC 1 > 
setts | \c ana buat Wirt P Boston 
tricity for operating rooms on/yis not enough in trom 1915 to 1934 He was named di 
hospitals. Other services must function during periods 1 
ue, : ‘ } : a r rector emeritus of M.G.H upon fis re 
failure to minimize dangers. Onan Electric Plants ! 
lectricity for all essential uses: operating-room lights nent from the hospital to become 
stair and exit lights, communication, yvenulating and FREE ommussroner of mistitutions ft Boston 

heating systems and pumps of various kinds. Equipped 
| tows nee 
ymatic line transfer panel Onan plants take over the de / a post he held trom 1934 to 19 He be 
ally within seconds after power fatls, stop ‘ came director ot Cambridge Hospital, 
\ s restored. Req t ligible main = 
ts are providing modern ! protection ( unbridge, Mass... remaming 
A small, from coast ¢ there until 1940 hen became con 
"gut you 
can bt 
D.W. ONAN & SONS INC. " pital Administrators and received th 
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Merit in 194] 


sulting director Le n honorary 


tellow ot the Americal llege of Ho 
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CROWING 


Ajj lion 
RUBBER COMPANY 


THE WORLD S LARGEST EXCLUSIVE MANUFACTURERS OF RUBBER GLOVES 


CANTON - OHIO 


IS NATURAL WITH ROOSTERS 


BUT FRANKLY 
IT’S OUT OF OUR LINE 


We make no wild claims for our gloves. There is noth- 
ing fancy about them—no frills—no cure-all gadgets. 
We spend most of our time just making the best sur- 
geon’s glove our skill and experience permit. Of course 
that experience stretches back over 30 years and forms 
a backlog of knowledge and know-how that’s hard to 
beat —knowledge and know-how that has been concen- 
trated exclusively on gloves. Our efforts have met with 
success. Leading Hospitals and Surgeons the country 
over have put their stamp of approval on Wiltex and 
Wilco Curved Finger Latex Gloves. They find that 


these famous gloves last longer in actual service. This 
longer life naturally reduces the per-unit cost and 
makes possible a greater savings. Then too, they have 
found that the Curved Fingers, originated by Wilson, 
relieve hand strain, and with the over-all correct styling 
of Wiltex and Wilco a more perfect fit is possible. We 
have set a high standard on the quality of the gloves 
we produce—your acceptance has proven it. Ask your 
Surgical Supply Dealer for them by name —WILTEX 
and WILCO. 
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\NESTHESIA, PRINCIPLES AND PRA 
rick. By Als VM. Hunt, RN 
This book is a concise readable text 
ontaining a great deal of practical in 
tormation. The author has made an 
to cover the entire field of anes 
oo 


in so doing has had to be 


many points of interest. Lit 


4 


oy 


BUT ropay... 


The requirements of 


the hospital, obtained by on-the- 
job studies, as well as through the 
recommendations of administra- 
tors, doctors and nurses, are 
sewed-in” to every Marvin- 
Neitzel garment. First and fore- 
most comes the “job” to be done 
whether it is mopping a floor or a 
complicated operation, therefore 
Marvin-Neitzel clothes are made 
to be easy in action 
Trimness, neatness, dura- 
bility and launderability, of 
’ course, are also traditionally 
faithfully followed prere- 


quisites 


arvin 
CORP, 


eitzel 


TRoyY. NEW YORK 


to include detailed 


fortable and safe handling of patients 


brought forth many facts of which peo 
ple are not ordinarily cognizant and 
which they can learn only by experi 
ence 

The book should be very useful in 
the early training period for nurse 
inesthetists and also in the training of 
student nurses. It should give them 
some concept of the pitfalls of taking 
care of the anesthetized patient along 
with enough technical information to 
put this knowledge into — practice 
HrLEN DENNY, M.D 


MODERN DRUG ENCYCLOPEDIA AND 
THERAPEUTIC INDEX. By Marion E. 
Howard, M.D., F.A.C.P., Associate 
Clinical Professor, Department of In 
ternal Medicine, Yale School of Medi 
cine; Associate Physician, Grace-Neu 
Haven Community Hospital and the 
Department of University Health, 
Yule University, New Haven, Conn 
Fourth Edition. New York: Dru 
Publications, Inc., 1949 
This volume is a noncritical compen 

dium which contains all of the copy 

righted drug names for various formula 
tions marketed by the American drug 


industry. As such it provides a handy 


| 
reference book tor the educator and 
pharmacist. The glossary indicates the 
length to which industry has gone to 
obrain a suitable name for a sealed hard 
gelatin capsule or an enteric-coated pill 

Approximately 10 different names are 

applied to each of these types 

This book differs from the U.S. Phar 
macopoeia and National Formulary in 
that an earnest attempt is made to-state 
concisely the actions and uses of each 
preparation listed. The book should be 
exceedingly valuable in the hands of 
the drug committee of each hospital in 
that, if annotated with prices, the com- 
mittee can quickly determine which 
brand provides the most for the pa 
tients money. A quick survey of the 
numerous preparations will also dis 
courage any attempt to stock all new 
drugs that may be merely new com 
binations which can_ be prepared as 
needed by the hospital pharmacist 

C. PreirrFER, M.D 


PRESENT CONCEPTS OF REHABILITA 
TION IN TUBERCULOSIS. By Nortwan 
(. Kiefer, M.D. Pp. 398. Nationa 
Tuberculosts Assoctation, 1948, $3.50 

THE REHABILITATION OF THE TUBER 
cuLous. By H. A. Patterson, M.D., 
F.A.C.P. Pp. 250. Livineston, Net 
York T/ Livin ton Pres Thu 
hidition, 1949 


OCCUPATIONAL OUTLOOK HANDBOOK, 
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Roasted turkey 
The-W aldor{-Astorsa 


and - - - 
what a bargain it is! 


WRITE FOR FREE 
TURKEY HANDBOOK 


OS pages, illustrated, of use- 


Fall is turkey time—all over America. And what a bargain 
turkeys will be this year for restaurants, hotels, clubs, hospitals, 
lunch counters, sandwich shops, dining cars, and school and ‘eal aie 
‘ ul information for the chef, 
college cafeterias. 

This year’s higher-than-normal carry-over (practically all 
big, tender young toms weighing 20, 25, 30 pounds or over), plus 
a 25 to 30 per cent expected increase in 1949 turkey production, 
spells bargains in meat for the institutional user. Yes, turkeys 


the food buyer, the operator 
of large or small institutions 
Contains scores of appetiz- 
ing quantity cooking recipes 
by some of America’s lead- 


ing experts in the hotel and 


are back on the bargain table. 

Turkey has many advantages for the institutional user 

The yield of finished meat on a meat-type tom turkey is high. 
Result: more portions per pound; lower portion costs. 


restaurant field. Many thous- 
ands of leaders have seen 
this handbook and acclaim- 


ed it for its useful and prac- 


Turkey produces more white meat per pound — approxi- ete: SERRE: 


mately two-thirds white meat to one-third dark meat. 
You can cut more long, thin slices. 
Turkey is easier to prepare, easier to carve, costs less to 





handle. 

Turkey goes farther, costs less, tastes better, requires less 
kitchen labor. 

For greater profit and lasting customer satisfaction, switch 
to turkey — this fall. 


NATIONAL TURKEY 
FEDERATION 


SERVING THE 250-MILLION DOLLAR TURKEY INDUSTRY 


Sa ee ee eee Se ee eee eee ene es 7 eaaneey 


NATIONAL TURKEY FEDERATION 
Mt. Morris, Ill 
Send me free copy TURKEY HANDBOOK 


(extra copies 25¢ each) 


My name and position 


MT. MORRIS ILLINOIS 


Firm 
Street or P.O. Box 


City and State 


seeeeeeeeseeeeerseaay, 
lana nanan wan aa m= = 


Ve ee SS DE OS ES SS SS OS SS Se 
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INFORMATION ON 
FOR USE IN 

940, U.S 
of La 


wii 


EMPLOYMENT 
MAJOR OCCUPATIONS 
Gl Bulletin N 
Department of Labor, 


Statistics im ( 


IDANCI 
n 
DuUreau 

operation 


f 
Pp 


tration 
Office 


Dor 


Admini 55 


rain 


Printing 


ernment 
ton 25, D.C., $1 
In recent years rehabilitation has been 
given increasing attention in our com 
plex structure of tuberculosis control. In 
Kiefer lists 1007 


subject, or related to it, 


the work under review 


titles on the 
published mostly in the decade of 1938 


to 1947. This interest is well deserved 


20 YEARS OF 


TECHNICAL SKILL 


in: perfecting cubitle equipment 


and justified, because has 
umply proved the fact that the tuber 
badly 


and adequate training before 


experience 
culous are in need of gradual 
hardening 
they can return to a workaday life even 
frer their disease has become arrested 
Dr. Kiefer’s book is a 


compendium and a 


most useful 


succinct digest of 


ill that was written in recent years on 


the rehabilitation. In his 


careful search of the literature, no pub 


subject of 


lication has escaped the author's at 
as far as this reviewer can as 
Dr 


material ad 


tention 


certain. In a masterly fashion 


Kiefer fitted his immense 





corners instantly, silently 


aiways quiet, never jam 





This patented corner fixture was devel- 
oped by Judd to let curtains glide around 
Judd’s fiber- 
wheeled, roller-bearing carriers are 
Judd’s sturdy 
Sanforized white or colorfast pastel cur 
tains have rustproof grommets perma- 


nently machined into top hem 








Judd’s strong, durable cubicle equipment 
is easy to install and maintain. And you 
can depend on Judd’s efficient planning 
to use space to best advantage 
costs at a minimum. For a costfree esti 


mate 


dimensions 


just send a simple diagram, with 
of areas to be cubicled 


keep 








H. L. 


COMPANY 


Originators of Modern CUBICLE CURTAIN SCREENING EQUIPMENT 


Hospital Division 


* 87 Chambers St., New York 7 


449 E. Jeflerson Ave., Detroit 26 * 3400 N. Western Ave., Chicago 18 
3300 Leonis Bivd., Los Angeles 11 





mirably into 14 chapters so that the 
various phases of the problem are co- 
herently presented. In the closing chap 


ter the author points out boldly the 


shortcomings of our present-day pro 
cedures and lists and discusses in detail 
the type of research needed in this com 
plex field 


All in all, Dr. Kiefer’s 


reference book of first magnitude, which 


work is a 


should be at the elbow of every tuber 
culosis worker, and should lead to fruit 
ful 


studies 


paths instigating much needed 
Dr. Patterson is a pioneer in the re 
the tuberculous, and 


life for 
years to this important problem 


habilitation of 
last 30 
The 


work 


has devoted his the 


popularity and usefulness of his 


ire attested by the fact that the present 


volume is the third revised edition 


The publication in itself is a proof of 
It has been 


the value of rehabilitation 


printed by the rehabilitation patients 
of the Potts Memorial 
which the author has been the moving 


spirit and director 


Institute of 
since its inception 
In mere craftsmanship the book would 
be a credit to any publishing house 
Following a discussion of the vari 
ous problems in rehabilitation, the au 
concise manner the 


rehabilitation 


thor describes in a 


outstanding major proj 
ects in this country and the world over 
book ot 
outstanding merit and extremely use 
ful to field of 


tube rculosis 


This, too, then is a reference 


every worker in the 


already 


possess occupational skills are in need 


Tuberculous patients who 


of a new vocation only if their previ- 


ous job called for strenuous exercise, 


of it 


exposed them to dust hazards 


There are a considerable number of 


never ac 


lack 


were 


however, who have 
skill 


of opportunity, or 
too young at the time they developed 


} atients, 


loa 


quired either because of 


bec ause they 


their disease. Their rehabilitation must 
include vocational training 

In choosing a vocation the candidate 
should be counseled not only concern 
ing his aptitude but also in regard to 
the prevailing labor market in a given 


field. Not skillful and 


experienced vocational counselor, how 


even the most 
ever, is ina position to be familiar with 
ill the various occupational possibilities 
The “Occupation Outlook Handbook 
fills this need 


occupation described 


In every intor 
mation is given under the headings of 
Nature of Work 
(Qualifications), Out 


Further 


Outlook Summary 
How to Enter 
look, Earnings, Where to Find 
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From PARK AVENUE 


TISHMAN REALTY & CONSTRUCTION CO. BLDG., New York. 
Architect: Kahn and Jacébs; Consulting Engineer: Jaros, Baum and Bolles; 
Heating Contractor: Peter Sinnott Heating Co. Inc. 


7o MAIN STREET 


LUTHERAN MUTUAL INSURANCE CO., Waverly, lowa. 
Architect: Mortimer B. Cleveland; 
Heating Contractor: Rynearson & Koch, Inc. 


DUNHAM DIFFERENTIAL HEATING 
cuts fuel costs up to GO % 


Provides unsurpassed comfort year ’round... inany climate 





For a multi-story skyscraper ... as for a single- ... from a Basic to a Supreme installation .. . 

story structure ... Dunham Vari-Vac* Heating are available to you. A Dunham engineer can 

permits you to slash fuel costs as much as 40%. quickly tell you which size you pews 
Possible? Not only possible, but already For increased comfort every hour of every 

proved so conclusively in installations all over day ... for a heating system that stays on the 

the country that Dunham has guaranteed, in job year after year... and for that all-important 

writing, a fuel reduction of 25% for many reduction in your operating costs... investigate 

buildings. Such savings are possible because Dunham Vari-Vac today. 

Vari-Vac automatically provides the precise 

amount of heat you require by utilizing a con- FREE BOOKLET TELLS ALL 

tinuous flow of steam at temperatures that vary 


with the weather. Bulletin 509 gives you complete infor- 


mation for “Job-scaled” Vari-Vac Heat- 
ing; tells you what it is, how it operates, 
how it may be fitted exactly to your needs. 


Job-scaled to Your Size 


Dunham engineers recently perfected methods For your copy, write 
of job-scaling this variable vacuum system to , 
mE oy & erage = ? C. A. Dunham Co., 400 W. Madison Street, Chicago 6, IIL. 
fit any size or type of building . . . regardless 
“t : “Ag . In Canada: C. A. Dunham Co. Ltd., Tororto 
of climatic conditions. Seven different systems ie Beotead: C. A. Thenlinm Co. 160, Lander 


"Variable Vacuum 


CONVECTOR RADIATION BASEBOARD RADIATION, UNIT HEATERS, 
TRAPS VALVES, PUMPS 


HEATING MEANS BETTER HEATING 
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Intormation. Obviously, such study 
can deal only with a selected list of the 
nearly 30,000 described in the Diction 
ry of Occupational Titles. The 288 
occupations dealt with ire the most 
commonly sought. Naturally inyone 
could readily add to the list a numbe 
of occupations which are not covered 
In a cursory review this reviewer missed 
i chapter on such common occupa 
rion S sales clerks and another one 
on healtl education directors The lat 
ter is a budding profession which holds 
out much promise for employment 7 
berculous patients and others with med 
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BE KIND TO 


ical handicaps could contribute much 


to this field from their own personal 
experience 

It is planne 1 to keep this book up 
by ft 


ns to date 


ture releases and addi 


ilready five releases have 


been issued A loose-leaf edition with 


hard cover would greatly facilitate 


ind make future complete 


this purpose 


revisions less urgent 


excellence of the text and of 


rraphical layout cannot be over 


emphasized. In contrast with most gov 
publ this book in 


POLLAK, M.D 


Wactions 


MAXIM 


ernmental 


vites reading 


SEALIT 


MARBLE and TERRAZ?° 


e your floors 


e your help 





e your budget 


O ffictal 
Health Assembly, 
Pp. 395. New York 
1949 


(AMERICAS HEALTH 
of the National 
May 1948. XII 
Harper and Brothers, 
This 

30,000 man-hours of program-planning 


Re perl 


volume summarizes more than 


speech-making, problem-solving — and 
conclusion-drafting during the four-day 
sessions of the National Health Assem 
bly conducted by the Federal Security 
Agency in Washington, D.C., May 1948 

The 800 
delegates, classified in | 
field of 
The 


ered problems concerned 


invited 


assembly included 
4 sections rang 
individual 


sections consid 


ing over the entire 
and public health 

with person 
nel, facilities, motherhood, birth, youth, 
nutrition, dentistry, 


education, re 


old age, sanitation 


mental health, research, 


habilitation, rural environment, com 


munity organization, international co 
operation, and, finally but not least im 
portant, the production and financing of 
pe rsonal health services 

The 


in the agenda as 


last-mentioned topic was listed 
Medical Care.” Its 
discussions drew the largest crowds, just 
as personal health services involve the 
largest financial expenditures. The con 
troversy over compulsory health insur 


ot Med 


likewise the conflict 


ance occurred in meetings the 


ical Care Section 
over group medical practice 


The book is a reference work of facts 


ind ideas skillfully summarized and 
ccurately reported. The various com 
miuttees and sections used available Sta 


tistical data in arriving at their conclu 


} 


ind recommendations 


sions 
This volume should be distinguished 


The Nation's Health: a Ten Year 
ram published by the Government 


from 
Py 

Printing Office, which was a report by 
Federal Security Administrator to 
the President of the United States, Sep 
1948. The Medical Care Section 


pre Ventive 


tember 
group 
medicine, and health insurance 


recommend: did 
ot 


approved practice 


But the 


official itions not sup 


port a national program federally 


} 
sponsored health insurance 
n various fields of health 


om 


Specialists 1 


nurses, public health 


( physicians 


cials, hospital administrators, — social 
workers, medical economists ) will prob 
ably of 


report most rewarding as a source of 


find the “other” sections the 
knowledge and ideas. Of necessity, many 


ideas were briefly treated in this sum 
with some conclusions sounding 
like ot 
programs for action 

ot 


available 


mary, 


more creeds conviction than 
But this assembly 
be 


ot 


and information should 
for 


every hospital —¢ 


ideas 


study in the library 


RUFUS ROREM 


The MODERN HOSPITAL 





ener een ere rae 





your costs 


tient day 


today’s modern HOFFMAN 
LAUNDRY EQUIPMENT 


at no cost, a complete engineering 


survey shows you how... ~Lok fix ¢/ 


Important economies — for use on other overhead necessities — 
can be gained by the introduction of modern Hoffman laundry 
UNLOADING “SILVER CREST” = equipment operation. For the completely new or the soon-to-be 


Cuts down pulling time and labor costs modernized laundry, these economies include: labor savings, 
~cylinder raises hydraulically — less floor space, longer linen life, and lower supply, fuel and 
posit loa into extractor basket . ; 

Gepost loads gol 00 water costs per pound of linen processed. For the facts in your 


halve Faster operation — more loads : ‘ ’ ‘ 
per day — saves floor space. 42-inch case — write now for your Hoffman Laundry Engineering 


cylinder. Survey. No obligation. 


AUTOMATIC WASHER CONTROLS 


Conserve linen — as well as water, 
soap and other supplies — by pre- 
UNLOADING EXTRACTOR 7 cise formula control. Fully auto- 
Reduces time and labor matic models give exact, measured 
formerly needed for load- injection of supplies for any one of 
ing and pulling. Loaded several predetermined formulas you 
basket halves carried by § select. No “over” or “under” runs, 
electrichoist(fromwasher) {J or amounts of soap, bleach, sour, 
quickly lowered into this saree blue, water and other supplies. 
extractor, then raised for Available with supply stand (for 
dump-out at finishing one washer) or with central supply 
tables. system serving many washers. 


COMPLETE LAUNDRY EQUIPMENT SERVICE FOR THE INSTITUTIO 
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Construction Costs Are Going Down 


FMAMJJASO FMAM) JASON FMAM) JASONOLIF 


GOVERNMENTAL" 
NON-GOVERNMENTAL 





Occupancy of voluntary hospitals re Governmental hospitals showed an in- heavy, with 31 new projects costing a 
& 


porting to The MODERN HospPITAL for cre ased occupancy this month which, total of $20,708,000 reported for the 
the month of July was 77.8 per cent however, does not reflect a nationwide — latest period. An interesting feature of 
of capacity, continuing the somewhat trend but is attributable to an overflow Current construction cost reports is the 
reduced occupancy trend that has pre Situation in one area constant downward revision of Cost es 
vailed throughout most of the year Hospital construction continued to be timates on projects first reported earlier 





Quality PLUS & 
_ PREIS ATR LET LE EIN 
FLOOR TREATMENTS : ese : .. IN MAINTENANCE 


For almost half a century, Hillyard’s 
laboratories have been constantly at 
work, producing new products thet will 
keep maintenance costs down. A good 
example of this is Hillyard’s Super 
Shine-All 


Super Shine-All a liquid neutral chemi 
cal cleaner, approved and endorsed by 
leading flooring manufacturers for the use 
on all types of floors all painted and 
varnished surfaces Super Shine-All is 
an all purpose cleaner, designed to cut 
labor costs in half. Not being ca soap 
or powder, it does not have to be 
rinsed. It is completely 
soluble in water. Con 
tains 100% active 


cleaning units 


pertly trained 





eer nearest y 
s no cost orfobligation fo 
his services. g gy 





-}HILLYARD SALES COMPANIES: 





1947 BROADWAY. 


Gun Pounstene 6 DistRiBUTORS HILLYARD CHEMICAL CO. ST. JOSEPH, MO. srancnes im principal CITIES newrom mY. 


San Franeiseo 10, Calif 
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THE 


"as I always say: 
FAMILIARITY BREEDS C0 


The more you see of Columbia Venetian Blinds- 
the more you operate them, live with them — the 
more satisfied you are. It’s true of housewives and 
homeowners. It’s true of decorators and commer- 
cial and institutional users. Columbia is the name 
they know and trust. 

“CCC” 
Controlled-Construction — is back of Columbia 


a quick way to say Columbia- 


quality. It means Columbia control of all the 
elements of your blind. It accounts for the silky- 
smooth operation of all working parts. It insures 
Jong, economical wear. 

For any size, any type of installation, any 
quantity —choose Columbia Venetian Blinds 
through your nearest Columbia Authorized Dealer. 


Consu!t with him today! 


VENETIAN BLINDS 
AND WINDOW SHADES 


COLUMBIA MILLS, INC. e 


73 No. 3, September 1949 


/ 
Vv 


428 SOUTH WARREN STREET, SYRACUSE 2, 








Columbia Venetian Blinds and Window 
Shades are sold only in leading department 
and furniture stores and shade shops desig- 
nated as Columbia Authorized Dealers. 
They are now in position to quote very 
attractive prices on jobs involving a quan- 
tity of blinds. Be sure to get their estimates. 








- ek a Culambic Pedttouged Lhaler 


QUICK CHECK 
ON Columbia QUALITY POINTS 


handsome headbox, dust-and-rustproof, 
completely encloses all satin-smooth work- 
ing parts. 


choice of enameled-coated steel or aluminum 
slats. Easy to clean. 


tape removal clip at top and bottom makes 
tape changing quick, easy. 


automatic safety stop holds blind where 
you want it—no slipping. 


Columbia’s special Snap-Stop keeps blind 
from rattling, banging when window is open. 


‘famous fourteen”’ colors fit harmoniously 


into any color scheme. 


MN. Y¥. 


175 








. at ~SECO 
ae covers the 
construction field 


GO 50, Wh 
With metal products for every build- 


he 
opuc 
cEeco o stee.? sT., CHICA 
w 


5601 


Teel wage 
yorst SIND 
conc steet yorsts 
sroRM WINDOWS 
SCREENS 


rype OF BUSINESS 
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| 
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| 
i) 
| 
NAME \ 
| 
i] 
1 
- 


she 
wt 
ADDRESS ZONE state 


| 
4 
‘ 
} . : . 
1 == == _™ ing purpose, Ceco indeed covers the 
: : field . . . providing you with the 
finest in engineered steel products 
for monumental buildings, for in- 
stitutional buildings, for commer- 
cial buildings. Ceco metal products 
also fit economically into the small 
home—cut fire hazards—increase 
building strength—reduce_instal- 
lation costs. For Ceco builds small 
with the same engineering pre- 
cision they build big. Years of pio- 
neering ... years of on-the-job ex- 
perience in the construction field 
have given Ceco engineers a sure 
grasp of all building problems. 
Ceco’s plants, too, are strategically 
located to give fast coast to coast 


service. 


cECO STEEL PRODUCTS CORPORATION Ceco literature is full of installation 
General Offices: 5601 West 26th Street, Chicago 50, Illinois tips and product daca. It is FREE to 


all building men. Fill out coupon and 


Offices, warehouses and fabricating plants in principal cities mail today. 


/n construction products CECO ENGINEERING makes the Lig difference 
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“EASY TO CLEAN 
EASY To IX@@ CLEAN...” 


XAVIER HOSPITAL, DUBUQUE, IOWA 


“The members of the Navier Hospital staff are well satisfied with Crane Duraclay 
fixtures, having given them frequent usage ever since opening day ... the depth of 


the sinks eliminates splash and splatter... they're easy to clean, easy to keep clean.” 
Sister Mary Marcellus, O.S.F. 


NAVIER HOSPITAL, DUBUQUE, IOWA 


Yes, Duraclay shines like new with just the swish of a damp cloth. Strong 
acids can’t harm it, neither can extreme changes in temperature—Duraclay 
keeps its original luster through years and years of tough usage. 

You can get Crane Duraclay in a complete range of hospital sinks and 
baths. Also from Crane: a full choice of conventional fixtures for patients’ 
rooms, nurses’ quarters, etc.—plus all the specialized plumbing equipment 
that hospital service demands. 

Ask en the complete hospital line at your Crane Branch, Crane 
Wholesaler, or Local Plumbing Contractor. And don’t miss your free 
copy of the Crane Hospital Catalog. 


Above: Flushing Rim Service Sink of 
Crane Duraclay, pictured at Navier 
Hospital. Duraclay stands up to bumps 
and jars. . . exceeds the most rigid 
tests for hospital plumbing fixtures. 


Left: Duraclay Wash-Up Sinks at 
Navier Hospital. Duraclay is complete- 
ly immune to thermal shock—entirel) 
different from any other material used 
in hospital fixtures. 


SK Pjuraclay 
exceeds the rigid tests 


imposed on hospital fixtures (vitreous 
glazed) established in Simplified Prac- 
tice Recommendation R106-41 of The 
National Burcau of Standards 





CRANE CO., GENERAL OFFICES: 
836 S. MICHIGAN AVE., CHICAGO 5 


PLUMBING AND HEATING 
VALVES « FITTISGS «¢ PIPE 


NATION-WIDE SERVICE THROUGH BRANCHES, WHOLESALERS, PLUMBING AND HEATING CONTRACTORS 
177 
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Finnel! System, Inc Elkhart, Ind 
Genera: Cellulose Co., Inc Garwood, N 
General Hospital Supply Service, Inc., New York N.Y 
Gilbert Hyde Chick Compony Oakland, Ca'iforna 
D. L. Gilbert Company Columbus, O 
Gomco Surgical Mig. Corp Buffalo, N.Y 
Goodall Fabrics, Inc New York, N.Y 

F. Goodrich Company Akron, O 

(Miller Rubber Sundries Division 
Frank A. Hall & Sons 
Hanovia Che mical & Mig. Company 
Hard Manufacturing Company 
James G. Hardy & Co., Inc 
Harold Supply Corporation 
Harris & Wellman, Inc Chicago, Il! 
Hill-Rom Company Batesville, Ind 
Hil' yard Chemical Company St. Joseph, Mo 
Hobart Manufacturing Co Troy, C 
Hoffmann-La Roche. Inc Nutley, N. J 
Horner Woolen Mills Company Eaton Rapids, Mich 
Hospital Equipment Corporation New York, N 
Hospital Management New York N.Y 
Hospital Topic & Buyer Chicago, Ii! 
Huntington Laboratories, Inc Huntington, Ind 
Inland Bed Company hicago, I! 
Institution Magazine Chicago, Il! 
International Nickel Co., Inc New York, N.Y 
Jamison Semple Company New York, N.Y 
Jarvis & Jarvis, Inc Palmer, Mass 
Johnson & Johnson New Brunswick, N. J 
H.L. Judd Co., Inc New York N.Y 
The Kent Company, Inc Rome, N. Y 
Kenwood Mills Rensselaer, N.Y 
Kewaunee Manufacturing Company Adrian, Mich 
Samuel Lewis Company, Inc New York, N.Y 
Linde Air Products, Unit of Union Carbide 

& Carbon Co New York, N.Y 
Liquid Carbonic Corporation Chicago, Ill 

(Medical Gas Division 
Macalaster Bicknell Company 
MacGregor Instrument Company 
E. F. Mahady Company Boston, Mass 
Marvin-Neitze!l Corporation Troy, N.Y 
Master Surgical Instrument Corporation, Irvington, N. J 
Meinecke & Company, Inc New York, N.Y 
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Midland Laboratories 
Mills Hospital Supply Company 
Modern Hospital Publishing Co 
The C. V. Mosby Company 
V. Mueller & Company 
A. R. Nelson Company, Inc 
Ohio Chemical & Mig. Co 
OEM. Corp 

Oxygen Equip. Mig. Co 


New York, N.Y 


New York, N.Y 


Cambridge, Mass 
Needham, Mass 


New York, N 
Madison, Wis 
New York, N.Y 


Shreveport, La 
Boston, Mass 
Chicago, Ill 


Peacock Surgical Company, Inc 
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Puritan Compressed Gas Corporation Kansas City, Mo 
Republic Stee! Corporation Cleveland, Ohio 
Rhoads & Company Philadelphia, Po 
Ritter Company, Inc Rochester, N.Y 
Will Ross, Inc Milwaukee, Wis 
Leon S. Rundle & Son Chicago, Il! 
St. Pau! Fire & Marine Insurance 
St. Paul Mercury Indemnity Co St. Paul, Minn 
Schenley Laboratories. Inc New York, N.Y 
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Schwa.tz Sectiona! System Indianapolis, Indiana 
The Seamless Rubber Company 
Ad. Seidel & Sons, inc 
John Sexton & Company 
Shampaine Company 
Simmons Company 
J. Sklar Manu. acturing Company 
Long Island City, N. Y. 
Snowhite Garment Mig. Company Milwaukee, Wis. 
Southern Hospitals Magazine Charlotte, N.C. 
Sperti-Faraday, Inc Adrian, Mich. 
Spring-Air Mattress Company Holland, Mich. 
Standard Appare! Company Cleveland O. 
The Standard Electric Time Co Springfie'd, Mass. 
Stanley Supply Company New York, N. Y. 
The Swartzbough Mig. € Toledo, O. 
Terrell Supply Company Fort Worth, Tex. 
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United Surgical Supplies Co 
The John Van Range Company 
(Division Edwards Mfg. Co.) 
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Williams Pivot Sash Company 
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Zimmer Manufacturing Company Warsaw, Ind. 
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Cleveland Public Auditorium, one of the finest in the United States, 
where American Hospital Association Convention will be 
held, September 26 to 29. 1949 


You are invited to see and participate in 
the most comprehensive. informative 
AH. A. Convention in 51 vears 


Facts . . . technical data . . . new, authentic, 
pertinent .. . to guide and influence every phase of 


your hospital program -are available throughout the 
2 s gladly offer their 
A.H.A. Convention. All the resources of the world’s Sountnel acaiieae her aeeoaiaae ae ee 
nent data on the latest equipment methods 


ervice 


foremost suppliers have been devoted to the perfection 
and presentation of equipment, services and supplies 
for your needs. Look for H.I.A seals identifying exhibits 
of memker-firms; H.I.A. emblems on badges of experts 


happy to serve you. 


‘ % * ‘ Ty ; : 
: ; . ; Se Mospyys, MEny ty 
/ 


gc. 
M1 TIgy 
Your Convention Guide 
your copy of "269 Reaso Sins ° 
the brochure recently 


sent to you by H.1. A. and ih 
listing outstanding - 
Convention Exhibitors 
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Where Foresight Anticipates Elevator Problems 
for Today...and Years to Come 


~e 

= al 
Se eee ee ey 
ae 1” 7 
| eterans’ Administration 1000 Bed Hospital, Newark, \. J. Now Being 
Constructed Under the Direction of Col. W. W. Wanamaker, Dist. 
N. Y. Dist. Corps of Engineers. H. R. H. Construction Corpora- 


Engr., 
irchitects 


tion, General Contractors; Zeigler. Childs and Paulsen, 


your elevator investment. Ask us for a copy. 
Better still, ask a qualified hospital elevator 
engineer to study your requirements. Call a 
Westinghouse specialist and take advantage 


of our many years’ experience in planning, 


Investment in hospital elevators calls for 
keen judgment in selecting a vertical trans- 
portation system that will meet every new 
demand—year in and year out. Furthermore, 


hospital elevators must be quiet, smooth, 
designing and constructing the finest hos- 


pital elevators available. Westinghouse Elec- 
tric Corp., Elevator Division, Jersey City, N. J. 


reliable and economical to operate. 
Any elevator won't do. The booklet “‘Hos- 


pital Highways” tells how vou can safeguard 


you CAN BE SURE...1F ITS 


Westinghouse 
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4 Because of its beauty, its permanence, its low 


maintenance cost; because of its ase ptic properties, 
because it has proved its value in the therapeutic 
response of patients—Carrara Glass is the choice of 


7 That 1s cohy [UC Chose hospitals and similar institutions. 


It is the ideal structural material for the walls of 


y : ; 
Yy 99 operating rooms, laboratories, corridors, kitchens, 
= = @ / . . 
4d] ] (// aA ds .) washrooms and private-room baths 
ava 
Here is a wall material that is ever-lasting. It has 
i polished, flawle ss surtace of distinctive beauty. It 
is easy and inc xpensive to maintain. Just a damp 
cloth will keep it bright and sparkling. Carrara 
Glass will not check, stain, nor absorb odors. It’s 
impervious to water, acids, pe neil marks. It IS 
available in ten attractive colors, thus hitting in 
with any decorative scheme. 

In remodeling, as well as in new construction, 
give prime consideration to Carrara Glass. Valk it 
over with your architect. And, right now, fill in 


and return the coupon for our free literature 


5 OR FE AT MOS 





Architect: Eldredge Snyder, New York, IN 


a e ee Pittsburgh Plate Glass Companys 
2288-9 Grant Building, Pittsburgh 19, Pa 
J Without obligation on our part, please send us your FREE 
v . booklet Carrara, the Modern Structural Glass of Infinite 


Possibilities 


A 


PAINTS GLASS CHEMICALS BRUSHES PLASTICS 


City State 


PITTSBURGH |\PLATE GLAS 5S COMPANY 
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i Johns-Manville 


SANACOUSTIC CEILINGS 





When doctors prescribe QUIET, 


} 


Sanacoustic Ceilings can provide it! 


@ Today, with rest and quiet 
playing an ever-increasing thera 
peutic 
thing possible to eliminate noise 


By having Johns-Manville 


n 


stall Sanacoustic Ceilings, you pro- 


vide quiet, and assure speedier re 
covery of the patient 

Sanacoustic Ceilings are notonly 
the most efficient available, but 
they are also fireproof and sani 
tary. Perforated metal panels 
backed up with a sound-absorbing 
mineral, they can be painted and 
repainted without loss of their 
icoustical qualities. So easy to 


clean, you save on maintenance 


role, hospitals do every- 


Diet kitchens, utility rooms 
corridors and lobbies nurseries 
ind wards are among the noise 
centers especially in need of 


noise-quieting Sanacoustic. 


Let us tell you more about 
and about J-M’'s 
undivided responsibility which in- 


Sanacoustic 


cludes expert installation by Johns- 
Manville to give you the atmost in 
benefits. W rite for brochure “Sound 
Control Johns-Manville, Box 
290, New York 16, New York. 
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GIVE THE PUBLIC 
THE BEST FOR ITS MONEY 


(Above) X-ray Room with 
walls of Natco Glazed 


BRIGHT 
J 

Structural Facing Tile in 

St. Francis Hospital, Pitts- 7 N 

burgh, Pennsylvania. W A L L S 


(At Right)Kitchen in Bryce 

Hospital, Tuscaloosa, Ala »? 

Walls of Natco Structural >) 
Glazed Facing Tile. War- “ O KF 
ren-Knight & Davis, Archi- ‘ 

tects; Foster & Creighton ig 

Co., Contractors . ry. 
(Below) Natco Glazed ; H I A | | H - 
Structural Facing Tile r “= - 
used in the Mayo Hospital : 

Rochester, Minnesota 


O'Meara and Hills, Archi- : os _ryt y ry y Y 
tects; McGough Brothers, = ¢ S | | M U | A | | N ( 

Contractors. a ak I 
x ey Oe 

CLEANLINESS 





All the requirements of interior hospital 
walls—cleanliness, germ-resistance, 
moisture proof, fire-safety, cheerful 
brightness . . . all of these are met with 
walls constructed of Natco Glazed 
Structural Facing Tile. 

First cost is last cost . . . because 
Natco Glazed Structural Facing Tile 
needs no maintenance except occa- 
; a, sional soap and water cleaning . . . no 
Modular Coordination “ie é, painting, no repairs, ever. They are 
Tile with 12 inch ruler | ; economical to erect, too . . . because 
mi a —_ — F . they are available in modular sizes, 
This 4” module unit of ~~} y which means little or no cutting on the 
measure is the basis of “ f f ‘ R 
alniak oaaitoadian SS &, job . . . saving material and labor, 
badamenan’ . ‘ at with better workmanship assured. 

Write for descriptive Catalog PF-47. 














. ’ lie! 4 
~ a ates TILE FOR EVERY TYPE OF BUILDING 


L. NATIONAL FIREPROOFING CORPORATION 


GENERAL OFFICES 202 EAST OHIO STREET + PITTSBURGH 12, PA, 


ie 
L— a 
BRANCHES. New York Checogo + Philodelpvo Detrom Boston Syracuse Morth Bermnghorm 
‘a IN CANADA — Nonone! Fire Proufing Compony of Canad, lid 
. Toronto, Ontano 


" ? 


=a=9 | a Ging ess) sit —a 





L 


| pr Te 
7] 
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Bassick 
YOUR EQUIPMENT / Wa\\y RUBBER 
PERMANENTLY MARK OR IDENTIFY: a ' ) 
Slides, Test Tubes, Beakers, ? , — i / me Cc U S H l oO N 
Reagent Bortles, Surgical = A 
“teen rt reebeere: Pro yperty ’ G Li D E Ss 
BURGE? | 


yibre” 


WRITES LiKE a PENCIL ON 
GLASS, STEEL, PLASTICS, woop: 


Now you can rule lines, write numbers @ Wear Longer ® Slide Easier 
engrave initials or names on laboratory ° : 
® Make Furnit 
nt, surgical instruments, kitchen ; saliinernconicaes Quieter 
sintenance gear ..easily, quickly ® Give Floors Perfect Protection 


technicians tind Vibro-Graver 


The highest quality glides available. Heavier gauge steel base 

with greater depth of hardening gives longer wear. 
Sizes and types for all furniture . .. metal or wood. 

Tool, Diamond Point, Tanta : Write for booklet on floor protection equipment. THE BASSICK 
lum Carbide Point pens nstruments and other equip ‘ ‘ s 
ond Boll Point — lintaa ells deniak’s x COMPANY, Bridgeport 2, Connecticut. DIVISION 
Werksby Viration... 110vel hospital name. Heavier duty Vibro-Tool OF STEWART-WARNER CORP. In Canada: BASSICK 
AC. ooly -: 7200 vertical iso available. Order from your supplier DIVISION, Stewart-Warner-Alemite Corp., Ltd., 


strokes per minutel Weight just 


9 02! Fully guaranteed = ete ¢ Belleville, Ontario. 


BURGESS BATTERY COMPANY MAKING MORE KINDS OF CASTERS 


Hondicraft Division © 291 Rand Road ¢ Lake Zurich, Illinois ... MAKING CASTERS DO MORE 


“HOSPITAL CLEAN. 
in the corners too: — 


VG350 Kit, including Vibro 
Grover and Tantalum $g95 
Carbide Point 

VG300 All Purpose Kit, with 


verything from calibrat 
nbering microscopic 


ntenance men protect 





D2. . 
pevkre Exclusive Features 


Patients quickly lose fear of bed 
pan use with Relax. No humping 


over the pan — body is relaxed. 
Doctors say it is one of the 
greatest aids to quicker recovery. 


No problem with this quiet, 1. Comfortable to use . . 
efficient ADVANCE “Lowboy” Nurses and attendants praise Re- 


The twin dise design of the ADVANCE “Lowboy”, with — | lax in care of patients. It slides 
three small-diameter brushes on each revolving dise, | under — no need to ‘ift patient. 
lear into corners. The twin dise principle 
vith opposite rotation eliminates all side pull. The largest - d 
wv’ is only 7!4” high over brushes, making it easy j clean too, in white or colored por- 
clean under desks or other low equipment 2. Easier to place... <elain enamel or stainless steel. 
The ADVANCE “Lowboy” has a 20- 
year record for unusually quiet and 
trouble-free operation. It scrubs, steel 
wools, waxes, polishes all types of floors 
6} models, beautifully streamlined, totally 
enclosed, ad —— splash guards, dis- 
pensing tank if desired 


Write for literature 


ADVANCE V ay NZ fol a 
FLOOR MACHINE CO. THE JONES METAL PRODUCTS CO., West Lafayette, 0. 


2617 4th ST. S.E.. MINNEAPOLIS 14, MINN 


enables it to get « 


Place from front or side. Easy to 
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1. BRADLEY: K-12702-A. 28 x 20", 36 x 24". Two roomy 
instrument trays. Knee controlled Niedecken mixing valve 
with stirrup handle. Gooseneck spout with volume regula- 
tion and aerator. 

2. STRAND: K-12747-A. 20 x 14”, 26 x 1514”. Convenient 
shelf. Separate faucet controls. Gooseneck spout with 
aerator. 

3. GRAMERCY: K-12725-A. 19 x 17”, 22 x 18’, 

24 x 20". Foot control supply with regulating 

stops in metal housing. Convenient shelf; Goose- 


4. GREENWICH: K.12733-A. 20 x 18", 24 x 20° KOHLER LAVATORIES 


6” back protects walls. Knee controlled Nie- 
decken mixing valve with stirrup handle. Goose- 


neck spout with aerator. 


A comprehensive line to meet hospital requirements 


neck spout with aerator. 


plumbing fixtures have won the 
confidence of administrators, su- 
perintendents and staffs of leading 
hospitals throughout the nation. 
The complete line of Kohler hos- 


All these lavatories are vitreous 
china, formed of fine imported and 
domestic clays, with glass-hard, 
durable, non-absorbent surfaces 
that are easy to keep clean and 
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a 


lustrous. The specially constructed 
fittings, described under each illus- 
tration, are of chromium plated 
brass, precision made and _thor- 
oughly tested for performance. 
They are equipped with removable 
units for economical maintenance. 
Both fixtures and fittings embody 
designs that are the result of care- 
ful research, resourceful engineer- 
ing and the knowledge gained 
through 76 years of manufacturing 
experience. Conforming to the 
high standards essential in meeting 
hospital requirements, Kohler 
. 
5. GREENWICH: K-12743-A 20 x 18’, 
24 x 20". With 6” back, 4” wrist control 


handles. Gooseneck spout. Available with 
1erator if specified 


6. ROCKPORT: K-12748-A 7 2. if 
sides). Practical for limited space. Dou- 
ble faucet with Gooseneck spout and 
aerator 


pital fixtures includes continuous 
flow baths, hydrotherapeutic equip- 
ment, scrub-up and laboratory 
sinks, siphon jet closets, service 
sinks and many other items. Send 
for our illustrated Hospital Cata- 
log G. Kohler Co., Kohler, Wis. 


KOHLER or KOHLER 


PLUMBING FIXTURES 


HEATING EQUIPMENT 


ELECTRIC PLANTS 








PRATT & LAMBERT 


paint and varnish 





‘“Redecorated the hospital 
/ 


without interrupting routine... 


HAT is the report concerning the recent decoration of a prominent 
eastern hospital in which Lyt-all Flowing Flat, Lyt-all Double Duty 


Primer and Solidex were used because they have no “painty” odor. 


When these superfine wall coatings are used in hospitals, there are no 
complaints from patients or staff about ‘‘painty’’ odor. The old eye-smarting 


and smell have been completely removed, not merely covered up. 


Lyt-all Flowing Flat, in matchless, deluxe wall colors, dries with a beauti- 
ful, satin-smooth texture, which can be repeatedly washed. Lyt-all Double 
Duty Primer, over which the Flat is applied, is likewise free of objection- 
able odor. 

Solidex is a One-coat ultra-flat OIL paint for walls. The soft pastel 


colors require no primer but are ready for instant use, and may be inter- 


mixed to produce an almost unlimited number of shades. 


For decorative suggestions and sound painting specifications, write to 
Pratt & Lambert-Inc., 126 Tonawanda St., Buffalo 7, N. Y. In Canada, 
18 Courtwright St., Fort Erie, Ontario. 


1849 — One Hundredth Anniversary — 1949 





Save the surface 
and you save all! 
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WHAT? 


SOUNDPROOF 


STONE? 


No. it’s a ceiling of 
GOLD BOND 
TRAVACOUSTIC 


the fireproof acoustical tile with all the beauty 
and dignity of imported travertine stone. 


ERE’S a sound conditioned ceil- 

ing of Gold Bond Travacoustic 
that’s “‘tops’’ in every respect! The 
rich, fissured surface blends with any 
tvpe of architectural design for 
either new building or moderniza- 
tion. It’s made of light-weight fire- 
proof mineral wool. It can’t burn! 
Factory coating has high light reflec- 
tion but may be redecorated by spray 


or brush painting. Low maintenance 


costs—simple vacuum cleaner attach- 
ments keep Travacoustic clean 

Your local Gold Bond Acoustical 
Applicator ts listed in the phone book 
under ‘* Acoustical Contractors’’. Call 
him today for the complete story on 
Travacoustic or any of the Gold 
Bond Acoustical Products. There's 
one to fill every sound conditioning 
need, fit every budget. For detailed 
information write Dept. H-99. 


NATIONAL GYPSUM COMPANY, BUFFALO 2,N. Y. 


Vol. 73 No. 3, September 1949 


@ Fireproof 
Pravertine Texture 


Lightweight, Rasily 
Applied 


High light reflection 


Low maintenance cost 


You'll build or 
remodel better with 


Gold Bond 


Acoustical Products | 


A COMPLETE LINE FOR EVERY 
PURSE AND PURPOSE 





feoustimetal e feoustifibre 


Keconacoustic @ Travacoustic 








This Floor Is Armstrong’s Linoleum A beautiful floor that’s also 
noderatels price {and long wearing Made in rolls six feet wide and ul 
1 smooth, nearly seamless floor 

lable in six attractive types 

Straight Line 


Iscd sep 
I 


Heavy, 1” 


quirements 


| gl 


This Floor Is Armstrong's Asphalt Til 


x 


It t +} > et to P Send for free booklet, ““Which Floor for Your Business? 


G t A trongs | \ 


f Tile, Linotil R 
vives good set Vcr nm heay tram nad ther Ar , 
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American-S$tandard 


First in heating... first in plumbing 


Architects: Schmidt, Garden and Erikson, Chicago, Ill 

General Contractor: Fluor Bros. Construction Co., Oshkosh, Wis 

Plumbing Contractor: A. H. Angermeyer, Neenah, Wis. ¢ 

Wholesale Distributor of Plumbing Fixtures: Valley Supply Corporation, 
Neenah, Wisconsin 





Theda Clark Memorial Hospital 
selects AMERICAN - Standard 


@ There are lots of reasons why so many of the country’s newest and 
finest hospitals, like the Theda Clark Memorial Hospital, Neenah, 
Wisconsin, are equipped with American-Standard Plumbing Fixtures. 
a ieee Hospital personnel have long known that they can depend on 
Tah es ee ae asin cae American-Standard products for efficiency, for economical service, 
or patient. The deep-bowled genuine vitreous china lava- for easy maintenance. 
rp tes ee ee te, on te be eee If you are planning to modernize your present hospital building 
and bedpan cleanser. The roomy. flat bottom Master Pembroke or to erect a new structure, your Designing Architect or Engineer and 
Bath is acid-resisting enamel on rugged cast-iron your Heating and Plumbing Contractor will gladly help you ‘select 
; the American-Standard Heating Equipment or Plumbing Fixtures 
best suited to your needs. American Radiator & Standard Sanitary 
4) Corporation, P. O. Box 1226, Pittsburgh 30, Pennsylvania. 





Prolonged Treatment Bath in the Hydrotherapeutic Depart- 

ment of the Theda Clark Memorial Hospital is made of rugged 

cast iron finished with smooth acid-resisting enamel for long life Surgeons’ scrub-up room in this modern hospital is equipped with large, durable, 

ind ease in cleaning. genuine vitreous china Scrub-up Sinks with gooseneck spouts and convenient knee- 
action mixing valves 


PM en AA ALAA ewig home and 


AMERICAN-STANDARD * AMERICAN BLOWER * CHURCH SEATS * DETROIT LUBRICATOR * KEWANEE BOILER * ROSS HEATER * TONAWANDA IRON 
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You've heard about it—read about it 





NEW ANTISEPTIC 
— DETERGENT 


Radically re duce s bar ntas ans 
eliminates expensive, extra antis oti mopping 
cuts labor costs shes rply' tr cane able for sur 

gery, nursery, isolation, kitchen and bathroom 


= ‘ 
PIATT & SMILLIE CHEMICALS, Inc 
2334 PINE ST. © ST. LOUIS 3, MO 


RK MLL ( 
Send this coupon 


for new, exciting 
color swatches 


Kenwood Blankets 


styled to fit your particular need 


Buy direct from 
Kenwood Mills 


CONTRACT DEPARTMENT 


Rensselaer, N. Y. 


Please send complete in ts 

WOOL 
formation on blankets for PRODU, CTS 
hospital use to 











De: 


iii 


hi) 


(KENWOOD) 


ice 


i 


IE 


SO 


Hospital 
Address 
City Zone State 


Administrator 











nein 





HOSPO-LITE 
as ae 


HOSPO.LITE meets every requirement for a patient room 
light. The portable unit may be removed from extension arm 


for physician's or nurse's examining light. Snaps back on with 


“i lock . . . it cannot be knocked off 
‘ Y An excellent night light, and for 
general illumination 


HOSPO Daa in 

clamps to any type 

bed witho wt deleet 
is 


Portable 

unit 

removes a 
here 


HOSPO ORGANIZATION 


1160 N. HOWE STREET * CHICAGO 10, ILL. 


Write TODAY for 
literature. 








Fund Raising 


| Counsel 


For a quarter century our cam 
paigns have succeeded not onl) 


financially, but in the excellent 


public relations we have established 
for our clients. 


Consultation without obligation 


or expe NSE 


| . 2 


CHARLES A. HANEY 
« ASSOCIATES 


RPORATEL 


2759 Walnut St Newtonville, Mass 
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4 Model R-16 (also avail- 
able with automatic tim- 


i 
ing) Rack Type For 
Straightaway or Corner 
Installation. 900 Dishes 
q (1500 Glasses) Per Hour 


There’s an AUTOSAN to fit your business 


FAST, easy-to-operate Autosans have been installed in famous 
hotels and restaurants from coast to coast. From the compact 
R-16 to the big C-3, designed for “assembly line” dishwashing, 
there is a Colt-builc Autosan to sanitize your dishes swiftly, 
’ @ Model R-1A (also 

available with 

. . . . . automatic timing) 
Before you invest in dishwashing equipment, get the complete : a Sensiaiinnnan 


story on Colt Autosan—the only dishwasher with Cloudburst or Corner Installa- 
b tion. Rack Type. 


Action. For further information use the coupon below. 1250 Dishes Per 
: Hour 


economically, safely. 


Model CU-16 
(also available 
with outomatic 
Model R-100 timing). For 
Rack Conveyor ‘ Under - Coun. 
Type with Pre- ter, Back-Bar 
Flush. 6000 Dishes “ ond Fountain 
Per Hour . D Installation. 
= ss Rack Type. 900 
@® Model C-3 Dishes (1500 
(Illustrated) Glasses) Per 
Conveyor Type. Hour 
6500 Dishes Per 
Hour 
Model C-22 
6000 Dishes Per j 
Hour } ee 
Model RC-2 
Rack Type. 2400 
Dishes Per Hour 


4 Model R-3 
Illustrated) 
Rack Conveyor 
Type. 4800 Dishes 

Per Hour 

Model R-4 
6000 Dishes Per 
Hour 

Model R-8 
9000 Dishes Per 
Hour 


@# Model C-300 
Drying Machine. 
(For use with C-3 
or C-22 Washer) 





OLTTAUTOSAN / 








Dishwashing, Sanitizing and Drying Machines 


Colt’s Manufacturing Company, 


TELL ME MORE! 22 Van Dyke Ave., Hartford 15, Conn. 


! 
| 

| 

| 

| 

| We serve customers at our largest meal. Self Service [] Waiter Service [ | 
Send me descriptive folder and FREE BOOKLET ‘Check Points for Better Dishwashing” 
Name 

| Company 

| Address 

| 

! 


THE ONLY COMPLETE LINE 
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Who ¢ your 
EQUIPMENT 
DEALER? 


You're ahead ...in money and time ... when you 
buy where you see this F.S.E.1. emblem. It is dis- 
played by America’s leading equipment dealers, 
members of the Food Service Equipment Industry. 
It stands for decent business practices . . . for 
quality standards that give you a full money’s worth 
. . . for service that helps you run your business 
more efficiently. Make the F.S.E.I. emblem your 

ide to better buying. WISE BUYERS RELY ON 

HE F.S.E.I. 

Write for membership information and list of members. 


DOES HE CARRY STOCKS? 


Every F.S.E.I. dealer has on hand the items you 
need most often. You get quicker service . . . local 
deliveries . . . need not wait for factory shipments 
of frequently used supplies. 





HIS OFFICE IN HIS HAT? 


Every F.S.E.I. dealer has an established place of 
business. You deal with an organization... not an 
individual who may not be around when you have 


need of him. 


ARE YOU FINANCING HIS BUSINESS? 


Every F.S.E.I. dealer is established financially to 
extend credit to his customers. You buy and pay 
for your purchases according to normal business 


methods. 


DOES HE GUARANTEE QUALITY? 


Every F.S.E.I. dealer handles only the kind of 
merchandise you should be using . . . guarantees 
that quality is exactly as represented. You buy with 
complete confidence. 
FOOD SERVICE EQUIPMENT INDUSTRY, INC. 
624 South Michigan Avenue, Chicago, Ill. 


ted 
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BECAUSE you get 


\\ 
IN 
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\\ WN \ 
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Continental Coffee 
Costs 
You 
Less! 


V7 
Pa 


There is economy for you in serving Continental .. . 
ECONOMY in many ways! First... because you get More 
Coffee Flavor in Continental's rich, full-bodied blend... 
you get more good cups per pound. Second... . you 
provide your patients and staff with more 
satisfaction in each delicious, winey-rich cup. 
And third .. . because Continental provides 
such enjoyment, you will welcome the 


YOUR MOST IMPORTANT 30 DAYS! friendly comment: “Here is coffee 
Treat your patients and staff toa finer 
coffee, with a flavor that’s so good 
its news . and so satisfying you'll 


at its best!” 


never want to change. Try Con- 


tinental’s new ‘*30-Day Plan’’. See 
your Continental Man or write ‘ “s ) 3 g yy ~ 


BLENDED ROASTED AND PACKED EXCLUSIVELY BY 
CONMTIMENTAL COFFEE COMPANY 


CHICAGO 90, 1LL. BROOKLYN 1,N.Y. PITTSBURGH 22, PA. TOLEDO 1, OHIO 
375 W. Ontario St. © 471 Hudson Ave. 2126 Penn Ave. © 1726 Summit St. 


THOUSAND ISLAND DRESSING « FRENCH 


TEA « VEET MILK COCOA «© MAYONNAISE « SALAD DRESSING e« 
SPAGHETTI «© MACARONI 


N DESSERT * CREAM DESSERTS ¢ DEHYDRATED SOUPS ¢ PURE EGG NOODLES « 
SAUCES * MUSTARDS ¢ SPICES ¢ EXTRACTS ¢ PANCAKE SYRUP ¢ FOUNTAIN PRODUCTS 
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\\ 
GA, GIVES US THE 


SPEED, FLEXIBILITY, CLEANLINESS 
and ECONOMY WE DEMAND IN A 
FUEL FOR COOKING” 


—Wnm. F. Middleton 


Assistant Director, Grace Hospital, Detroit 











e : 
°riginal Grace 


from their compan Pitel, 





Chefs Nash 
2nd Mohri, 
Modern Gas Kitchens Ol direcs °Perations in Grace n 
. © Hospital's 


t's point of view the economy of 
rtance but Mr. Middleton speaks In every hospital, school, or institutional kitchen 
from the operating viewpoint as well when he there's an opportunity for increasing food service 
stresses speed, flexibility, cleanliness. efficiency with modern Gas Cooking Equipment. 
There's authority in his statement, too, for Mr. It's worth anvestigating. 


Middleton is Presid nternational Stewards’ 


Association, and has had wide expe- AMERICAN GAS ASSOCIATION 


paration. 420 LEXINGTON AVENUE, NEW YORK 17,N. Y. 


atere 


The advantages ot GAS and modern Gas Kitchen 


uipment are matters of record in leading hospi- MORE AND M RE 
ORE... 


s, schools and institutions. In establishments of 





Eq 
tal 
this type the speed and flexibility of GAS are 


important factors in maintaining service schedules 


while simple, time-saving Gas Equipment helps 


overcome personnel limitations. 
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HERE’S A SOUP SERVICE 


THAT SOLVES EVERY SOUP PROBLEM! 








age nourishing and packed with the lure of home- 
cooking flavor, Heinz Condensed Soups in 51-oz. 
tins are ideal for fast, labor-saving service! Available in 
America’s favorite kinds, Heinz Soups have outstanding 
quality you'll be proud to serve. They are easy to prepare. 
They enable you to offer greater variety than would other- 
wise be possible in the same kitchen space. Moreover, they 
economize on help, assure accurate control of costs and 
eliminate waste. Ask your Heinz Man to show you the 
money-saving possibilities in standardizing on Heinz Soups! 





12 KINDS OF HEINZ SOUPS IN 51-0Z. TINS 
Cream of Tomate e Bean Soup e Split Pea e Genuine Turtle c _ nen 
e Cream of Green Pea Soup e Vegetable without Meat e be ss ms FREE recipe 0 ‘ 
Vegetable e Beef Noodle e Beef with Vegetable e Chicken Quality — — 
Noodle e Chicken with Rice e Clam Chowder e Also Cream q x Seamunes Sage ae 

- - P 4 Hotel and Restaurant Divi- 
of Mushroom Soup in 29-oz. tins. = ; : 
a. ia sion, H. J. Heinz Company, 
: é Pittsburgh 30, Pa. 














ASK YOUR HEINZ MAN ABOUT 


H EINZ condensed $0 U 


Also compare advantages of other quality Heinz products such as Heinz 
Tomato Juice, Heinz Oven-Baked Beans and Heinz 57 Salad Dressing. 
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THE CALIFORNIA HOSPITAL REPORTS 
LIBBEY HEAT-TREATED TumBLERsS... 


Sif -Leonomical | 


R°® CE replacement costs ... safeguard against 


accidents with Libbey Heat-Treated Tumblers. 
This is the advice of Mr. A. Leonard Ossian, Pur- 
chasing Agent at The California Hospital in Los 


Che California Hospital 


tos Angrirs. California 


of Owene-Illir 
9th Street 
Los Angeles 15, Californie 


Angeles, California 


= Si This durability of Libbey Heat-Treated Tumblers 
ar Wr. Higgine 7 

ar experience with the new Libbey will prove valuable to your operation, too. Once you 
"Heat-Treated” tumblers, has been most pleasant. ; 2 


try them, you will find, as hundreds have, they last 


The new glesees lest ‘ 
3 to 5 times longer, reduce replacement costs, 
lower investment, and save on storage space. 

Every one of these famous tumblers is backed by 
commend the improved a . . é 
hospitale. the Libbey guarantee: ‘A new glass if the ‘Safedge 
ever chips.” Ask your supplier to show you samples, 
or write directly to us. 


A. Leonard Ossian 
Purchasing agent 
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GUARANTEED 


A NEW GLASS IF THE 
SAFEDGE EVER CHIPS 


LIBBEY GLASS 


Libbey Glass Company, Toledo 1, Ohio 


HEAT-TREATED Je 
_ ea 











e Carrots and Beets become extraordinary foods, 
when packed by MONARCH as “Kurly Kut Beets”’ 
and “‘Kurly Kut Carrots.” Their different shape, 
from which they derive their name “Kurly Kut” 
gives them an instant eye appeal, while the specially 
sclected vegetables from which these items are 
made, have a taste appeal tlrat brings customers 
back for more and more and more. The quality 
of the new pack now being offered is outstanding. 
They are ready to use. Save time and labor. Order 


some today. In number 10 tins and smaller sizes. 


MONARCH 


World's Largest Family of Nationally Distributed Finer Foods 
REID MURDOCH, Div f Con jated Grocers Corp hicago 
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L- — BAKE FOR 20 MINUTES — / — NO SCRUBBING AT ALL! — 


You won't hesitate to serve casserole dishes often 

when you use Lily* Nestrites. Fill, bake, serve. No messy 
pots to soak, no crusty pans to scour, no sticky dishes 

to wash. You will find that large savings on labor much more 
than offset the small cost of the containers and all 

portions are the same size! 


Lily Nestrites are the quickest, easiest way in the 
world to serve baked chicken pie, meat pie, macaroni and 
cheese, fish casseroles and all those other tempting 
main-dish meals that baking makes so satisfying! 


Write today for a dozen easy casserole recipes and a sample 
supply of Lily Nestrite Casserole Cups in 


seven and eight ounce sizes. 
*T.M. Reg. US. Pat. O# 


LILY-TULIP CUP CORPORATION 
122 €. 42ad Street, New York 17, NM. Y¥. 
Chicago * Kansas City * Los Angeles * San Francisco * Seattle 


WORLD’S LARGEST MANUFACTURER PAPER CUPS AND NESTED CONTAINERS 
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WALLACE & 


\ \ultiple- “oe af ¢ hos pita l! 


| espectally 
—— 


\\OTHER 


le signed 


——————— No doubt you are familiar with the Wallace program of eon- 


tinuing research for developing a holloware food service 







“tailored” to the special needs of hospitals. 
Here is the latest des elopment ul Multiple-l -e Bowl that 
materially reduces the amount of holloware needed. which 


means less cost. less storage space and less cleaning and 


polishing. 





21939 WALLACE MULTIPLE-USE BOWL 
Bow! with Frait Juter 
Ringand Glas-. U ~e for 


erving iced fruit and 





Bow! with Fruit ehtail Ring and Glass. Use for Hot cereals and soup are served in covered bowl. 
erving teed fruit) and food cochktail-. dee Without cover. it is ideal for baked apple and 
ream. jello. jellied consomme. custards. ete other fruit. cold cereal-. ete 


If desired Bowl. Rings and Cover may be purchased separately. Wallace Hospital Holloware is 18% 


nickel silver base. silver soldered and “ee with pure silver. It is durable. as well as handsome! 


(For further details, con 
sult vour Wallace sup sy I \ 
dealer, or write to ] y \ \ 


Walling rd. alee 
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Around The Wards With Kellogg's 








PATIENT LAT : Golly, anybody’d be glad to be NURSE FRANCES : I'm so busy getting pa 
in the hospital when it’s like this. I feel like Mom. | 


tients ready for Dr. Wilson, you can guess how glad 
with breakfast in bed. (Young as she is, Pat is an I am for Kellogg’s Individuals. They make breakfast 
old fan of Kellogg's cereals 


a cinch to serve—and everybody likes ‘em so much! 











snaeabee ——— a a 
WHEAT 


ALUGRAN CORNSIVA 
ES mew |Flakes) om 














DIETITIAN PETERSON: My job is easier GRAND NUTRITION : All Kellogg’s cereals 
too, with Kellogg's delightful hints on meal planning | 


either are made from the whole grain or are restored to 
Write to Kellogg's, Dept. XX, Battle Creek, Michigan 
for booklet “What shall I serve 














whole grain nutritive values of thiamine, niacin 


| 
| 
iron. Grand nutrition—plus Kellogg flavor! 


and 








Be sure your wholesaler salesman keeps your 
assortment of Kellogg's complete at all times. 


9 
Made  Aeltey —THE GREATEST NAME IN CEREALS 


Battle Creek and Omaha 
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CRACKED ICE CART 


ALL STAINLESS STEEL 


aA 


150 lb. Storage 
Heavy Duty 
Rubber Wheels 
Three Inches 
Insulation 
* 
Immediate 


Delivery 
= 


Mode! XV Ice Cart 
For Storage and Mobility 
All Stainless Stee! 


Write for Catalogue 


Complete Line of Cracked Ice 
containers and carts. 


GENNETT & SONS, INC. 


RICHMOND INDIANA 








The One Conveyor 
is | That Meets 


= i. 


@ Because the many valu- 

able advantages of Ideal 

design and construction 

cannot be found in any 

other unit, Ideal Food Conveyors 

are invariably the choice of leading hospitals. 

Except for size, ali Ideal Conveyors are built to the same 
exacting standards. Many models, squarely meeting every 
budget and service need. Write for Catalog. 


Qleak 


O0 CONVEYOR SYSTEMS 
Sound in Foremost Hey prilals 


THE SWARTZBAUGH MFG. CO., TOLEDO 6, OHIO. 
Distributed by The Colson Corporation, Elyria, Ohio; The Colson Equipment and 
Supply Co., Los Angeles and San Francisco. The Canadian Fairbanks-Morse Co 


a, recess 
FIREPROOF CHINA 


CASSEROLES 
BAK IN G G0tsunes 
eorpree Fots TEAPOTS 
SERVING ITEMS : TABLE ITEMS 
ROOM EQUIPMENT STEAM TABLE INSETS 
STORAGE VESSELS MANY OTHER ITEMS 


The only known cooking china made by our secret pro- 
cess that fuses body, glaze, and color inseparably. 
Crazeproof, stainproof, absorption- proof... 
used in th ds of i 





THE HALL CHINA COMPANY 


EAST LIVERP 


World's Largest Maker of ssenail Cooking China 


CHAIRMAN 


Join the crowd—see what's 
new in services, goods and 
equipment for hotels, hos- 
pitals, restaurants, clubs, 
transportation lines and al 
lied fields. Four floors of 
interesting exhibits—the 
world’s largest showing of 
its kind! 


Grand Central Palace - New York 
Nov. 7-11, 1949 
REGISTER NOW! sens ine 


f those in your 
to receive invita 
tration fee. Ad 

General 
S7th Street 


Oe 
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30-DAY TEST REVEALED 


“Not one single case of 


throat writation due to 


smoking CAMELS!” 














According to a Nationwide survey: 


More Doctors Smoke C AMELS 


than any other cigarette 


- 
Dox to oke fo — »0' When three leading independent research oO 
asked 113.5 97 docto aa at cigarette they smoked, the brand named most was 
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For Safe Effective Treatment of 
Respiratory Ailments 


The Colson inhalator is the most effective method of 
administering vaporization or inhalations to patients 
with respiratory diseases. Nothing has been spared to 
make its operation simple, certain and effective. This 
instrument features visible water supply, uninterrupted 
operation while replenishing water supply, noiseless 
operation, fountain feed to boiler to maintain an even 


To use the Colson inhalotor it is only 
necessary to place the medicine in the 
graduated cup, fill the glass jar with 
water and raise both switch levers. After 
the water has reached steam temperoa- 
ture, requiring approximately five 
minutes, the left hand switch is moved 
to the lower position or low heat, to 
maintain vaporizing temperature. If the 
maximum quantity of vapor is wanted, 
the switch may be left on “high”. The 
water supply will last for approximately 
sixteen hours of continuous low heat 


operation or eight hours on high heat 


flow of steam, easy access to medicine container, 
trouble-proof thermal switch to prevent overheating 
if water supply is exhausted, high and low heat, and 
modern attractive appearance. This modern inhalator 
is consistent with the craftsmanship quality that has 
made Colson wheel chairs, stretchers and tray trucks 
the choice of leading hospitals everywhere 


Write today for catalog H-11 covering Colson’s complete line of equipment for hospital 
use, or consult the yellow pages of your phone book for the local Colson office 


ELYRIA, 


CASTERS + INDUSTRIAL TRUCKS AND PLATFORMS + 


WHEEL CHAIRS + WHEEL STRETCHERS + INHALATORS 


OHIO 
LIFT-JACK SYSTEMS «+ BICYCLES + CHILDREN’S VEHICLES 
TRAY TRUCKS + DISH TRUCKS + INSTRUMENT TABLES 


The MODERN HOSPITAL 











A 


X 


Ed 
Slicker ; a greased pig 


ra 


new Agtatiune tubes 


and catheters... 


Yes, these new PLEXITRON tubes and 


catheters are slick. They are easier to pass than 
their rubber predecessors. They are non- 
irritating. They are tasteless and odorless. 

They offer greater patient comfort. 

PLEXITRON tubes and catheters cost 

substantially less than rubber, which makes 
their ‘‘one-time use” entirely practical. 
However, they may be successfully 


cleaned and re-used. 


The inherent smoothness of PLEXITRON products 
minimizes any problem of insertion or removal 
due to friction, especially when lubricating 
jelly is used. Even with prolonged use, 


significant irritation rarely occurs. 


——~@ Write Boxter Laboratories Today 
for Free Samples 


Manufactured by 


BAXTER LABORATORIES, INC. 


MORTON GROVE, ILLINOIS 


RECTAL TUBE is made of clear, NASAL CATHETER is easily in- LEVIN TUBE is entirely radio- 
slick plastic. It may be inserted with serted. Proper distribution of oxygen opaque, facilitating fluoroscopic 
remarkable ease. Irritation is minimal, is assured by effective location of observation. Ultra-smooth plastic is 

perforations. nonirritating to delicate membranes. 
Foul taste and smell of rubber are 


Distributed only in the 37 states east of the Rockies entirely absent. 


(except in the city of El Paso, Texas) through 
AMERICAN HOSPITAL SUPPLY CORPORATION 
GENERAL OFFICES: EVANSTON, ILLINOIS 
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onsuming 


ntraven 


VENOPAK 
It 


ntal medi 


issen 


ition 


inst on Just drop 
te to Hospital Divis 
ABBOTT LABORATORIES 


NORTH CHICAGO, ILLINOIS 


wu 


n 


lis 


* 
A... R good way, and somewhat more practical, is to obviate the entire time 


ing. washing and sterilizing ordinary 


Abbott's 
Abbott Intravenous 


packaye 


shat ippens when you employ con 
VENOPAK, with 


»-store VENOPAK is alway 


sterility and freedom tron 

idaptable to the ries hookup 

nfusion without disturbing 
» follow, safel 


ind econon 


Ist ask yur 
" 
literature 


Hlinois 


ake 


TRAOE MARK 


and ABBOTT'S INTRAVENOUS SOLUTIONS 





“Abbott's Completely Disposable Venoclysis Unit 
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PURPOSE UNIT 
FOR THE 


NEWBORN 








INCUBATOR 








SURGICAL 
BED 











The INFANTAIR a unit that will pro- 
vide for the most exacting requirements of 
the nursery. Oxygen can be supplied at a 
cooled, if necessary. 


is always avail- 


moment’s notice 


Controlled heat within 1 
able. Humidity regulation has been sim- 
moisture wicks. 


plified no bothersome 


Three adjustable louvres provide for ample 


air circulation. 





ISOLATION 
UNIT 








OXYGEN 
TENT 








3] 


The INFANTAIR 


All these features are part of the new 
INFANTAIR, and at a price that means a 
wise investment to every hospital. 


Write today for illustrated literature. 





Be sure to visit Continental's exhibit 
at the AHA Convention — 
in Cleveland. 








CONTINENTAL HOSPITAL SERVICE, INC. 


18636 DETROIT AVENUE 
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tomorrow’s 
laboratories 
will be equipped with 


moduline 











another Aloe 
exclusive 


the most modern laboratory furniture in the world 


Moduline, by Aloe, «omes in architectural approved 
widths and depths so that custom-built laboratory 
facilities may be deveioped from standard Moduline 
units. Notice these letails: concealed hinges; baked 
steel finishes with stuialess steel table tops; Furnished 
with or without reagent shelves. Utilities can be top or 
splashback mounted. No working space is taken up 
with utilities. Each new installation is convincing more 
persons that Moduline is the most functional, practical, 
laboratory furniture ever designed. Write for special 
booklet T-300 and learn how Moduline can help solve 


your furniture problems. 


Special schematic layouts for 
laboratories available on request 


A.S. ALOE COMPANY Serving Science Since 1860 


1831 Olive Street St. Lovis 3, Missouri 
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The World’s Finest Surgeon’s Blade 
Now Hermetically Sealed 
in Aluminum Foil 


NOW A.S.R. Surgeon's Blades with the ‘Command 
Edge’ get double protection! First wrapped in heavy 
wax paper — now each pack is also hermetically 


sealed in aluminum foil! 


This unique protection makes it impossible for any 
moisture to reach the blades. A.S.R. Surgeon's Blades 
can be stored for years . . . and still retain their 


matchless uniformity and keenness! 


4.3.8. Double Edge RAZOR BLADES (for Hospital use 
Same superior steel — same technical excellence —as in 
A.S.R. Surgeon's Blades. Fit any standard double edge 
razor. Convenient packs of 100. 


A.S.R_|surceon's BLADES with the ‘COMMAND EDGE’ 


® Fit all A.S.R. and all standard surgical blade handles 



































A.S.R. HOSPITAL DIVISION, AMERICAN SAFETY RAZOR CORP., BROOKLYN 1, N. Y. 
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.--Nasal Engorgement Reduced 
..- Soreness, Congestion Relieved 
.--Aeration Promoted 
..-Drainage Encouraged 


When Neo-Synephrine comes in contact with the 
swollen, irritated mucous membrane of the nose, the patient 
soon experiences relief. 


This powerful vasoconstrictor acts quickly to shrink engorged mucous 
membranes, restoring easy breathing, and promoting free drainage. 


The prolonged effect of Neo-Synephrine makes fewer applications 
necessary for the relief of nasal congestion — permitting longer 
periods of comfort and rest. 


Neo-Synephrine does not lose its effectiveness on repeated ow. 

application . . . It may be employed with good results 

throughout the hay fever season .. . It is notable for ene 
; NEO-SYNEPHRIN 

relative freedom from sting and absence of WYDROCMLORD 

compensatory congestion . . . Virtually no ae 

systemic side effects are produced. wrenoonetine 

6.25% SOLUTION 

Supplied as: 

%% and 1% in isotonic saline solution 

—1 oz. bottles 

%% in aromatic isotonic solution of 

three chlorides—1 oz. bottles 


%% water soluble jelly—% oz. tubes 


New Yorw 13,,N. Y. Winpsor, ONT. 
Neo-Synephrine, trademark reg. U. S. & Canada 
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SURFACE-CHROMICIZING* 


When gut is chromicized after strands are spun and dried, chrome concen 
} I 


tration is very high m 


urftace laye and relative ne in the core. Inner 


Individual ribbon 


strund, permitting wr 


/, 


ame ol e conte 
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ETHICON TRU-CHROMICIZING 


chrome bath before they are spun 
f chrom The strand thus has 


Why you get a better suture 


WITH ETHICON’S TRU-CHROMICIZING PROCESS 


The fate of the absorbable suture after implantation 
and wound closure, and its reactions in the host, are the 
ultimate test of the suture’s quality and dependability. 

Today chromicized gut is widely used because of its 
resistance to digestion until healing is accomplished. In 
this aspect, the chromic suture must possess these at- 
tributes: 

1. Sufficient chrome content to withstand premature 
digestion 

2.Chrome concentration must not be so excessive 
that fragments of the suture resist digestion and persist 
in tissue. This condition frequently leads to knot ex- 
trusion, 

In order to obtain a product having the highest pos 
sible degree of uniformity, Ethicon chromicizes raw gut 
strands in the ribbon stage. This more meticulous proc- 
ess was named Tru-Chromicizing. The alternative meth- 
od, used by others, called surface-chromicizing, involves 


the dipping of the finished. spun and dried suture strand 


ina chrome bath. These are the results of the two meth 


ods: 


Surface-Chromicizing 


In enzyme solution, the core of 


most surface-chromicized gut di 
gests readily, leaving a hollow cy! 
inder which separates into ribbons 

This cylinder may be excessive 
ly resistant to enzyme action and 
remain as an undigested foreign 
body indefinitely 


Tru-Chromicizing 


Ethicon Tru-Chromicized gut 
exhibits uniform enzyme resist- 
ance throughout digestion. It di 
gests from the surface inward 


and retains its integrity as a uni- 


fied suture until dissolution ap- 
proaches completion 

lotal digestion eliminates the 
danger of knot extrusions and 


sterile stitch abscesses 


What Tru-Chromicizing Means To You 


1. Less interference with healing through minimized for 


eign body reaction. 


2. High tensile strength of suture retained for the heal 


ing period, followed by complete absorption 


3. Uniformity in those physical and physiologic char 


acteristics essential to accurate surgical technic. 


ETHICON 
SU Os 


To illustrate this comparison, small laboratory trays are used. In commercial production, 


surface-chromicizing is done under tension. Both processes are performed in large vats 


ETHICON SUTURE LABORATORIES 


DIVISION OF JOHNSON & JOHNSON, NEW BRUNSWICK, N. J. 
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For VALUE in 
Steady - Duty Service 


Buy VOLLRATH WARE 























@ Value is demonstrated by performance... 
the all-around performance for which 
follrath Stainless Steel and Vollrath 
Enameled Wares are famous. You'll find 
them easy to clean...a feature that 


saves work and saves time for 








your staff. You'll find them 
designed and built to pro- 
vide the degree of dura- 
bility that assures lasting 

service. In all respects, 
you'll find Vollrath 
Ware your best 
value. Order it 


today. 


GEE 25 “Ay 


iP 
¥ chaurer wary \, 
YQ , py 


aw LT, ieectunel 
“VOLLRATH sone se Vellvathe= 
aria i ama | a SHEBOYGAN, WISCONSIN 
, NEW YORK 
CHICAGO 


LOS ANGELES 
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Every WHITE KNIGHT Hospital GARMENT 


is Designed and Tailored to Meet the 
Exacting Demands of Hospital Service 


N designing and tailoring 
WHITE KNIGHT Hospital 
Garments, whether they happen 
to be Patients’ Gowns, Operating 
Gowns, Nurses’ Uniforms, or Infants’ 
Gowns . . . the specific and 
exacting requirements of each type 
of service must in all cases be both the 
starting point and the climax. 
Only the most intimate experience and 
knowledge of hospital service needs 
can create wholly satisfactory final 
results. This is a goal that Will Ross, 
Inc., has not only strived to attain but 
has translated into accomplished fact. 

The White Knight label is a symbol 
of the best that can be produced—in 
terms of excellence of materials, 
craftsmanship and, above all, utility 
without equivocation. 

The Will Ross Unconditional 
Guarantee applies to White Knight 
Hospital Garments just as it does 
to several thousand other hospital 
necessities that add to the ease, efficiency 
and economy of broad service to 


the sick and injured. 


2 Fl F.650 
OPERATING GOWN PATIENTS’ GOWN NURSES’ GOWN 


A Patient's Gown is a simple thing. But in its very simplicity 
there is a story — based upon the fundamental purpose of the 
garment. It must be comfortable in use and easy to put on and 
take off without inconvenience or discomfort to the patient. 
The patient's body must be quickly and fully accessible to receive 
the attentions required from nurses and attending physicians. 
The garment must protect and cover . . . yet provide complete 
freedom of action. It must be made of materials that will 
stand a great deal of hard wear and frequent launderings. 


Both initial and upkeep cost must be low. 


The same is true of Operating Gowns, Nurses’ Gowns, Chil- 
dren's and Infants’ Gowns and other Hospital Garments and 
Accessories. It is the knowledge of this fact and the continu 
ous application of this knowledge that makes White Knight 


Hospital Garments good in every sense of the word 


WILL ROSS, INC., Milwaukee 10, Wisconsin 





35 YEARS OF SERVICE TO HOSPITALS 


Manufacturers and Distributors of Hospital and Sanatorium Supplies and Equipment 
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USE NON-PYROGENIC SUTURES 


Post-op fever in clean cases can be caused by sutures—but rarely 
by CHAMPION non-absorbable sutures. There are two prime reasons: 
1. Champion non-absorbable silk sutures are always 
sterilized by heat 
2. Champion non-absorbable silk sutures are not digestible, 
therefore, no allergenic irritating products of protein 
hydrolysis are released in the wound 
(CHAMPION Serum-Proof Silk sutures have both advantages. Sutures 
designed for buried suturing are dispensed on spools and have no 
contact with chemical irritants. Secondly, there is no enzyme in the 
human body capable of digesting silk. It is truly non-absorbable 
To help avoid post-op fever due to suture chemicals and protein 
hydrolysis, specify CHAMPION Silk Sutures. Gudebrod Bros 
Silk Co., 225 W. 34th St., New York 1 


CHAMPION-PARE 
SERUM-PROOF SILK SUTURES by 


f. DERMAL, COTTON and other CHAMPION SUTURES 
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Doctors, Nurses, Technicians and Pharmacists find it so convenient to have Barnstead Pure Distilled 
Water at point of use. For Barnstead manufactures over 200 different styles and sizes of stills . . 
so that you have pure distilled water of constant, unvarying quality 


a still for every hospital use .. . 
and in whatever quantity you require. And in 


. .. Where you need it... when you need it... 
every model you get Barnstead unmatched dependability in providing the purest distilled water 


economically and with a minimum of maintenance. Write today for Bulletin 116—Barnstead’s Special 


Luabovatory 


Illustrated at left is Type Q single still producing two gallons 
per hour of distilled water free from organic and inorganic 
solids, bacteria and dissolved gases. It is water of the highest 
purity that can be obtained from a single distillation. Ideal 
for laboratory and research work. 


7 
Sharmacy 


In the Pharmacy most hospitals use the Barnstead Type Q still, ‘ 
model SMQ-5V, producing 5 gallons of pure distillate per hour. 5 j 
A valuable accessory is the Pyrex Storage Tank for either collecting ~ 


or dispensing water. Easy to keep clean and sterile. Fitted with 
Pyrex stopcock and distillate inlet. Capacity 12 gallons. ) 


oan Aupyly 


In the Central Supply where there is 
greater continuing demand for distilled 


Hospital Catalog. 


water most hospitals now use the Barnstead 
Type Q Single Still. Shown here is a 10 
gallon per hour model used with 12 gallon 
Pyrex Tank, or with metal tanks of larger 
capacity as required. Other Type Q Stills 
with 15, 20 and 30 gallon per hour capacity. 
And for hospitals that prefer multiple 
distillation, Barnstead ofers a complete 
line of double and triple stills. Hlustration 
at right shows 20 gallon per hour triple still 
with 100 gallon storage tank. 





B2arnsiead 


STILL & STERILIZER CO. 
31 LANESVILLE TERRACE, FOREST HILLS, BOSTON 31, MASS. 
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since 1. Optima! body function is dependent on vitamin adequacy 


since 2. Unicap* Vitamins assure economic availability and intake constancy; 


therefore 3. Vitamin deficiencies are inexcusable today 


re vitamin adequacy 


Only 2.8¢ a day can help assu 


a UNICAP a day 


ee... eda eum 


KALAMAIOO 99 MICHIGAN 
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“Clean” the Nir. “ 


THAT FINAL STEP ’ 


IN HOSPITAL ROOM SANITIZING 


To permit prompt reoccupancy of hospital rooms after 
discharge of patients, sheets must be changed, floors 
scrubbed and waxed, and furniture cleaned. 

But what about “‘cleaning’’ the air? What are we 
doing to get rid of airborne pathogenic bacteria? 

That final link in hospital room sanitizing is made 
possible simply, quickly, economically by the use of 


“MICROBOMB”™ 


(BRAND) 


GLYCOL VAPORIZER 


Just a few seconds spraying with Microbomb is sufficient to 
reduce airborne bacteria as much as 90‘ ,. 

one spraying only a few seconds 

Microbomb sufficient for 60 to 80 rooms 

at a cost of less than 3c per room 

quickly dispersed to all points of room 

no cumbersome, expensive apparatus 

non-toxic 

effective against streptococei, staphylococci, 

pneumococci and other airborne pathogens 


* 


THE CARAND CORPORATION ¢ Racine. Wisconsin 


CARAND CORPORATION, Dept. MH9 
Racine, Wisconsin 
(CD Please send me substantiating literature on ““MICROBOMB” 
() Please ship me doz. 
(List Price, $34.68, Your Price, $20.81 per doz., Single Can, $1.98) 
BILL THROUGH 


NAME___ 
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HOSPITAL GROUP 


Phe finest “heart-of-the-wood” 
cherry is used for Cheraton Furni- 
ture. Its thorough seasoning and 


Made ot 


solid, hard 


cherry .. the 
traditional 
wood used 
in America's 
most famous 
furniture. 


Complete groups 

available for 

Hospital Rooms 

and Dormitories 
. 


Write for Catalog 491 


protective finish make it highly 
resistant to atmospheric changes, 
handling, and wear 

All Cheraton pieces have smooth 
surfaces without dust-catching 
corners, and ample floor clearance 
to permit easy eh cleaning. The 
cabinet items are dust-proof 
Cheraton Furniture is made to 
highest quality standards . . . we 
fully guarantee every item against 
defects in workmanship. I[t can 
be shipped immediately 


FICHENLAUB 


For Better Furniture 
3501 BUTLER STREET . . . PITTSBURGH 1, PA. 





HOSPITAL 
UNIFORMS 





/ 


oo Oe Ose 
they're backed by 
40 years of ex- 
perience as hos- 
pital uniform 
specialists. Pro- 
duced in our own 
plant from qual- 
ity-tested, long 
wearing fobrics. 


E 
ILLUSTRATED 
BROCHURES 


Write for copies and 
name of nearest dealer. 





MELROSE HOSPITAL UNIFORM CO. INC. 
115 University Place New York 3, N. Y. 





ESTABLISHED 1673 


WATER TEMPERATURE 
is to he CONTROLLED in HOSPITALS 


HOSPITALS RELY ON 
EQUIPMENT FROM PX 


ST. JOSEPH'S 
HOSPITAL 
South Bend, Ind. 


there is a 


THERMOSTATIC 
WATER MIXING 
VALVE 


to do the job 


Available in 62 Types and Sizes 
WRITE FOR CATALOG G 


LEONARD VALVE COMPANY 


PROVIDENCE 7, R. I. 


ALBERT PICK Co.1Nc. 


2159 Pershing Road, Chicago 9 
AMERICA’S LEADING FOOD SERVICE EQUIPMENT HOUSE 


ELMWOOD STATION 
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How to Evaluate 


Hospital Fund Raising Firms 


ok tor Repeat. Campaig os” 


Next time you're trving to decide which fund- 
raising firm shall direct your hospital campaign, 
remember this criterion by which you can learn a 
lot about the merits of firms you're considering. 
Look for “repeat campaigns.” » Ine. in 44 Ne City for 1.3301 
- 1€ Same iepaae 
“Repeat campaigns” are those which a firm has 
directed for the same institution . . . or for different 


An exay 
completed of a Pi 


institutions in the same city. 

They show how often a firm has been asked back 
by those who have seen it in action. And profes- 
sional fund-raising firms seldom are asked back 
unless they've been successful in attaining their 
goals, unless they've enhanced the reputation of 
the hospitals for which they've directed cam- 


paigns, and unless they've dealt competently and po n New ( 
: é - S4inst a e@: asthe 
honorably with clients. Cheste ,°300,000 > Kk 
p er, | Object 
t 1-20] . 7 


I Ospital 


4 City ; at Paise ‘ 
°aMpaign yn whie POze 316.009 
early Ps whic Ntal 
last yo ar Me at 
~ -ar, * OVe 
OF the Cy r. 
“Nester 


We know of few better ways to evaluate campaign 
firms than to look for those which have directed 


a number of “repeat campaigns.” 


Ketchum, Inc. takes great pride, on its 30th anni- 


versary in the hospital fund-raising field. in’ the re’ another 
: : T Case 


"Stitution 


number of times it has been invited back to direct 


Were invit 
se, ed t 
the i illia ; 


. Talsing 
, 5 


ack by 
"sport 
of $5 


campaigns for former clients and for new clients 


in communities formerly served, 


Ketchum, Ine. 


CAMPAIGN DIRECTION 


CHAMBER OF COMMERCE BUILDING, PITTSBURGH 19, PA, 
S00 FIFTH AVENUE, NEW YORK IS, Ny 


Carvros G. Kercuum Norwan MacLeop Me Curan Worx 
President Lxvcutive | ice President I ice President 


Member American Association of Fund Raising Counsel 


i919 Ce LOM Year 1919 
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From the looks of things, Bob's FLOWERS-BY-WIRE 


will help... as Grace becomes so bright and happy 


Easy Hospital Room Delivery 


Most F.T.D. members deliver FLOW ER orders in 


vase containers filled with long-lasting, chemically 


Ne 
Yregprok®> treated water 


FLORISTS’ TELEGRAPH DELIVERY ASSOCIATION, 149 Michigan Avenue, Detroit 26, Michigan 
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designed to speed and save on every accounting record... 


the one bookkeeping machine for modern hospitals 


and here’s why ... The alert executive today is most 
conscious of reducing all costs. and this new Remington 
Rand machine has been geared to eliminate administra- 
tive waste-holes. It produces all the accounting records 
needed by hospitals more efficiently and more econom- 


ically than ever before. Here is how: 


Faster results .. . every feature of this bookkeeping 
machine has been electrified. Balances are computed and 
printed automatically. and improved tabulation and high 
speed timing eliminate operator strain—increase operator 


worktime. 


Simpler operation . . . two. three or more related rec- 
ords — patient's accounts, bill:ngs, ledger sheets, or any 
others—are produced simultaneously —records for every 
breakdown. for every necessary department. New “snap 
on” registers give extra flexibility they're easily 


repositioned for any new application. 


Vol. 73 No. 3, September 1949 


New functional design . .. many new. special features 
guarantee operator-owner appeal. This streamlined beauty 
has new organ type. finger-grooved keys — and uniform 
printing impressions are assured. The writing line is com- 
pletely visible, and register totals are magnified for even 
easier reading. Yes. in every way it’s designed to speed 
and save in your accounting administration. 

But see for yourself. Call your nearby Remington Rand 

representative, or write for free booklet, “Fashioned 


for Business Administration.” Remington Rand _Ine., 
Dept. MH-9. 315 Fourth Ave. New York LO. N.Y. 





BOOKKEEPING MACHINE 

















CASE HISTORY ou | 


Name ace | 


Born . 


The "patient" was first admitted 
to Pa ate hospitals over half 
a century ago. A favorite ever 
since with hospital personnel 
and patients because of its 
gentle manners. Granted a clean 
bill of health in every hospital 
where it has been admitted 














99 44 100“; pure it floats 


It is not surprising that Ivory has won the acceptance of hospital authorities to a 
degree which perhaps no other soap has ever equalled. For pure, gentle 
Ivory serves efficiently — and pleasantly — the cleansing needs of everyone in 
the modern hospital. 
Ivory today is finer than ever. It’s richer lathering — even in hard water. It’s handsomer 
. easier to handle. And new, improved Ivory puts no heavy strain on 
hospital budgets. 


New, improved Ivory is available for hospital Cooir-v-havtle 


CINCINNATI, OHIO 


use in the popular unwrapped 3-ounce size. Also 
available in smaller sizes, either wrapped 


or unwrapped 


MORE DOCTORS ADVISE IVORY SOAP THAN ALL OTHER BRANDS TOGETHER ... 
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§ vide Cars—there are many 


makes ... but you know there’s a 
difference. You wouldn’t buy a car 


by cylinder count alone. 


~ 


= 


It’s not just the 
count that counts! 


Thread count sheets—there are many brands that 


count 140... but there’s a difference here, too. Don’t 


140 
buy sheets = alone. 
co specity UTICA 


e for Wear j V 


e for Appearance 


e for Quality 
e for Comfort é 1 


THERE IS A MIFFERENCE 


WOVEN EXTRA STRONG...TO WEAR EXTRA LONG 


UTICA ond MOHAWK COTTON MILLS, INC. 


UTICA 1, NEW YORK 
Taylor, Pinkham & Co., Inc. th Street 


3 September 
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"BURROWS' 


Soft Folded Kerchiols 
ws’) 
Soft Folded Kerchiels 
* 


yRROWS' 


Solt Folded Kerchiefs 


Pe eURROW 


Gott Folded Kerchists * 


Burrows 
LOWEST COST Per Package 
CELLULOSE KERCHIEFS 


Safe - Sanitary - Economical 


100 kerchiefs in package (50 doubles) 5 x 8!/, 
WRITE FOR NEW LOW PRICE 
THE BURROWS COMPANY 
325 W. Huron 


Chicago 10, Illinois 








You will be if you install a 
Fairbanks-Morse generating 
set! These standby power 
supply units have been 
proved in performance on 
thousands of farms, in 
hotels, theaters, hospitals, 
institutions, police and fire departments and many other 
installations. 

Models are available in A.C., D.C., and A.C.-D.C.— 
with manual, remote or automatic controls—in capacities 
from 350 to 35,000 watts. Get the facts about Fairbanks- 
Morse generating sets from your local dealer, or mail the 

' 


coupon today! 


r 
| Fairbanks, Morse & Co., 

600 S. Michigan Avenue, Chicago 5, Illinois 

x ® 

| Gentlemen: Please send complete information about gen- 
| erating sets for standby service. 9-9 
| 
a 65 66604 61640 bR dS HRCERREERSA REECE COWEN 
| Address re ee 
ea aeere . State 
ani es nis ce et ce rin ep cance Sich he ie mh in pm 
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Offers You... 





WINDOW SHADES 


That Last Longer 


Supertex Shades are made only for institutional 
use -Hospitals, Schools, etc. Made of a special 
long stable cotton duck, vat dyed — not paint 
dipped. Supertex fabric stands use and abuse 
three or four times longer than ordinary shades. 
They cost a little more—they’re worth a lot more. 








SINGLE OR DOUBLE 
Supertex Shades are sold complete 
with rollers and fittings for top 
mounting; bottom mounting; center 
mounting (illustrated) to pull up and 
down. Meet every “shading” need 


Most good supply houses 
can furnish Supertex 
window shades, if yours 
does not, write direct for 
quotations—giving window 
size and number wanted. 


BECKLEY-CARDY CO. 


1626 Indiana Ave., Chicago 16. Ill. 








LIGHTPROOF 
SHADES 
To completely darken 
X-ray rooms, Labora 
tories, etc. Write your 
needs 








ON EVERYDAY 


MAINTENANCE 














FOR ALL FLOORS... 


Whether wood, marble, terrazzo, linoleum, 
rubber tile, asphalt, concrete or composi- 
tion floors—you can keep floors looking right 
... with less labor and , ene cost... using 

an American DeLuxe Machine! Use it to 

scrub, scour, steel wool, polish, buff or 
disc sand. Maintains full power and 
brush speed on any floor. Satety-Gr.p 

Switch on handle... plus more new 
features. Three sizes—13, 15 an 
17 inch. Send for catalog and 
prices. The American Floor 
Surtacing Machine Co., 
$46 So. St. Clair St., 
Toledo 3, Ohio. 





MERICAN 


FLOOR MAINTENANCE MACHINES 
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What is it worth 


to be 


~ CERTAIN? 


A glib, fresh-from-the-factory type. of engineer 
was loudly expounding on the merits of his ‘‘new 
model” at one of the big auto shows. A group of 
show-goers before the booth stood in awe as he 
pointed to the spot-lighted chassis and orated on 
the synchro-this, and the auto-that, finally ending 
with the conventional crack: “That's the story, 
ladies and gentlemen. Are there any questions?”’ 

To his surprise one old fellow in the crowd, 
less awed than the rest, said, ‘Just one question, 
young fellow: Is it worth a hoot?” 

* *« *  * k 

That may be an impertinent question, but it’s 
a good one! Features may sound good in words, 
and look good on paper, but the real story of 
whether the product is worth a hoot is told in 
daily service. 

Opposite we show why the Elgin “Double- 
Check”’ Softener has features never before found 
in a water softener. Admittedly this, too, is in 
words and on paper; far more significant to you 
is its record in thousands of plants that proves it 
is worth its weight in gold. 

Yes, when you buy an Elgin Water Softener 
you buy more than advanced design; you buy 
unsurpassed experience in every phase of water 
conditioning. What is it worth to be certain? 


ELGIN SOFTENER CORPORATION 
144 North Grove Avenue, 


Elgin, Illinois 


SOFTENERS © CHEMICAL TREATMENT © FILTERS © BOILER WATER CONDITIONING 
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ELGIN “Dewhle- (Check 


WATER 
SOFTENER 


—still the biggest water 
softener development 
in recent years 


By preventing the loss of zeolite under all 
conditions, the “Double-Check” manifold 
system in the Elgin Water Softener illus- 
trated above permits putting a far deeper 
bed of zeolite in a softener of given size. It’s 
the zeolite primarily that does the work; so 
the larger bed means more gallons of soft 
water per regeneration. Also by preventing 
zeolite escape a higher backwash rate can be 
used which means more effective regenera- 
tion, higher softening efficiency. That is why 
the Elgin gives up to 44°7 more soft water 
per regeneration than any other softener of 
equal size containing the same type of zeolite. 

This Elgin development is adaptable to all 
makes of existing softeners. Let us show you 
how we can step up the soft water output of 
your present softener 3 to 10 times with our 
“Double-Check” manifold system and high 








Ask for 
Bulletin 608 


It gives information you need 
about water conditioning 
for hospitals. 





a “we a sonia Vins — 3, * wy mens — 

SS" a 5-8 Fa Da bat in eae te Fb yey, Sess 
SESS I be Fis ag: A mse, Sig. the Ona 

ade pe Ee oN OOO SOB IQ Po ge ae ye Seal 


* 
3 
: 


2 pick the one thats MADE FOR THE JoB! 


bd at, Fede e 


< 


ness 


‘abn 


a Ae te 
Leas the 


- W 
pn, 


~ 
) 


Lae § 


pel 


4 
a 


7a Shia » te 
Warr LWA 


’ 


Dead 


; 1Y sa'g 


ee 


a. ~ 





oe 





ine tue tty 
aes 
erbarl 
ft te. 


. 


oe Mh St) 


ope.*s 























¥ =9+ 5p SES 


, oe . 
0A 2 . 
0 he A Sree oe OS ar GPS See 
RS St ater EO Ee ee 


) * simply can't miss when you choose 
the Wyandotte Dishwashing Com- 
pound that’s made especially to meet 
washing conditions such as those found 
in vour locality. 

Wyandotte Keego* is ideal for 
washing dishes classes and silver by 


machine. It counteracts water-hard- 


ness, removes stains from dishes and 
helps prevent the deposit of further 


stains, It rinses freely and ‘ ompletely. 


W yvandotte Neosuds* is 
method of producing 


the 
spotless, 


new, 


easy 


WYANDOTTE CHE 
WYAN[ A 


sanitary glassware. dishes, silver, pots 
and pans. It ignores hard water, makes 
lots of suds. leaves only clean, attrac- 
tive surfaces—free from smears or 
( loudiness. 

W yandotte H.D.C.* contains soap. 
It is suited to all hand dishwashing 
operations, 

W yandotte G.L.X.* is a safe, out- 
standing compound for detarnishing 
silverware. Its use requires no rubbing. 

W yandotte Steri-Chlor* is used as 
a final germicidal rinse, after washing. 
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for glasses. dishes. silverware and all 
food-handling equipment, It effectively 
bacteria. Steri-Chlor 


is safe and easy on the hands. It is also 


destroys unseen 
approved for rinsing fresh fruits and 
vegetables to be eaten raw. 

Whatever your dishwashing prob- 
your Wyandotte Repre- 
sentative is ready to help vou select 
the Wyandotte Compounds needed to 


lems mav be. 


solve those problems once and for all 
Phe benefits of his skill and experience 
in this field are yours for the asking. 


1 USF 0 


yandotte 


REG. U.S. PAT. OFF 


CITIES 
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Just what the doctor ordered !" 


She’s making a rapid recovery! 

One big reason is the restful sleep 
she gets with her Restfoam Hospital 
Mattress. 

Leading hospitals are finding that Rest- 
foam gives these advantages: 

1. Restfoam gives your patients firm, 
natural support. It floats their weight on 
millions of tiny, self-ventilated air cells. 
2. You can roll up a Restfoam Mattress 
without any worries about damaging it. 
3. The extra light weight of a 
Restfoam Mattress makes it 

easier to handle. 


4. You can depend on Restfoam 
to stand up better under rough 
treatment, as evidenced by the 


Ww \TT - 


RESTFOAM 


way latex foam mattresses have stood 
up in Pullman service. 


5. Restfoam combats the soreness and 
fatigue that come from those long days 
spent in bed. 


“Comfortable” recovery demands 
Restfoam Hospital Mattresses— plus 
Restfoam Pillows to help provide deep- 
down relaxation while the patient 
sleeps. 

Write Hewitt Restfoam Division, 
Buffalo 5, New York, for 
complete details about all 
Restfoam hospital specialties 

including operating table 
pads, ring cushions and 
fracture padding in addition 
to Mattresses and Pillows. 


MATTRESS 


HEWITT RESTFOAM DIVISION 


* 


HEWITT-ROBINS | 
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°, 


INCORPORATED 


All natural latex foam! The Rest- 
foam Hospital Mattress is self- 
ventilated . . . cooler in summer! 
No springs! No tufts! No padding! 
No dust-making materials to 
bother people with allergies! 


Visitors enjoy real relaxation, too 
when the chairs and davenports 
in your lobby and waiting-room 
are comfort-cushioned with super- 
comfortable Restfoam. 





Sometimes a detail can be exceedingly important 
—like the missing horseshoe nail that cost a 
kingdom. Pacific Combed Percale Sheets are just 
such a detail—and so important to the comfort of 


your patient. By contributing the utmost in soft 


ness and smoothness and inviting whiteness, they 


boost morale. ..dotheir bit to help speed recovery. 

Pacific Combed Percales are ideal, too, from 
the standpoint of service. Made the balanced 
way, and boasting an unusually high thread 
count for sheets at this price, they give long, hard 


wear. Orde: from your distributor today! 


pa » COMBED p>). 


PACTHC MILL 


214 CHURCH STREET, 


NEW YORK 13, N. 


¥, 


The MODERN HOSPITAL 








THE MEDICAL BUREAU \NESTHETIST Nu 


P 0 5 I T I 0 N S WA N T E D Burneice Larson, Director cence ig oS ce 


Palmolive Building ) with 
: a 1 -tims rt-time NA and 
ADMINISTRATOR—Medical; former assistant Chicago 11, IIlinois tiene aay9 \ encebteatio’ ies 
medica! director of the Johns Hopkins hospi- kanithieiton Ati hedins ’ tendent, Woodlawtr Hospital, 6060 
cation m oe aan Avenue, Chicago 37, Illinois 


also administrator, eight years, two large 
New York City teaching hospitals; immediately 
available. MW 63, The Modern Hospital, 919 irge teaching hos} © ye 
N. Michigan Avenue, Chicago 11 0-bed hospital; FACHA ANESTHETIST~ Nurse; must be member of 
A.AL.N.A 250-bed modern hospital main- 
7 7 ee TT ADMINISTRATOR = Dexree ! susiness tenance available service employing four 
ANESTHETIST R.N qualified excellent ministration: s years, admit r, 200 anesthetists. Apply Administrator, Evangeli- 
references would like to service community hospital nee 1940, director O-bed hospita al aconess Hospital, St Louis 10, Mis 
cellent expe I modernizatior 


y 


n south west second choice vicinity of west 


> tp anlage argement and + iing of hospital facilit 


ern Pennsylvania: prefer case wor " ac 
i= 54 Pao Maddern Sinan a fund raising, public relations; FACHA SATE AMELIE 
ig Pe <wclgyalhandlly Frege gatas soueti ANESTHETIST Nurse; for 300-bed hospital 
ee er ADMINISTRATOR M.S., Hospital Admini four anesthetists now on service; salary open. 
tratios year’s administrative residency Apply, D. W. Hartman, Superintendent, The 
ANESTHETIST. Thoroughly familiar w ‘ ears, assistant director, 400-bed hospital Williamsport Hospital, Williamsport, Penn- 
modern anesthesia agents and techniques: pre sylvania 
MINISTRATOR Graduate nurse s 
t y r’s Hospital ANESTHETIST Nurse salary $275 pe 


fers approved hospital with ; »simately AD 
beds ; located in Chicago aste iniversit 
vic ties preferably »bstet al , minist or recer lete« v r ‘ month plus ill maintenance increase in sal- 
MW65, The Modern Hospit It chigar fenecy in hospit dmit atior ary f wor is satisfactory small hospital 
Avenue, Chicago 11 with average operating schedule MO 61, The 

ANESTHESIOLOGIST Dipl ute ut Modern H ital, 919 N. Michigar A venue 
Paaedic paiean yeurs’ private praet ve Chieago 11 


LAUNDRYMAN Ir m 
ind room included; Michig: retina 
30 years’ experience gl) . 2 ood ANESTHETIST Nurse; for 80-bed hospital 
health. MW 59, The M r vite ‘ MEDICAL DIREC 
Michigan Avenue, Chicago qualified in thors ther informatior Address, Sister Mary Ga- 
briel, O.S.B., Mount Mary Hospital, Hazard, 
Kentucky 


POR Pub ilos spe alist ood salary; full maintenance write for fur 
racic 


tendent, small sar 


PURCHASING AGENT Or Assistant in large PATHOLOGIST Di; 
»spital ears old; 3 years’ experienc fessor of pat , i t ersit ‘ sential 

hospitz 23 yea ld i perience f pat uy, ' y ANESTHETIST Nurse for modern 110-bed 
years college, business administratior good “4 patholog 250-bed ‘ 
references west preferre MW 7, The 
Modern Hospital, 914 ’ higan Avenue RADIOLOGIST Certified ther nd sick allowance; pension plan avail 
Chicago, I] diagnostic ray past several years, r slo 

: ' nd ‘ Apply Administrator, Robinson Me- 

- Seow : ee Hospital, Ravenna, Ohio 


hospital; 30 bassinets; salary $250 per month 


lus full maintenance to start; liberal vaca- 


INTERSTATE HOSPITAL ila aK “bey secnmetiibinin Siu, eam Widens ta, 
AND PERSONNEL BUREAU SOCIAL) WORKER 0 ed general site ! 
Miss Elsie Dey, Director = specie anes 
332 Bulkley Building ; . 
Cleveland, Ohio ANESTHETISTS Nur 


hysician anesthetist a regist 
: ; anesth 230-bed hospital, approved AMA, 
eee Seats. Salen WOODWARD MEDICAL AHA: minimum salary, $800. For additional 
PERSONNEL BUREAU nformation apply, Administrator, St. Joseph's 


; Hospital, Lancaster, Pennsylvania 


living cond 
Modern Hos 
Chicago 11 


€ f business 


= sera delpee- te" ntendent d hospit (Formerly Aznoe’s) 

t hly recommended Sr a 7 
Ann Woodward, Director ANESTHETIST @Q ages , a aA 

ADMINIS t t rae te ‘ niv tion $300 per month with 1 maintenance 

< a Sees, tee > 185 North Wabash Avenue aasiey <estatinla cca. Abnin. Oe 

Chicago 1, Illinois $y Superintendent, Roper Hospital 
Carolins 


. ANESTHETI: Nurse; for large 

MEDICAI DIRE ‘ ‘ t yer end eX t ple ' hospital; salary $3720.20 per annum; 
meaith ofies Ne ows oe ‘ 7 R I OIE? te ary increase; 40 hour 5-day work-week; 
¢ overtime, when required, at time and one-half: 
annual accumulative leave for vacations and 
ate sickness; maintenance furnished, if desired, 
cast — 4 . ; ' Faity . at $300 per annum; retirement benefits. Ap- 

' mar “ weet Superintendent, Gallinger Municipal Hos 


ASSISTANT ADMINISTRATOR Mast pital, Washington 38, District of Columbia. 


Hospital Administration, 
versit completed administrativ ter! ANESTHETISTS Nurse 
00-bed Oh pital ms > 
n field 


management 


nd full maintenance mtact Frances 
: Burwell, Personnel Directo Charlotte Me 
morial Hospital, Charlotte, North Carolina 
HOUSEKEEPER 4 
ence, mid-west ven red DIETITIAN —Assistant:; wanted for 200-bed 
Kentucky hospita ANESTHETIST eral he ‘ i tuberculosis hospital; good salary plus room 
les south , to aware ‘ board and laundry please send small photo- 
UPERINTENDENT 4 I lt oy nesthetists: sal - F306 od graph or snapshot with letter of application 
ears’ d roof nur " wor perience ill aintenar y tating qualifications and pertinent personal 
E details Apply Superintendent, Indiana State 
Sanatorium, Rockville, Indiana 


Continued on page 230 





Terms: 1Sc a word—minimum charge of $3.00 regardi of d uy No charge for ‘‘key’’ number. Ten 
* per cent discount for two or more insertions without changes of copy. Forms close 15th of month 
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DIETITIAN—Member of ADA to have full DIRECTOR ©O NURSES 

charge of dietary department of 300-bed hos nvited for the p« ‘ of D 
pital ; maintenance furnished if desired; salary for the Royal Col 
open; splendid opportunity. D. W. Hartman, minster, ritish Ce 


Applications 
t N 


DIETITIAN Administrative 


Hospital, Pontiac, Michigan Williamsport, Pennsylvania 
f ‘ 


& ania. pane t approximately 412 New We 
forty with On ‘ ns ; 


ry assistance rr : ate ) = 
date kitchen Lipme cane DIE IANS--One administra 
‘ " ed t at t qualified 


tembe 


DIETITIAN— Registered; wanted 
approved 150-bed hospital good salary 
pleasant surroundings. Apply Mother Ma 
Maryview Hospital, Portsmouth, Virginia DIRECTOR OF NURSING SERVI 


\-bed ger 
DIETITIAN—S 


DIRECTOR— Educatior for I 
| of nursing; university affiliation; fo HOSPITAL SUPERVISOR 
r week; 145 stuc s and medical 
DIETITIAN 


M 
Medic 


Continued on page 232 


ctor of irses 
imbiar Soul al, New West 


ylumbia nearly completed 
Superintendent, The Williamsport Hospital addition t e hospital brings total bed 


ca- 





“BROOKLYN” 
NEW STAINLESS STEEL HEAVY DUTY UTILITY TRUCK 


See this item and other 
wy T On “la ae a i 
ALL STAINLESS STEEL 


Hospital Equipment 


« 


- -_ 
ae ns L 
| 
} 
| 


<> 
~<ii" 


wi ) BOOTHS E-41 and E-43 


7 =? 


September 26th to 29th. 


Cleveland Municipal Auditorium 








Ee rooklyn Hospital € quipment: C0., Ie. 


192 L XINGTON AVENUE « NEW YORK 16 


JOHNSTOWN, PA 


The MODERN HOSPITAL 








WITH THE BEAUTIFUL 
NEW No. 305 
‘> HILL-ROM FLOOR LAMP 


Here is a hospital lamp that sets en- 
tirely new standards of safety, con- 
venience and economy. The shade 
can be rotated in a complete circle 
without so much as moving the wires. 
No twisted wires to cause “‘shorts’’ 
and expensive repairs. 

The light can be spotted for read- 
ing, or for the doctor's use in exam- 
ination, and inverted to give indirect 
light. The heavy cast iron base makes 
“tip-over” accidents almost impos- 
sible, and the lamp is so adequately 
wired and ventilated that danger from 
overheating and burned-out wires is 
practically eliminated. 

All parts are easily accessible, in- 
terchangeable and quickly obtain. 
able—direct from the manufacturer. 

This beautiful new lamp is ap- 
proved by Underwriters Labora- 
tories, Inc., for your protection. Write 
for folder giving complete informa- 
tion. 


Conveniently 
located night 
light and at- 
tachment plug 
eceptacie. 








(APPROVED BY ' 
BORATORIES, INC. 


UNDERWRITERS’ LA 
at every hos- 


ure th 
rotection, be sur 
P of 


For your 
pital lomp you P 
approval of Underwriters Laborot 


urchase bears the mark 


ories, Inc. 


HILL-ROM COMPANY, INC. 


BATESVILLE, INDIANA 
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TORRINGTON 
stainless steel 


SURGEONS 
NEEDLES 








The needles illustrated are Torrington Style 
No. 708, Keith Abdominal, Straight, Trian- 
gular Point. There are 37 styles and 169 
sizes in the Torrington Surgeons Needle 


line. 


individually inspected 
for 


accurate workmanship 
im every detail 


Packaged in Special moisture-proof en- 
velopes labelled for easy positive identifica- 
tion. Order from your hospital supply 


distributor. 





THE TORRINGTON COMPANY 
TORRINGTON, CONN. 


Specialists in Needles since 1866 





LAUNDRY MANAGER Experienced; wanted MISCELLANEOUS Assistant administrate 
for 250-bed hospital in northern Ohio: send of nursing service nd administrative super 
eferences. MO 60, The Modern Hospital, 919° visors in operating room, pediatrics, obste 
N. Mich n Avenue. Chicago 11 ries: and § ‘ nstructor for fully ap 
proved 275 reneral hospital with basie and 
collegiate rsing programs: degree and ex 
LIBRARIAN—Chief medical record: for uni- ato ea Por setziny pn -secgpen ng Wr bs. a 
ersity hospital; must be registered and ex- tor of Nursing, Central Maine General Hos 
perienced in both clinic and private record nit Lewiston, Maine 
’ room operations; must have supervisory abil- 
Ama * . ‘ ty general hospital of 400 beds and 
. patient department with yearly census 
INSTRUC TOR widen . fo on — nent a eh Rar ge ayy Department. 
saat a eimai sii” aie. See Stanfc versity Hospitals, Clay and Web- visor; gross salary $180; General staff nurses 


ster Streets, San ic h , f 
ng 1) beds: « . ecess salary co Francisco 15, California vross salary $150; S-hour day: 6-day week 


MISCELLANEOUS —Nursiny arts instructor 
for 300-bed hospital gross salary commenc 


ne $190 per month Suryvical ward supe 


patible v 1 experience ne *paratior t —— — - -— - ! month's vacation; annually statutory hol 
Hospit Newport thode sland LIBRARIAN — Medical record for 50-bed days and sick time allowance Apply to 
hospital in central Wisconsin, 7 ) Superintendent of Nurses, McKellar General 
salary oper two medical rets t Hospital, Fort William, Ontario, Canada 
brarian Apply Administrat 
morial Hospital, Wausau Yisconsir MISCELLANEOUS. Superintendent of nurses 
ind two General duty nurses for 12-bed hos 
I 1; good salary. Apply to Bowdle Commur 
Hospital, Bowdle, South Dakota 


he 


I IBR ARIAN—Record; trained: to open and 

ganize a department of records; state sal- : 

INSTRUCTOR OF NURSES For 140 ¢- ars expected. Apply Superintendent, Trail- MISCELLANEOUS—Positions open, now; ir 
. tal with trair » school Tadanac Hospital, Trail, British Columbia 


new and remodeled 50-bed hospital; day and 
salary ope rhe a a a night supervisors, surgical iurse, general 
. th r tatutory MISCELLANEOUS Dicebttemad Btaaabhe * staff and gradua pri al nu : excellent 
1 of 10,000 d y § rir wre ne oops oe ; ae u ractic r salaries. Apply, D 
t. Aberdeen Hospital, Nev asgo y ia Mike a on lett cies =~ rector of Nursing, Eben-Ezer Hospital, Brush, 


INSTRUCTORS Science and } n ts es . sospital of 3 eo he on oe tyra NURSE‘ ll or part-time assignments; of 
vacancy September 4 S : yrogressive experience in ger 
: ral hospit: ar university: special surgica 
ram; convenient living quarters and food 
residence hall Address, Director 

x, Mount Sinai Hospital, Cleveland, 


idents 4 ou week 
ry depends 
Apply Director 
Amsterdam 


Continued on page 234 


THIS iS THE 
DEBS Medi-Kar 


saves SO minutes 


cuery hour tn dispensing 
medtcattoud — CARRIES UP TO 36 INDI- 


VIDUALLY MARKED MEDICATIONS—24 
MEDICINE GLASSES, 12 HYPO SYRINGES— 
FOR ONE NURSE ON JUST ONE TRIP. 














e SEE IT AT THE AMERICAN 
HOSPITAL ASSOCIATION 
CONVENTION—BOOTHS 623- 
624-723, OR WRITE TODAY 
TO DEPT. ADM FOR ILLUS- 
TRATED BOOKLET. 





Pat. Applied For. * Trade Mark 


DEBS lal Supplies ¢ 
une. 
118 SOUTH CLINTON STREET . CHICAGO 6, ILLINOIS 


The MODERN HOSPITAL 











SAINT JOSEPH'S HOSPITAL 


MILWAUKEE, WISCONSIN 


Founded in 1884 by the Franciscan Sisters, to provide not only 
a much-needed medical service, but one motivated by highest 
Christian ideals. Operates today on a general basis of far- 
reaching importance—is also affiliated, as a teaching hospital, 
with the Marquette University School of Medicine, to the suc- 
cess of whose students it devotes its entire, modern facilities 


JULIUS BERBECKER & SONS, INC. 
15 E. 26th St., New York 10 


>BERBECKER ~ 
SURGEONS NEEDLES 


MADE IN ENGLAND 
FOR THE SURGEONS & HOSPITALS OF AMERICA 





Despatch 


DRY HEAT | 


’ STERILIZATION \ 
—_— cilia 


@ TEMPERATURES to 400° F. are 
thermostatically controlled. 


@ EASY TO OPERATE ... set re- 
gulator at desired heat. 


@ ELECTRIC HEATING ELEMENTS, 
standard for 110V AC or 220V 
AC. Others quoted on request. 


Positiv®’ 
Rapid, Meets requirements of hospitals 

and laboratories for dry-heai sterilization of glass 
ware, needles, test tubes, flasks, beakers, etc., and other drying uses 
Rapid thorough penetration of heat through chamber and load de- 
stroys bacteria, including resistant spores. Convenient doors, easy- 
loading and adjustable shelves, sturdy construction, long lived heat 
ing elements. 3 sizes available, easily portable. Ask your dealer, or 
write for Bulletin 110. 


DESPATCH 
Schild Nd-4-b in 1902 


333 DESPATCH BLDG MINNEAPOLIS 14, MINN 
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THE NEW 
SCIENTIFIC 


AIR FRESHENER 


OZIUM, the new tast-acting 
air freshener, eradicates 
objectionable odors whereve 
used in hospital rooms, 
public wards, laboratories, 
arrival rooms, morgue and 
autopsy rooms, operating 


rooms, elevators, kitchens 


for less than one cent for the 


average size small roo 
OZIUM is fast and economical 


a light touch on the lever 
releases a fine vaporizing spray. 
Odors from cancer, colostomy, 


gangrene, osteomyelitis, burns a 
other ailments vanish like mag 


Patients and staff alike will 
appreciate it. OZIUM is fortified 


with Propylene Glycol a 
Trizthylene Glycol. The guarante: 


Woodlet dispenser is compact 


and unobtrusive in u 


“for FIFTY ROOMS 
Reg. U.S. Pat. Off. Pat. Pend 


economical manuracrureo sy WOODLETS INC. portiano, PENNA. 
ee 


WOODLETS INCORPORATED 
Portland, Pennsylvania 


Please send me further information. 


er 


m. 


nd 
ic. 


nd 
ed 


se. 











Registered; for 200-bed tuberculosis SUPERINTENDENT Wanted for 40-bed hos 
good salary, plus room, board and pital Apply Waynesboro Community Hos 
indr Apply, Superintendent, Indiana State pital, Waynesboro, Virginia, stating qualifica- 
Sanatorium, Rockville, Indiana tions 
NURSES—Graduate; for 475-bed hospital; sal- SUPERINTENDENT OF NURSES—Pontiac 
ary open. Apply, St. Barnabas Hospital for RSES. Reg ™ , . ron eae General Hospital, Pontiac, Michigan. Oppor- 
Chronic Diseases, 183rd Street & 8rd Avenue, aaa mealt a > maintenance tunity to reorganize and improve nursing serv- 
New York 57, New York . . : ocala’ ice as recommended by recent professional 
survey; applicants should be aggressive and 
ad aka S16 adaptable, have wide background and consider- 
for new 50-bed ger ‘ 2 a Eve E ee a able administfative experience in nursing, and 
thriving village, Catskill - . : OO education equivalent to college graduation with 
day, six-day week, time ‘ = eenitiaes “6 courses in nursing administration; salary 
overtime after 40 hour I ‘ scones $3780-$4680 with annuel increments of $180; 
1 two increases in first year; maintenance avail- 


months and 


average gross cash s: y 
month: full maintenance available NURSES-~ Registered all floors straight able at nominal charges; modern 190-bed 
week Apply Superintendent hifts matrimony has depleted our staff plant, large intern-resident program, excellent 
ville Hospital, Margaretville beginning salary $225 per month; raises at six supporting services, single director; municipal 
ne Margaretville 5¢ month periods for two years; maintenance at retirement system, liberal sick leave and vaca 
reasonable rates if desired; additional pay for yn, tenure under city merit system; educa 
evening and night shifts tioral and cultural opportunities in Detroit one 
conditions; nearly new, wel! hour away by public transportation. Applica- 
Municipal Hospital, Clar- tion blanks furnished on request to Personnel 
Director, Pontiac General Hospital, Pontiac 18, 
. Michigan. 
PHYSICIANS—-Resident; two female; for 200- SUPERVISOR 
hospital; 8 rvice; $3604 pital in p 
- : opr 
full pa 
host 


I w department fu roved 250-bed 


tal in nor o. MO 59 
Hospital, { ) chigan Ave 


PHYSIOTHERAPIST perienced; wanted to 


SUPERVISOR ~_ Obstetrical 130-bed gen 


ral hospital; school of nursing, 40 students 
20 beds and bassinetts, obstetrical division 
RESIDENCY ‘ t irgical post graduate course and college credits; pref 


8 ‘ aN able for th erably B.S. desired 40-hour week salary 
open Write, Director of Nurses, Amsterdam 
City Hospital, Amsterda New York 


Continued on page 236 


Telalele|ae| Pa ng 
omaslehticialellelels. ) ve ed itaalaliatelin 
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CRESCENT SURGICAL SALES €O., INC., 440 4th Ave., New York 16 
| C : , 
| nt 


SURGICAL BLADES AND HANDLES 


The MODERN HOSPITAL 








Most hospitals today 


use 


DISPOSABLE 


~~ (QUIGAPs 


NURSING BOTTLE 
CLOSURES 


Write for complimentary pack- 

age of professional samples. 

The Quicap Co., Inc.,Dept. H-39, 
441 Lexington Ave., 
New York 17, N. Y. 


- Maa SHAE YD ha, Th 


hours of honor | 


" ; 
Te. . iy 
9 RE ATTY IRS PRS 


Yes, over 17 years of FF 
professional use and respect 


in offices, clinics and hospitals 


...in BURN THERAPY. 


ANTISEPTIC e ANALGESIC 


‘DILL 


EMULSION e OINTMENT 
*You’re invited to request samples and 
clinical data. 


CARBISULPHOIL COMPANY 


3118-22 SWISS AVENUE, DALLAS, TEXAS 
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At Your 
Fingertips ! 
SAFE, CONTROLLED SUCTION 

Whenever Needed 


suUMtv 


SUCTION UNIT /. 
No. 930 


, 
Explosion-Proof 


ENOUGH suction 
of mercury 


up to 25” 


Accurate controls, within ready 
reach 


Quality construction 
Performance you can depend on 


Easy to move from surgery to 
surgery 


PAYS TO BE EQUIPPED WITH 
THE BEST! 
Ask your dealer about the Gomco No. 930 
Explosion-Proof suction unit! 


Write for the Gomco catalog. Contains helpful data 
on every Gomco product. 


GOMCO 
SURGICAL MANUFACTURING CORP. 
824H East Ferry $t., Buffalo 11, N.Y. 


GUMUZ tourpment 
Fostering Improved “Jechutes 





BUSINESS AND MEDICAL REGISTRY INTERSTATE HOSPITAL 
(Agency) AND PERSONNEL BUREAU 
Elsie Miller, Director Miss Elsie Dey, Director 
SUPERVISOR OF NURSES—Assistant; for 553 South Western Avenue 332 Bulkley Building 
200-bed tuberculosis hospital; good salary Los Angeles 5, California Cleveland, Ohio 


plus room, board an laundr send photo 
graph state qual tion personal de- 
tails Apply ndent, Indiana State 


Sanatorium, Rox 


ANESTHETISTS~— (a) Small general hospital ANESTHETISTS— (a) 200-bed Ohio hospital; 
Arizona; $375; excellent opportunity for in- $350. (b) Southwest; south; $375 
—_——— ses. (b) Northern California; 65-bed hos 
ADMINISTRATOR (a) 120-bed hospital 
oom suite Row un bate . oe) ‘Ceanek ‘Sennliek: eel ‘ome Virginia. (b) 95-bed hospital; southwest Mis- 

- , . . : souri (c) New small hospital; Colorado. (d) 


beds; 5 anesthetists employed ; start 125-bed hospital; northern New York.  (e) 


SUPERVISOR ting “ for 10- bed pit 2 anesthetists employed; $335; 40-hour 


hospit 
plus. (d) Nevada hospital; salary 150-bed hospital; western Pennsylvania. (f) 

si cued Naaiatiias \0-bed hospital; Indiana, Ohio, Kentucky, Illi- 

nois salaries open 


ISORS (a) Charge nursing new ? 1 
eatid. dena tinal re i DIRECTOR OF NURSING. (a) 300-bed hos- 
’ : - at ‘cone wens pital; Nebraska; 100 students deal situation 
SUPERVISOR ediatric for Nev nglane ») Night charge 65-bed southern California (b) 150-bed hospital; southern Wisconsin fe) 
35-bed hospital; suburb, New York 


hospital with approved schoc fr d 
: : I ta 250 with maintenance After 
ue small new hospital; California 


id) DIRECTOR, NURSING SERVICE (a) Mod- 


Newport thode slane desert en c20 with maintenance 
n 250-bed hospital iniversity city, west 


ree preferred 200-bed : 
raduate staff; salary $4200 (b) 165-bhed hos 


TECHNICIAN Laboratory; f odern ells fornia hospital near ocean: excellent sal reer: ? 
a“ eas 


LABORATORY TECHNICIANS (a) $8000 
DIETITIANS (a) nistre e dietitian (b>) X-ray $2500 (ce) Physiotherapists 
southwest west east $3000 id) Phar 


macist; suburb Philadelphia 


tions both large 


TECHNICIAN~— Medical laboratory registra- nstitut . rting 
tion preferred; for 200-bed tuberculosis hos- 1 eutice dietiti: 250-bed hospital 
pital vod alary, plus room, board and 
aundry; ser photograph ; state qualifications 
and persons etails. Apply, Superintendent, 
Indiana State natorium, Rockville, Indiana nwele 2 i hour week 


aaa 4 HOUSEKEEPERS (a) {00-bed hospital 
spaaeceeresn Pennsylvania (b) New modern hospital; re 
— a t city; west. (c) 100-bed hospital: central 


ute. (d) 300-bed Ohio hospital 


Continued on page 


Which way do you buy blankets? 





Chances are it does matter. The label on your blankets How wise you are. For when you are sure of the com- 
should be your assurance of satisfaction—no point in pany, you can rely on the product. North Star has been 
risking dollars on unproved blankets that carry no such weaving quality wool blankets to strict spec ifications for 
promise. over 83 years, and gives you “full value received” for 

every penny invested. Careful Weave—-comfortable 

Warmth — easy-to-Wash and long Wear these are 

the 4 “W's” for which North Star blankets are famous. 


Let us know your requirements. Write 


NORTH STAR WOOLEN MILL CO. 


CONTRACT BLANKET DEPARTMENT M-9, 40 WEST 40th STREET 
NEW YORK 18, N. Y 


MILLS IN MINNEAPOLIS 1, MINN., AND LIMA, OHIO 


The MODERN HOSPITAL 








and Dealer Installations 


combine to Wi N 


Southern 


Leads All...| 8 FOOD 
wnt aut | SERVICE 
aac | CONTEST 
wooeees | tion awarps!, | AWARDS 

“Custom-bilt by Southern” Food Service Equipment 

selected by these 8 AWARD WINNERS represents only 


a few of the many business winning Southern installa- 
tions operating profitably throughout the country. 














The combination of “Custom-bilt by Southern” 
Dealers plus Southern’s District Field Engineering 
Offices offers you complete cooperation of planning, 
layout, specifications, estimates on large or small 
installations BEFORE purchasing . . . assurance of the 
FINEST in Food Serving Equipment and Installation— 
fitted to your needs. Call your nearest Southern dealer 
expert today. 

THE WINNERS! 


GRAND AWARD 


HERMANN HOSPITAL 
Houston, Texas 


GRAND AWARD 


FAMOUS-BARR CO. 
Clayton, Mo. 


'1® 


AWARD OF MERIT 


CHARLIE’S CAFE EXCEPTIONALE 
Minneapolis, Minn. 


AWARD OF MERIT 
NORTH AMERICAN LIFE & CASUALTY CO. 
Minneapolis, Minn. 
AWARD OF MERIT 
HOTEL LA SALLE 
South Bend, Ind. 
HONORABLE MENTION 
THE NATIONAL TODDLE HOUSE CORP. 
Memphis, Tenn. 
HONORABLE MENTION 
THE DETROIT ATHLETIC CLUB 
Detroit, Mich. 
HONORABLE MENTION 


TOLLER REXALL DRUGS 
Sioux City, lowa 


THE WINNING TEAM 


1@ xe 


t 
Co 


2 
a 


2 
a 


@ 


2 
a 


@ x%@ 








CUSTOM-BILT BY SOUTHERN 
"SOUTHERN EQUIPMENT CO. 


I 1 
YOUR “CUSTOM.BILT BY YOUR SOUTHERN DISTRICT 
SOUTHERN DEALER ENGINEERING OFFICE 


YOUR WINNING 
ALITY INSTALLATION 
Copyright 1949 QUAL STALLATIO 























Dicthcon EQUIPMENT CO. 
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Nine lives and many more are easy claims 
for Boontonware. That's because it's molded of 
MELMAC* by top-flight custom molders, at 


just the right weight for lasting durability. 


Sleek, to be sure. Smooth, lustrous and avail- 


able in four permanent pastel colors: BLUE, 
GREEN, YELLO 


and busy kitchens. 


Stays bright when washed with recommended 


detergents. 
“REG. U. S. PAT. OFF. 
NATIONAL DISTRIBUTOR 


PARKER D. PERRY INCORPORATED 
729 Boylston Street, Boston 16, Mass. 


Available at leading 
Hotel, Restaurant 
and Hospital Supply 
Dealers. 








W and BUFF. So quiet to use; 
a wonderful change for crowded eating rooms 
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There goes Mr. Jones not the type to throw money around hope he'll be satisfied 
with that ‘just-as-good’ Can!’ 


Yes, the dealer made the sale -but perhaps he has lost a valued customer 


Just as you base your service on satisfied customers, so do the makers of WITT Cans and 
That's why you are never sold a ‘“‘just-as.good’’ Can which may, 
in time, short-change you on service, create dissatisfaction 


the dealers who supply you. 


lnc Pht 


Compare a WITT Can with the ordinary Can. From the top, one-piece with a firmly attached 
handle. to the bottom, raised from the ground, curved for extra strength and sealed with 
cover-all” hand-dipped galvanizing, WITT Cans are a picture of extra strength and extra 
value. The tough body of heavy gauge steel is strengthened with deep rolling corrugations 
and reinforced with structural steel bands 

These features make possible the famous guarantee “WITT Cans outlast ordinary Cans, 
three to five times They are also responsible for the preference expressed by leading hospitals 
which find WITT Cans cost less for each year of service because they last years longer. 


WITT CANS 
hare Bie Aig dings STRAIGHT SIDES Provide 


Rugged Strength. . . Greater Ws 


Resistance to Rough Han- THE WITT CORNICE COMPANY 
CINCINNATI 14, OO 
Originotors of the Corrugoted Can 
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dling . . . Longer Wear! 


The MODERN HOSPITAL 




















Give the 


VOLUNTEER FORUM 
TO THE MEMBERS OF YOUR 


Governing Board 


¢ The Volunteer Forum 
contains a group of 
carefully selected arti- 
cles (taken from current 
issue of The MODERN 
HOSPITAL) that have 
been briefed and di- 
gested to save time of 


the trustee. 


¢ Price: The charge is 
five cents a copy per 
month. Minimum order 
is for five copies 


monthly. 


Published by 


The MODERN HOSPITAL 
PUBLISHING COMPANY 


919 N. MICHIGAN, CHICAGO 11, ILL. 














Vol. 73 No. 3, September 1949 


WITH THE 


Centralize food preparation in one main kitchen. 
Deliver fully prepared trays directly from the 
kitchen to any upper floor via the Subveyor. That 
means faster food service for hospitals. 

In addition to this prime advantage of faster 
service, consider these other reasons for installing 
the Subveyor in your hospital: (1) Eliminates 
duplicate handling (2) Reduces investment in 
food handling and dish washing equipment (3) 
Gives greater control over individual meals (4) 
Eliminates disturbance caused by separate facili- 
ties on each floor (5) Requires less labor. 

For details on auto- 
matic food handling as SEE THE SUBVEYOR 
applied to your particu- at booths 606-608, The 
lar requirements, call or Se eee veer 

tion, 51st Annual Convention, 
write today. Cleveland, September 26-29. 


SAMUEL OLSON MFG. CO., INC. 


2433 Bloomingdale Ave., Chicago 47, Illinois 
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I HAVE a college degree and | 
am usually found in the hands of 
M.D.s, Ph.D.s, R.N.s, M.A.s and 
just good technicians who know a 
swell M.W.A. (Master Wetting 
Agent) when they use one. 


Did you know that today M.W.A.s 
are just as important as M.A.s for 


modern scientific research? 


I can impart greater wetting and penetration, can softe n 
your water, absolutely clean your equipment—speed your 


drying and give you sparkling, film-free glassware. 


I'm not snobbish but I do en- 
joy the company at Harvard 
Medical, Baylor University 
Hospital, Yale Biology, South- 
ern Cal. and in all the famous 
labs that are seeking the an- 
swer to cancer, polio and oh 
yes—I am on the staff in 
atomic research. 


Think I am just a braggart? 

Well, write for a sample of 

me and you will agree with 

all of my other users and 

come back for more. Or, if 

you're in the mood for a sure 

gamble, order a 3 Ib. box 

It costs only $1.50. After 

you've tried the box you'll 

come back for a carton of 12 boxes and save 10% 
$16.20 per carton. If you can use Alconox in bulk, it’s 
only 36c per Ib. in 50 lb. bags. 


Alconox is stocked by all the better laboratory and 
surgical supply dealers. 


If your dealer cannot supply you, write us. 


ALCONOX, INC. 


Manufacturing Chemists 
61-63 CORNELISON AVE. JERSEY CITY 4, N. J. 


ALCONOX £2272 
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( BAUER & BLACK 


TENSOR 


ELASTIC BANDAGE 


It’s woven with 


TENSOR is available in 2, 244, 
4, and 6-inch widths by 
5% yards stretched 


Whenever indications suggest the use of pressure- 
dressing therapy, the many advantages of TENSOR 
are worthy of note. 


Not only does TENSOR have greater stretch than 
any rubberless bandage, but it maintains its thera- 
peutic usefulness upon repeated application—even 
frequent laundering has no effect upon its elasticity. 

It stays in place and doesn’t “ride”? down when 
applied on moving-joint areas. TENSOR exerts con- 
stant uniform pressure without causing harmful 
or painful constriction and provides greater mo- 
bility and comfort for the patient. 


Specify by name: TENSOR 
There is no better 
Elastic Bandage 





TENSOR 


*Reg.US 
A product of Pat.Of. 


BANDAGE 5 





Division of The Kendall Company, Chicago 16 
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PHELPS—Continued PHELPS—Continued 
P 0 S I T I i] N S i] P E N ABORATORY X-RAY TECHNICIANS | RADIOLOGIST North Dakot: approximate 


i 

Registered laboratory $20,000 annually 
m 

I 


sean ee Galina saan tex adnan Nai SHAY MEDICAL AGENCY 

# and meals Blanche L. Shay, Director 

55 East Washington Street 
Chicago 2, IIlinois 
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nd v 
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nd California DIRECTOR OF NURSING SERVIC 
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SUPERVISOR 

t Nebraska 


PHELPS OCCUPATIONAL BUREAUS 
M. B. Phelps, Director 
: ~~ PHARMACISTS _ Revisteres femal fe ASSISTANT DIRECTOR OF NURSING 
232 U.S. National Bank Building shrunaereap Hehe Ne dis Gas Staak Aeeniinls scencanice 00 
Denver, Colorado be > 
HEAD NI 


with maintenance schoo $ plus full mainten: 


1 nto operatior 
RSE Must be istered for 30-be« future $.8. Degree 
Colorade ve oune ort ‘ lus full maintenar 


ANESTHETISTS 
er; $35¢ by 1 od $8 
DIETITIAN Middle west 
OFFICE NURSE \ fully pproved ; city o 


ContMued 


esi UALITY 


outstanding 


for J 


loxide 
absorben 


. 


pEQUDy 


PLUS-SERVICE 
SHEETS 
PILLOW CASES 


Americas Most Popular Sheets 
More than 144 threads per ine h 





€QUOI 


PERCALE America’s be st-buy 
all purpose percales More than 


1SO threads per ine h. 














PEQUOT Stocked by most hospital supply 


(Jim Fembed | houses. Conveniently packaged 


DO , America’s loveliest luxury . : 
PERCALS percales. More than 200 ... available different mesh sizes. 


SHEETS aND PILLOW Casts 
combed threads per inch 


A Product of 
s, General Sales Offices: Empire State Bldg Dewey and Almy Chemical Company 


rk 1 * Boston * Chicago * San Francisco * Dallas CAMBRIDGE 40, MASSACHUSETTS 
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Saneltleg 


Specially Designed for 


PROTECTION 
Against Infection 


The Last Word in 

Convenience and _ 
* we 

<=" WE 


we 


Modern B\ 1-= 
mh | 
Styling Le 


MODEL M 
in 3 Sizes 


a feature of this modern cleaner 


Help! Help! A washbow! or a toilet is 
overflowing . . . the situation must be met 
STAINLESS STEEL immediately 

Model M-20-AS The wet-dry pickup feature of General 
Height 26”; 10” Square Electric Heavy-duty Cleaning Equipment 
often saves its cost in just one such emer 
gency as an overflow. 

All over the building, these powerful 
vacuum cleaner units reduce cleaning costs 
and simplify the maintenance problem. An 
inexperienced man of woman soon becomes 
an expert with the special extension rods 
and brushes. 

Even if you have a built-in vacuum sys- 
tem, you need this highly mobile equipment. 
Designed to General Electric's high stan- 
dards, it’s built to last 


Superbly beautiful in their new 
professional styling; no crevices for 
dirt to collect; “squared away” to 
save space. Round, leakproof inner 
pail is easy to clean. Inset treadle 
streamlined . . . out of the way 
Quiet cover operation. Sparkling 
hand rubbed finishes. The same 





lasting Sanette construction, famous 
for 25 years, makes Sanettes ideal 
for clinics, wards, operating rooms, 


kitchens, nurseries and medical = Fae 
Write for specification data 


learn how General Electric Heavy-duty Cleaners 

J clean the whole building with new speed and 

In White Enamel, Cream White, Grained Walnut, TODAY: thoroughness. A careful survey of your building's 
Mahogany or any Special Color requirements will be made without obligation 


nn NN Se Commercial Vacuum Cleaners 
NNER PAIL 


Model “H” Sanette has a single G E N E R A L 2 7 LE CT R ; C 


outside handle that does double 
duty,—it is used to carry the 


entire can, also to remove inner J GENERAI 
1 1285 Boston Ave., Bridgeport 2, Conn. 


othices 


Open View 





ELECTRIC COMPANY, Dept. 22-515 


pail. Hands cannot come in con- 
tact with infectious waste. J Our most serious cleaning problet 


Your dealer can supply Model M 
m 12, 16 and 20 qt, sizes; Model H 
in 12, 16, 20, 28 and 40 qt. sizes. 
Iiiustrated tolder 8-327 on vequest. 


Without obligati ‘ ser specificatt ta ’ ir new 


t 
I 
1 
1 
i 
equipment ! 
I 
1 
1 
l 
! 
| 


MASTER METAL PRODUCTS, 
Inc. 


HOSPITAL 
STAINLESS STEEL 

Model H-20-AS 311 Chicago Street 

Height 1714”; Dia. 1114 Buffalo 4, N. Y. l city STATI 


ADDRESS 


i 
i 
a 
I NAM! 
I 
i 
I 
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DIETITIAN 


with 1 
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WOODWARD MEDICAL 
PERSONNEL BUREAU 
(Formerly Aznoe’s) 
Ann Woodward, Director 
185 North Wabash Avenue 
Chicago 1, Illinois 
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DIRECTOR OF 
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tining school t 


perience required 
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hospital 
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mmediately 
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wester! salary 


MEDICAL RECORDS LIBRARI 
steward hospital; attractively cater 
midwest colleve towr 


(N27 


resident 


alary to 


PLACEMENT BUREAUS 


BROWN’S MEDICAL BUREAU 
7 East 42nd Street 
New York City 17 


(Agency) 
mmunity 

hospital 

O-be« 

If you are seeking a position or personnel 

Owner-Director 


please write. Gladys Brown, 


We Do Not Charge a Registration Fee 


L. A. MEDICAL BUREAU 


Los Angeles 14 


(Agency) 


756 So. Broadway, Calif 


Telephone Trinity 5618 


Harry F. McCafferty, Owner 


We invite inquiries from Employers desiring 


Personnel and from Applicants seeking posi 
y to $6000 pe 


hospital with tions in the Southern California Area 


MEDICAL-DENTAL PERSONNEL BUREAU 
OF SPOKANE 


Mary Lowry, M.T., Director 
525 Paulsen Bldg. 
Spokane 8, Washington 


AN For smal Many Good Positions in All Medical Specialties 


al 


aes in the Great Northwest 


ene 


Write us for full details 


Continued on page 246 


n HY 
suit BODY iMMERSIO® del HM 80" 


G 
OA 700 


prot HER 


All the advantages of 
aqueous conductive 
heat with mild, 
sedative underwater 


massage 


In physical medicine, 
Ile equipment is more and more 


the preferred choice of specialists and hospitals 


into each Ille unit a 


alike. Precision engineering ‘builds’ 
high degree of efficiency, safety and economy of operation—such important 
considerations in equipment designed to relieve pain and disability and improve function. 
Descriptive literature and medical reprints readily available. 


ripoo! Both 


ILLE HYDROMASSAGE 
SUBAQUA THERAPY EQUIPMENT 


OTHER ILLE UNITS: New Improved Paraffin Bath 
Mobile Sitz Bath, Folding Thermostatic Bed Tent, etc 


COUNCIL OW 
PHYSICAL 
MEDICINE 


— “Ay 
Y mevitay °° 


ELECTRIC CORPORATION 
36-08 THIRTY-THIRD STREET 
LONG ISLAND CITY, N. Y. 


= 
2 
IS 
+ 


> 
= 
z 
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See it in 
Booth E-5! 
A.H.A. Convention 
Cleveland 
Sept. 26-29 


Every inch the same qual- 
ity that has given larger 
Geerpres models their 
record, 





amazing service 
the new Geerpres No. 816 
(for mops from 8 to 16 
oz.) is intended for those 
applications where light- 
er mopping service is re- 
quired. Will fit any stand- 
Deluxe unit, 
tank also 


ard pail. 


with castered 
The new No. 816 Geerpres like 
the larger models employs stag 
gearing; down Write for 


(no splash Qn 
i ay name of 


your 


available. 

literature and 
distributor in 
territory. 


gered non-slip 
ward 
the mop 
operate 
fort and costs 


GEERPRES WRINGER, INC. 


f High Grade Mopping Equipment 
MUSKEGON, MICHIGAN 


pressure 
Astoundingly easy to 
Cuts mopping time, ef 


Manufacturers 0, 


P.O. BOX 658 





HOSPITAL | 
AESTED/ |X| 
“GLASSWARE 


! Y 
Z Sold through 7 
ethical supply houses only 


A catalog of MERTEX glassware will be 
sent to you upon request. 

Kindly state your supply house name. 
MERCER GLASS WORKS, INC. 
725 Broadway, New York 3, N. Y. 


Surgical « Laboratory « Scientific Apparatus 
General Supplies 
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mallee She HORNER 


a 


... always makes FAST FRIENDS 


Truly an ambassador of good will for your hospital! 
Thousands are in use throughout the country and are 
. a blanket to 


giving real satisfaction and service 


be proud of! 


72 x 90 (extra long for 


* VIRGIN WOOL 


added comfort 


inch matching 


BOUND in six 


satin. 


* ENDS 
rayon acetate 
Rose 


SPARKLING COLORS. 
Cedar and ¢ 


* FIVE 
Blue. 


Green anary. 


* BLANKETS INDIVIDUALLY BOXED 


Over 113 years of experience and integ 
rity in the making of woolens . . . your 
guarantee of blanket satisfaction. Write 


for samples, prices and literature 


VISIT BOOTH 1336 
American Hospital Assn. Convention 


Cleveland, Sept. 26-29 


Founded 
1836 


HORNER WOOLEN MILLS COMP 


ATON RAPIOS, MICHIGAN 





Want Advertisements 


PLACEMENTBUREAUS PLACEMENT BUREAUS FOR SALE 


NURSING AND MEDICINE 
fie Northwest We have in stock every nursing or medica, 
book published. Lowest prices with unexcelled 
service. Write Chicago Medical Book Company, 
Congress and Honore Streets, Chicago 12, 
Illinois 


AMERICAN HOSPITAL BUREAL 


A sson te Memb« 
Il me«tic fhelds 


can Hospita aoc ite ; ier 
“ te to 
MEDICAL PLACEMENT BUREAL 
Thee, D 
K 
Washingt« 
MEDICAL BOOKS 
s Yakima Valley 
of All Publishers 
book on Medicine, Surgery 
ZINSER PERSONNEL SERVICE Nursing or Deatietes 
Anne V. Zinser, Director 
te 1004 9 West Monroe Street 


J. A. MAJORS CO 
13 Dallas 
Atlanta 


es cheerfully sent 


Chicago 2. Illinois 
have many good openings for Directors of 

Schools of Nursing, Nursing Se Nurses, Instructors, Supervisors, Dietitians 

Nursing Educatior ublic eaiul Medical Technicians, Record Librarians and 
and Industrial Nursing. Instructors — Clir Staff Nurses. If you are looking for a positior 
Nursing Practice, Sciences, Physical Educatior please write us and fastern Oklahom 
nd Health Super r Teaching am ri 
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taries. Registered Techr i ‘ sole ge stock on hand for the physiciar quarters in « yu Only hospital 
X-Ray, and Physiotherapy Medical s heenitel o abors . Write for what you : ae aisitiins 000—will take 
thetists, Pathologists, and Radiologist ; ; ater ey 
v i oO ale *1 0 r nce rst mortgage for 


HARRY D. WELLS two Write 


59th Street, New York ( Oklahoma 


The Se ‘ nte atior 00 East 
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A Lifetime Investment in Sanitation 


with Uninterrupted Service at Lowest Maintenance Cost 


Suast L “ STAINLESS STEEL Hospital Equipment meets the most exacting sanitary requirements of the 


medical profession. It assures you of the utmost in sanitation and, because of its scientific 
design and sturdy all steel electrically welded construction, a lifetime of uninterrupted service at lowest 
maintenance cost. Regardless of what your requirements may be—whether equipment for the sterilizing 
rooms, the operating rooms, your laboratories, treatment rooms or kitchens,—we can supply the equipment 


that will give you lasting satisfaction. 
Write for literature M-9 and send us your specifications. Our 


Engineers will gladly cooperate with you in the development of 
your plans and furnish bive prints of estimates 


vag Cs 
) - 
4610-20 W. 21st Street, Chicago 50, Illinols 


tity ae 18 
ey 
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Cut your IRONING COSTS j::\ 
witH A UNIPRESS... ‘- 


ALL PURPOSE WEARING APPAREL UNIT 


Fast easy lays on modern scientifically de- 
signed presses increase output, cut worker’ 
fatigue and reduce ironing costs. Fine high 
quality finishes are produced with the Unipress 
gliding action that gives a satin-like finish for 
the comfortable, professional look. Unipresses 
are compact, ruggedly built with fewer moving 
parts and assure long trouble-free service. 
Choose UNIPRESS for quality work and lower 
ironing costs. 


WRITE FOR CATALOG TODAY! 


THE UNIPRESS COMPANY 


Manufacturers of laundry power presses and equipment. 


MINNEAPOLIS (5) MINNESOTA 


TER 
NS BET 
9 Less TIME 


oa ynitornnd ponts 
Coats 


al 








when PRIVACY 


is needed in wards 


it's a task for Modernfold, the accordion-type door. In a 
moment a given area can be walled off should the need for 
privacy arise. But when the need disappears, Modernfold is 
quickly and easily folded against the wall. Modernfold Doors 
are equally successful as “movable” partitions elsewhere in the 
hospita! . . . or as attractive space-saving closures for small and 

rge openings. In all applications, Modernfold is beautiful— 
as its easily cleaned fabric coverings come in many different 
harmonizing colors. It is rigid and durable—because of a sturdy 


metal frame. Write for full details. 


NEW CASTLE PRIODUCTS 


New Castle 
In Canada Raymond Mfq Cd 
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Sure to NISIT OUR BOOTH 


“sce OUR Convention Specie J 
STAINLESS STEEL 


CRUSHED 
ICE CHESTS 

= 3’ of Fibre 
Glass Insulation 


CAP. 125 Ibs. 
Has Stainless Stee! 
interior. Cabinet 
Size is 24° wide, 
20°" deep, 4" 
high including 6" 
removable legs. 

No. MAI25 


$153.75 

“cap. 175 Ibs. 

Counterblanced, Stain- CAP. 85 Ibs. 

less Steel Tilt Bin Height 51", width 

Removable. 251/2"', depth 141/4" 

i All doors effi- 

ciently sealed with 

42" i i molded rubber 

x 161/."" i gaskets. Air vents 

1S in back of storage 

No. MAI compartment elim- 
$165.00 inate’ odors 

No. MAIO0 


$161.50 


F.0.B. N.Y City 
Write for Details 


ONSTINCTIVE FURNITURE 


CHROME PLATED 
SQUARE TUBING 
ARM CHAIR 


De Luxe arm chair with Flex-spring 
seat, heavily padded back. Seat 
19''x20'//,"" with 6//,"" uphlostered 
Back 19''x!5''x3'/,"'. Overall: 
wide x 26//,'' deep. With 
plastic arm rest and oversize floor 
glides 
No. MA775 $35.95 


ALSO A FULL LINE OF 
ROYALCHROME TUBULAR FRAME 
FURNITURE AVAILABLE 
WRITE FOR CATALOG MA2 


BEDSIDE CABINET 
First grade steel; reinforced 
at all strategic points. Drawer 
Mounted on easy running channel, 
with safety stop. Louvres in back 
of cabinet. Storage compartment 
has removable shelf. Double wall 
door has concealed hinges. Posi 
tive Chrome thumb latch. Towel 
bar and 2" easy swiveling casters 
33°" high. Top 16" x 20° 
Walnut Brown or White Enamel i | 
Other Fiat Finishes Available j 


MAI254—with Enameled Steep Top $24.00 i 
MAI255—with Moulded Rubber Top $27.50 \ 
MAI256—with Stainless Steel Top $30.25 | 
MAI257—with Plastic Top $30.25 

FO.B. NY. City 


SERVING INSTITUTIONS FOR OVER iS YEARS 


‘Sy HAROLD 


00 Fitee Avenue Mew Tork 














FOR SALE 


WHY BUY DISTILLED WATER 


With this Atlas gas fired still you can pr 
duce 2 gallons per hour of distilled water 
'n excellent conditior Price only $490.0¢ 





phone Anderson-Stolz Pha 
1731 Walnut Street, Kansas 


f.o.b. Write or 
maceuticals, Inc 
City 8, Missour 


Makers of hos ' s s and met of 
ill kinds 

Late Model ¢ mt Iron I sed s 
demonstrato 


Dr. Lee R. Marvir 
R. R. No 
Portland, Indiar 


MISCELLANEOUS 


HOSPITALS NEEI 


ses, $395-$481 


CALIFORNI 


\ STATE 
nder 


Psychiatric Nursing Instructors, $3106-837¢ 
Administrative and teaching positions offe 
ne opportunity for service nd nitiative 
California's expanding program of ment 
College degree psychiatric nursing 

for Califorr 


health 


ence and eligibility 
required. For furthe nformation write 


tment Section (N6 State Personne 





ordinate youl 


Want Advertisements dj 


MISCELLANEOUS 


BOOKBINDING 


Have your hospital journals and magazines 
bound into permanent books Finest work 
manship at reasonable prices Inquiries in 
vited. NORRIS BOOKBINDING COMPANY. 


GREENWOOD, MISSISSIPPI 


SALESMEN 


Specialty Food Salesmer We are looking 


for a man who has a following among hos 








pitals and nstitutions of similar type t 
sell our superior quality of cor ntrated 
foods consisting of Soup Bases, Gelatines 


Sugar Free Gelatines, Creme Puddings, Whole 





Wheat Puddings, Tapioca Puddings, Suga 
Free Puddings, Prepared Cake Mixes, Butte 
Cream Icings, Pie Fillings, Chitfon Pie Fill 
ers, Meringue Toppings, ets Only territory 
ope and vailable covers Washington and 
Oregon, Colorado, Wyoming, North and Sout! 
Dakota, lowa, North and South Carolina 
Georgia, Tennessee, Texas and Louisiana. If 
are at the present time engaged in rey 
esenting nother line which can be sold 
onjunction with ours and being non-con 
petitive w would be willing that you c 


efforts between both lines 
BERNARD FOOD INDUSTRIES, IN¢ 


West Fulton, Chicago 6, Illinois 


Continued on page 250 





+. 


can be evacuated 
with POTTER 
SLIDE FIRE ESCAPE 
faster and with 
greater safety 
than any other 
known method 
MAJOR 
DISASTERS 
can be avoided 


when the regular corps of 
attendants are available. 


Approved by the 
Underwriters Laboratories 


POTTER MFG. 
6118 N. California Ave. 





Bedridden Patients, 
Nurses and Internes 





Write for full information. 
FOR QUICK ESTIMATES, PHONE COLLECT (RO gers Park 4-0098) 
CORPORATION 
CHICAGO 45, ILL. 
OVER 9,000 POTTER FIRE ESCAPES IN SERVICE 





SCHOOLS—SPECIAL 
INSTRUCTION 


The MARGARET HAGUE MATERNITY 
HOSPITAL. The largest hospital in the coun- 
try offers the following to registered, profes- 
sional nurses of accredited schools: 

Four Months’ Course: 


Included are obstetric lectures, nursing 
classes, techniques, laboratory science, nutri- 
tion, mothers’ health and socio-economic as- 
pects. Supervised experience is given in ante- 
partal, intrapartal, postp.rtal and newborn 
infant care with a minimum of twenty-five 
hours of clinical instruction. Students may 
elect one month's experience in premature nur- 
sery, formula room, isolation, antepartal or 
clinic and field service. 


Six Months’ Course: 

Following the above program, a two months’ 
course is offered to students who have demon- 
strated potentialities for head nurse responsi- 
bilities. It includes instruction in principles 
and methods used in clinical teaching program 
and ward management. Students plan and con- 
duct their program of clinical instruction with 
the head nurse and serve as assistants. They 
are directed and supervised by the instructor 
of tne course. 


Classes admitted every other month begin- 
ning February. Maintenance and stipend of 
$75.00 per month granted. Write for catalogue. 
Address Rose A. Coyle, R.N., Director of 
Nurses, 88 Clifton Place, Jersey City 4, New 
Jersey. 








WRITE NOW for full 
details on Model 
LP-20 (illus.), Model 
LP-40 with self -sus- 
taining hinge, and a 
complete line of con- 
ventional models. 
DEPT. MH 
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LP-20 
Available in 
Black or White 


OPEN FRONT AND 
BACK DESIGN... 
means quicker, easier 


c ing. Cuts upkeep 
to a minimum. No 
germ-collecting crev- 


ices, always sanitary. 


SELF-RAISING... 
Seat remains upright 
when not in use with 
bow! serving as 
urinal. Seat stays 
clean and dry. 


SOLID PLASTIC... 














pro covered 
hinge is dirt free, 
moisture proof. 


pgm A ssures long life, 
low maintenance. 
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Cut Costs 
Where Costs 
Are Highest! 


SAVE 75%, ON YOUR FLOOR 
CLEANING BILL! 





WAGES ACCOUNT 
FOR 85-95% 
OF TOTAL 


ONE MAN does the work 4. CLEANING COSTS 


One man and a Lincoln machine will clean 

FOUR TIMES os much floor area by direct 
comparison with manual methods! Without any 
obligation, let our representative in your territory 
demonstrate the quiet, high speed performance of 
Lincoln Floor Scrubbers and Polishers. See how the 
same unit shampoos rugs and carpets on-the-floor, 
restoring their original texture and color. Any handy 
man can learn in a few minutes 


“SANITIZE” YOUR 
FLOORS THIS EASY 


WAY: Simply add a SCRUBBER 
* chemical dis- & POLISHER 
infectant to the de- or 
tergent and scrub in 
the routine manner. 
This new Lincoln 
method leaves your 
rugs and floors clean, ¥ 
| 


Lincoln 


The Lincoin 
Twin Dise 
SCRUBBER 
and RUG 
POLISHER SCRUBBER 
7" 
FREE DEMONSTRATION | 
on your own floors. Write 
illustrated also avail- | for a cost-free demon- | 
able with tank for | stration of Lincoln Floor | 
floors and rug scrub- and Rug Scrubbers. 
bing. a 


Representatives In All Principal Cities 


fresh and sanitary 
Twin disc machine 


FLOOR MACHINERY COMPANY 
1256 WEST VAN BUREN ST. CHICAGO 7, ILLINOIS 


Maint 





74 Complete Sewice 


for the 


a) | Medical and Hospital Profession 








7. matter ahead your requirements 
? 
may be send your pa ae lo P&. He 
? 
sty Headquarters — oan they 
always recetve prompt pe careful 
ion. We bah 
attention. fe can supply a most 
y 
anything you need promptly and effit- 
wy [ a 
ctent y from our large and comp ele 
¢ G 
stalls. _A trial will convince you. 
W po lf 
Ne sland reac y lo serve you ala 


limes. 








& HOSPITALS SUPPLY CO. 


Minneapolis 15, Minnesota 


PHYSICIANS 


414 South 6th Street 








World's Manufacturer of the Most Complete Line of Floor 





Time Tested-2uality Proven 
HODGMAN SHEETINGS 


ARE STANDARD AMONG LEADING HOSPITALS 


Meets all requirements of American Hospital Associa- 
tion. Ask your supply hcuse or send for sample 


swatches of regular and lightweights. 


HODGMAN RUBBER CO. 
FRAMINGHAM, MASS. 


New York, Chicage & San Francisco 





Offices in 
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EVEREST & JENNINGS folding 


WHEEL CHAIRS 


bring independence 
to the handicapped 


E & J Folding Wheel 
Chairs are comfortable, 
compact and beautifully 
designed of chromium- 
plated tubular steel. 
Because they FOLD 
for automobile 
travel, E & J Chairs 
make it possible 
for handicapped, 
individuals to work, 
play, go anywhere! 
Make sure you are 
the dealer who will 
serve your territory 
by arranging for 
an EVERES? & JENNINGS 
dealer franchise. 


Lightest and Strongest 
Wheel Chair 


Everest and Jennings Wheel Chairs 
weigh only 34 pounds . . . Width 
open is 241 inches . . . Closed 10 inches. 
Available for immediate delivery. If 
additional information is desired, write 
for our catalogue on E & J Folding 
Wheel Chairs. 


Manufacturers of WING FOLDING CRUTCHES 


EVEREST & JENNINGS, Dept. 19 
761 North Highland Ave., Les Angeles 38, Cali 





SCHOOLS—SPECIAL 
INSTRUCTION 


SCHOOL OF 


MERCY COLLEGE 
ANESTHESIA 


POST-GRADUATE COURSE 


n ths 


PEDIATRIC NURSING— Classes 


MAGGI* 


Granulated 
BOUILLON CUBES 


SCHOOLS—SPECIAL 
INSTRUCTION 


SCHOOL FOR LABORATORY TECHNI 
CIANS 


$100.00; approved by the 


Association For further information, write 


the Director of Laboratories, Barnes Hospital 


600 S. Kingshighway, St. Louis, Mo 


The PROVIDENCE LYING-IN HOSPITAL 
offers to qualified graduate nurses a four 
months supplementary clinical course in Ob- 
stetrics. Full maintenance and a stipend of 
$60 a month is provided. For full information, 
apply to the Director of Nurses, Providence 


Lying-in Hospital, Providence 8, Rhode Island 


Duration of course, 1 year. Tuition, 


American Medica! 


JUNIOR COLLEGE OF PHYSICAL 


THERAPY, Inc 


Thirty-first Year—1949-1950 


Physicians’ Course—Short intensive course for 


graduates in Medicine arranged at any time 


Junior College of Physical Therapy-——-Two-year 
course for high school graduates, leading to 
degree of Associate in Science. Graduates in 
nursing or physical education and two-year 


college students admitted to senior year 


Medical Secretary —One-year course for high- 


school graduates. X-ray and Laboratory 


Combined with physical therapy or sepa- 


rately. 


For catalog and terms of tuition address: 
John C. Allen, M.D., President, 262 Bradley 


St, New Haven 10, Conn 


asa hot drink... 


as a basis for cooking 


BOUILLON STIMULATES 


CONVALESCENT APPETITES 


Rich in beefy flavor, Maggi's Granulated 
Bouillon Cubes made into a delicious “broth” 
augment the appetite and promote diges- 
tion in debilitated states following illness and 
in various asthenic conditions. 


In addition to serving Maggi's Bouillon at 
luncheon, dinner and between meals, more 
and more institutions use Maggi's Granulated 


Bouillon Cubes in the handy, economical one 


and two pound jars as a cooking basis to 
make soups, meat and vegetable dishes more 


2 palatable 
Maggs 
GRANULATED 
80unLon-cuses 


Order from your supplier today 


2 OTHER MAGGI FLAVOR FAVORITES 


* Maggi's Seasoning 


*® Maggi’s Gravy Powder, Chef Style 
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HenhICh 


REFRIGERATORS 


“TH EA R | "OF YOUR KITCHEN 





Install HERRICK ‘“‘plus-refrigerators’’ as the 
center of all your kitchen activities. You'll be 
pleased by the way these units increase the efh- 
ciency of your kitchen personnel. 

With HERRICK refrigerators you'll enjoy, too, 
the many advantages of complete food conditioning 
...the perfect balance of uniform temperature, 
correct humidity and positive yet gentle circu- 
lation. This important ‘“‘plus-feature’”’ prevents 
food spoilage... means added savings for you. 
Write for the name of your nearest supplier. 


H E R R ( K THE “PLUS+ REFRIGERATOR” 


1S NOW AVAILABLE IN PERMANENT, LUSTROUS 


STAINLESS STEEL 


INSIDE AND OUT 


HERRICK REFRIGERATOR CO. «+ WATERLOO. IOWA 
DEPT. M COMMERCIAL REFRIGERATION DIVISION 
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No other steam cooker 
has nearly so many 


units in hospital serv- 
ice as Steam-Chef. It 
means a lot to have 
Steam-Chef experi- 
ence and know-how 
behind the steamer 


YOU use. 


Steam-Chef cookers are chosen by thousands of 
progressive food service operators, large and small 
—because they save time and labor, prepare better 
food, cut down shrinkage and waste. Made in 
several sizes and types, to suit your requirements. 
Operated by steam, gas or electricity. Our 48-page 
booklet ““For Better Steaming” tells what steaming 
will do for you. Send for it. 


THE CLEVELAND RANGE COMPANY 


3333 LAKESIDE AVENUE CLEVELAND 14, OHIO 


For BETTER Steaming- 


STEAM -CHEF 














SPECIAL PACK 


SHAKE WEL 





0 















; Gam “tit iMlby | ith] OF STOCK LABELS 
z TE 130 (ASSORTED) 
4 ? panes reser sen 500 of a KIND (5 KINDS) 
HEMOMETERS IKEEP IN REFRIGERATOR] for $2.00, 
rere tn 3097 1000 of a KIND 60¢ 
ap al We'll Pay the Postage if You 

The introduction of the acid he- S POISON SB aa oi Cote. 

matin test revolutionized the tech- _—— 1 

nique for hemoglobin determina- 20 





CANNOT REFILL 
















tions. Years later, the introduction 

of Hemometers with Non-Fading FYE DROPS 
glass color standards, revolution- 1648" 
ized the type of apparatus for this 

test. Square measuring tubes were FAR DROPS ING AS A GARGLE 


another contribution to better the 








instruments. All of these improve- 1649 





ments are incorporated in Per- 


873 
feKtum Hemometers. | BEFORE MEALS 
NOSE DROPS TBEFORE_MEALS] 


PerfeKtum Hemometers are equipped with glass color standards 


FOR EXTERNAL USE ONLY 








proper thickness to produce the true color. PerfeKtum plano-paralle! 
and prismatic color standards should therefore not be confused with 
giass rods, which are not alike or true to color The Hemometer 
housings are made of a corrosion resistant plastic, which is practically 
unbreakable and unaffected by acid or fumes 








BS 


872 


[AFTER MEA 





Write for catalog page and prices 


PerfeKtum Products C oO. Complete line of boxes and labels for pharmacy use. Write for catalog. 
Est. 1922 

° 4124 PENN ST. LOGAN 7522 

300 FOURTH AVE. NEW YORK 10 Ronis WESTPORT STATION P, O, BOX 5925 








KANSAS CITY 2, MO. 


Printers for Drug Profession Since 1910 











Brighter Floors 


with 









‘ DOLCOWAX - 
. e 
First in importance in a floor wax is dura- 
, ° bility. Actual comparative traffic tests show . 
as that DOLCOWAX is out front in scuff re- 
My ™ sistance and long-wearing service—the re- . 
SSA RAE LZ a sult of precise blending of fine ingredients 
~ rz yi | 
- CLEANER: FLOORS / f . including selected grades of carnauba wax. ' 


IW LESS TIME! =e | ONY carnauba wo is wed 
s ‘ os t 












= DOLCOWAX spreads and levels well. .. 
*. . ° ” 
yse Exclusive Brillo formsa hard, durable coating, highly water- 
steel-fiber floor : 4 
ake path tm . resistant. It preserves flooring and helps to , 
quickly remove grime and lengthen the life of expensive linoleum, 
SOLID DISC STEEL WOOL give satiny polish to waxed ~ cork, rubber and mastic. m 
FLOOR floors. Solid-disc means 100% 
pad effectiveness. Four grades do 
ill jobs; sizes for all machines e Write for complete illustrated booklet “Floor Main . 


tenance” and folder “How Do You Judge a Wax? 


PA DS o_o Send for FREE Folder!. . —_ — —— — _ 


Brillo Mfg. Co., Dept. M, 60 John St., Brooklyn |, N. Y. 


Send free folder on low-cost Brillo floor care. | The C. B 4 D 0 L G E C 0. 


i ee ee CONNECTICUT 
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in 
LEADING 
HOSPITALS 


: 











Win 
9 WIPE’s’ Soa Us i PEDIATRICIA 


OR ECONOYy 
SWIPES are age NENIENCE eevee: 
Preferred by A manufactured 
Greater absorbe 
Available in two re 
five different coun 
folded OF inte 
dealer will sup 





ney 


Pree ae ' A; Ss . i Don t be satisfied with old-style bassinets: instead. investigate 
~ ae ul 1 ; this ne w improved model which conforms to recent recommenda- 
Or write US today! ; tions by leading pediatricians for individual self-contamed units 
‘a bor detailed information about construction and soeecial 
“built-in” features of this and other hospital room and ward 
beds and furniture. write 

FRANK A. HALL & SONS 


The GENERAL CELLULOSE CO., Inc. 
= ae . Since 1828 
GCARWOUD NEW jt KRSLY 200 Madison Avenue. New York 16. N.Y 
Factories at 120 Baxter Street. New York and Southfields. N. Y. 


HALL BEDS WEAR LONGEST — GIVE BEST SERVICE 





ARMSTRONG 
X-4 PORTABLE 
BABY INCUBATOR 


owost| SINCE 


SIMPLE 


st | 1892 


The Armstrong X-4 Baby Incubator was the FIRST Baby 
Incubator to carry all three of these “awards” — 
1. Tested and approved by Underwriters’ Laboratories, Inc. BAKER has distributed linens 
2. Accepted by the Council on Physical Medicine, American BA ‘Rhi « 
Medical Association 





: ‘ expressly woven for the hospital 
3. Tested and app d by Canad Standards Assoc. 4 r . » : 
and institutional fields . . . linens 





For about four years, it was the ONLY Baby Incubator 
carrying Underwriters’ Laboratories, Inc. approval ] 
thereby setting new standards of safety and operating guaranteed to last longer ance 
simplicity in this field. Y . . ° 

Ae give greater satisfaction. 











Only | control dial @ Safe, low-cost, heat @ Easy to 
clean @ Quiet and easy to move @ Excellent oxygen tent 
e@ Fireproof construction @ Ball-bearing, soft rubber 
casters @ Welded steel construction @ 3-ply safety glass 
@ Full length view of baby @ Simple outside oxygen 
connection @ Night light over control @ Automatic Ana : ‘ oF, 
control @ Safe locking ventilator @ Safety locked top lid “dees a 
@ Both F. and C. thermometer scales @ Low operating cost. c hits 
; te 


Write for detailed descriptive bulletin. 


THE GORDON ARMSTRONG COMPANY, INC. 315-317 Church St New Yor 
Dt 12 ethet tiles 


Division DD-1 © Bulkley Building « Cleveland 15, Ohio 








Copyright 1949 The Gordon Armstrong Co.. Inc 


oo % a) Cae ee, 
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2 ] The twenty-seventh edition of Hos- 
pital Purchasing File is now in prep- 
aration and will be distributed in November to 
serve you through 1950. A completely revised 
classified list of hospital products and services 
. more useful catalog information... a 


completely new section of reference data. 


Watch for your copy of.... 


3 THE NEW Hospital Purchasing File 
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READY NOW! 


... a Large 
New Catalog 
Just off the 


Press 


* 
“EVERYTHING 
FOR THE 
HOSPITAL” 


omplete listing of the most modern up-to-date 
ind supplies at money-saving prices. 


It contains a 
hospital equipment 
There are sections devoted to Instruments, Surgical Supplies 

Furniture, Gowns. Linens, etc 
have not received your copy write for the big new 


you 
Cc LARK CATALOG 


Established 1898 
MH9-49 


«= a @ Be Be 
Company 


303 W. Monroe St. Chicago 6, Ill. 











= - 
DePuy Pelvic Sling 


Fits Over Any Hospital Bed 


| “TWO POSITIONS IN ONE” 

[ A heavy single bar, with 
notches to accommo- 
date the safety trian- 
gles to suspend and 
balance the weight of 
the patient as it is 
borne on the sling. 


One of the most prac- 


“seoA FILE FOR 
HOSPITAL RECORDS 


Solve Your Filing Problems With Chapin Files 


No matter what type or size 
forms your record system in- 
cludes, there is a top quality 
Chapin file that you can use. 
All sizes of cards or forms, 
x-rays, letter or legal size 
papers, any odd size papers 
can be filed properly in a 
Chapin file—because Chapin 
files are designed to fit the 
specific needs of Hospital 
filing problems. You no 
longer have to adapt your 
system to a standard file, but 
rather you can get a Chapin 
file to fit your system. 


Write and describe in detail 
the size and type of forms 
that you use in your record 
keeping and we will send 
you complete information on 
the Chapin file for you to 
use—also buying direct 
means lower cost. 


4-drawer letter 


$38.00 
LOCK EXTRA 


CHAPIN EQUIPMENT COMPANY 


P.O. BOX 109 DEPT. 59 BATAVIA, ILL 


er tye c\ 00R MAINTENANCE 
os jor Every Weed / 


‘\/ 
/ DES 
/ EE 
/ PEL 


The all-purpose FLOORMASTER has 
exc.usive patented 


POLISHES 
STEEL WOOLS 


Attachments for 


construction features 
that assure steady 
smooth operation .. . 

low upkeep cost... 
carpet and : no servicing 
rug cleaning YY troubles. Sizes 
to meet every 


tical pelvic slings on the 


market. 


Various adjustments in height, due to the tubing of the 
fabric, can be made by slipping the safety triangles in 
proper position 

No. 306 A—Pelvic Sling with 12 in. 
No. 306 B—Pelvic Sling with 16 in 


Write for fracture catalog 


Over Fifty Years of Service to Hospitals. 


DePuy Manufacturing Co. 


WARSAW, INDIANA , 


canvas sling. need 


canvas sling. ; 
Write for 


Folder MH9 


ATLAS FLOOR SURFACING MACHINERY CORP. 


250 East 34th Street New York 16, N.Y. 
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What’s New for Hospitals 





SEPTEMBER 1949 


Edited by BESSIE COVERT 





Infant-Air Incubator 


The new Intant-Aur combines oxygen 
tent, incubator, surgical bed and isola 
tion unit in one cabinet. It provides 
thermostatically controlled heat with 
humidified circulating air. The auto 
matic heat control maintains pre-set tem 
peratures through a range from 85 to 100 
degrees F. and humidity is controlled by 
adjustable moisture wicks in a water 
receptacle. A hose and cabinet connec 
easy conversion to 
and an 


tion oxygen 
admunistration 
chamber is available it cooling is desired. 

The intant bed is removable and ad 
justs to Trendelenburg positions. It 1s 
designed to accommodate premature and 
The steel cabinet 


permit 


accessory ice 


post-operative infants. 
is finished in sage green and equipped 
with large safety-glass windows. The 
incubator is complete with mobile base 
carriage having 3 inch casters and brakes 
tor convenience and satety. Corner 
guards lock the unit in place. Conti- 
nental Hospital Service, Inc., Dept. MH, 
18636 Detroit Ave., Cleveland 7, Ohio. 
(Key No. 845) 


Ambulatory Oscillator 


Any 
into an oscillating bed when the Minin 
berg Ambulatory Oscillator 
\ small separate unit, easily 


hospital bed can be converted 


is attached. 
mobile, the 
oscillator can be moved to any bed on 
any Hoor desired. Consisting ot a stream 
lined cabinet which is placed at the foot 
ot the bed and two runners on which the 
oscillator can be at 


bed is rested, the 
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tached to the bed without disturbing 
the patient and without any special skill 
being required to set it up. Its opera 
tion is noiseless and being separate trom 
the bed, vibration is avoided. 

Designed to provide oscillating or ult 
ing movements to duplicate the con 
tinuous flow of circulation in cases of 
enforced immobilization, the arc of head 
movement created by the oscillator is 
controlled by a special device in accord 
ance with the patient's needs and the 
movement ot the and 


continuous, one cycle being completed 


bed is smooth 
every two minutes. The motion is gentle 
and the angle of tlt is moderate, thus 
reducing the possibility of the patient 
sliding in bed. The continuous cycle 
provided describes a lifting and lowering 
stroke of 17 inches without jerk, stop- 
page or hesitation. Frank A. Hall & 
Sons, Dept. MH, 200 Madison Ave., 
New York 16. (Key No, 846) 


Cancer Clinic System 


A complete record system has been 
developed solely for Cancer Clinic use. 
The system series of 24 
Cancer Record Forms designed by the 
American College of Surgeons and re 
cently revised at the suggestion of the 


American Radiological Society, a Reg 


includes a 


ister of Patients, Patient's Index Card, 
Follow Up Control Card, Cancer Cross 
Indexing Form and a special single steel 
Cancer File afford 
filing and convenient research facilities 
for all Cancer Clinic records. Physicians’ 
Record Co., Dept. MH, 161 W. Harri- 
son St., Chicago 5. (Key No. 847) 


devised to compact 


Vari-Hite Bed 


Patients can rest comfortably without 
iear of falling from a high bed and can 


“dangle” or get up tor early ambulation 


the new 
normal 


without use of a toostool in 
Vari-Hite Bed when it is at 
fabric height of 18 inches. For nursing 
care or examination the bed is quickly 
raised to standard hospital tabric height 
of 27 inches by means of an easily oper 
ited crank. The illustration shows the 
nurse lowering the head end, the foot 
end having been already lowered. 

The bed ends are available in panel 
style or in filler style and the bed itself 
is available with a choice of three styles 
of spring—the Self Adjusting, which 1s 
lustrated, the Deckert or the new Sim 
mons two crank. 

In addition to the Vari-Hite feature, 
patients can be put into Fowler, shock 
or Trendelenburg position without 
change of spring surface by merely 
cranking one or the other end of the 
hed. The crank operates from either 
side of either end ot the bed, 1s noise 
time and effort in putting 
patient into special positions, and when 
not in use the crank is stored out of the 
way below the head panel. Simmons 
Company, Dept. MH, Merchandise Mart, 
Chicago 54. (Key No. 848) 


le SS, SAVES 


B-D Steritubes 


B-D Steritubes, metal tubes designed 
tor holding syringes for autoclaving, 
thus reducing breakage and saving prep 
aration time, are being offered in 3 cc 
ind 10 cc. sizes in addition to the sizes 
now in use. The tops of the Steritubes 
have been designed with vent holes 
for circulation of moisture in sterilizing. 


Becton, Dickinson & Co., Dept. MH, 
Rutherford, N. J. (Key No. 849) 
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ite) prevent: 


-e accidental spilling 
e lost lids 
e soiled or dented rolls 


e tampering 














Front-Loading Washer 


} 


new 100 pound capacity 42 by 24 


Front-Loading Washer 1s 


The 
nch (¢ 


designed to provide 


ascacke 
tor 
smaller 


quick, eco 


nomuical classifica 


washing ot 
tions or as a fast, production washer 
The lar 

: > . 
ough washing action and any load up to 
100 pounds can be handled with max 
imum economy. Quick loading and 


loading through the single door speed 


ge diameter cylinder assures thor 


un 


up production, 
The 


Ww asher 


of the new 
The Monel 


furnished 


tub and entire frame 
ire of Monel metal. 


metal tub door can also be 


with Pyrex glass window if desired. The 
the 
and construction features of other wash 
ers in the Cascade line. The American 
Laundry Machinery Co., Dept. MH, Cin- 
cinnati 12, Ohio, (Key No. 859) 


new washer has all of mechanical 


Certitic-ettes 
Ho 


have 


the 
Certihicates 


Miniature reproductions ot 
lister Inscribed Birth 
een designed tor use as birth announce 

urnished to new mothers 
ospital as further public 


Featuring 


S 


through 
tions a photographic re 
of the hospital and a baby’s 


mbossed on a_ small gold 
also prove to 


the 


in attractive displ. 


ettes she uld 


income to hospital 
ind 


maternity booklets tor pres 


natal care and maternity 
lable to hospitals using 


the Certitic-ettes. Franklin C. Hollister 
Co., Dept. MH, 843 N. Orleans St., 


Chicago 10. (Key No. 851) 


Heatproof Dinnerware 


so constru 
rb liquids, tood 


parti 


can be kept sanitary 


under all conditions of The new 
line is available in 16 items essential for 
institutional feeding. Anchor Hocking 
Glass Corp., Dept. MH, Lancaster, Ohio. 
(Key No. 852) 


use. 


Water Coolers 


automatic water 
Models F-6 and F-10, are de 
signed to operate by a slight touch of 
the foot on a pedal. The top is of stain 
less steel and cabinet panels are of 19 


new Cordley 


The 


coolers, 


gauge steel, electro galvanized on both 
sides and bonderized, the finish being 
hamerloid gray 

Another 


water cooler with complete exterior ol 


model 


new is a standard 
stainless steel which is easily kept clean, 
sanitary appearance. 
The water tank is 
constructed of stainless steel. Cordley & 
Hayes, Dept. MH, 443 Fourth Ave., 


New York 16. (Key No. 853) 


and attractive in 


cold storage also 


Bedside Soap Dispenser 


The new Sana-Bath Bedside Dispenser 
+ ounce 


vide an 


soap dispenser designec 


j ] 


individual, low sani 


The 


can be 


cost, 


each patient. 


tary soap supply to 


small, easily portable dispenser 


held hand and can 


and operated in one 
be stored in the patient's bedside cabinet 
or placed on the nurse's tray. It is de 
signed tor use with Sana-Bath Bedside 
Bathing Soap or Baby-San to assist in 
providing d $OapP-S< ving convenient bed 
side bathing The 
penser can be sterilized if desired. Hunt- 
ington Laboratories, Inc., Dept. MH, 
Huntington, Ind. (Key No. 854) 


routine entire dis 


Floor Surfacing Material 


Quartex is a new floor surfac ing mate 
ial designed to withstand elements such 


as alkalis, oil, grease, fats and similar 
products which are destructive to floors 
of asphalt and concrete. Applied directly 
over the old a depth of ap 
proximately one-half inch, Quartex pro 
vides a floor. United 
Laboratories, Inc., Dept. MH, 16801 
Euclid Ave., Cleveland 12, Ohio. (Key 


No. 855) 


surface at 


strong, resistant 


Air Purifier 

The new Vapomatic 
device developed for use with glycol to 
disinfect the air. The vaporizer generates 
an invisible cloud of glycol, which is 
tasteless, odorless and non-toxic, into the 
a uniform, controlled rate at low 


vaporizer 1s a 


air at 
cost. The unit operates from any stand 
ard light receptacle with heat generated 
through the use of an infra-red incan 
descent lamp. 

The Vapomatic is attractive and incon 
spicuous in appearance and is designed to 
fit into a the private room, 
ward, reception office or other 
location for air disinfection. The germi 
cidal effects of propylene and thiethylene 
glycol appear to be established and the 
Vapomatic was developed to permit the 
use of this product in combating air 
borne infections. M. F. Robertson Sons, 
Inc., Dept, MH, Lansdowne, Pa. (Key 
Ne. £55) 


corner ot 
room, 


Vision Strip Glass Block Window 


A glass block window with a sliding 
vision strip sash has now been developed 
for installation in conventional window 
openings. It is adaptable to any opening, 
large or small, and is strong and rigid 
enough to provide its own lintel. Frames 
are shipped completely assembled, ready 
for glazing and installation of the glass 
block. 

The new window should have applica 
tion for both hospital and nurses’ home 
windows, providing vision and ventila 
ton with single pane or double glazing. 
Che sliding sash makes it possible to 
wash the outside of the window in the 
same manner as any conventional dou- 
ble-hung window. The 
may be used singly or in multiples and 
roups the jambs act 


new windows 


when installed in g 
as mullions, eliminating the need for 



































additional intermediate structural mem 
bers. American Structural Products Co., 
Dept. MH, Toledo 1, Ohio. (Key No. 
857) 
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“Unitized” Test Benches 


Prefabricated steel units have recently 
been developed to provide laboratory test 
benches in any length and in a variety of 
designs for use at test stations in hospi 
tals and clinics. The all-steel units are 
available in 18 different styles including 
drawers, cupboards, sinks, tables, storage 
cases and the like. All units in the line 
are designed to be joined easily to one 
another to form test benches either 30 
or 36 inches high. Units vary in length 
from 2 to 5 feet and a newly developed 
plastic-impregnated stone, “Kemrock,” is 
used for bench working surfaces. This 
stone is tough, smooth, black and highly 
resistant to ovens and chemically cor 
rosive materials. 

The “unitized” test benches provide 
heavy steel furniture designed especially 
for urine, blood, pneumothorax, meta 
bolic, microscopic and other tests within 
the hospital or clinic. Fisher Scientific 
Co., Dept. MH, 714 Forbes St., Pitts- 
burgh 19, Pa. (Key No. 858) 


Sealit 


Sealit is the new name adopted for a 
liquid cleaner for marble and terrazzo. 
It is especially formulated to clean and 
maintain non-resilient safely, 
efficiently and economically is de 
signed for use on marble, terrazzo, tra 


surfaces 
and 


vertine, slate, quarry tile, ceramic tle, 
flagstone, cement and similar materials. 
The product cleans the floors and seals 
at the same time, thus simplifying main 
tenance. Franklin Research Co., Dept. 
MH, 5134 Lancaster Ave., Philadelphia 
31, Pa. (Key No. 859) 


Baby’s Haven Incubator 


Designed for complete incubation, im 
mediate after-birth care and rooming-in, 


the Baby’s Haven Incubator, Model 
NB2, is available in all and in 
wood construction. The top and front 


A baf 


steel 
sections are of safety sheet glass. 
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fled air ow arrangement permits the 
use of inhalants or glycol air purifiers 
and an oxygen inlet provides for oxygen 
therapy when needed. 

The control panel on the back of the 
unit has a direct reading dial, neon 
pilot light and mercury switch. The in 
cubator is upholstered with washable 
vinyl plastic which will not stain and the 
sleeping mat is of porous, woven Lumite. 
An auxiliary tray at the end of the unit 
is provided for sanitary supplies and 
linen storage. When used for rooming-in 
technic, attached to the 
incubator hold the unit at the mother’s 
bed. It is designed and built by Baby’s 
Haven Co., 113 S. 10th St., Minneapolis 
2, Minn., and is distributed by Physicians 
and Hospitals Supply Co., Dept. MH, 
414 S. Sixth St., Minneapolis 15, Minn. 
(Key No. 860) 


safety straps 


Emerson Lung Immobilizer 


The new model of the Emerson Lung 


Immobilizer is designed for quieter 


and more efficient operation. A 
pump, housed in a separate unit on its 


piston 


own casters, provides the alternating posi 
tive and negative pressures employed for 
the treatment chamber. The simple con 
struction and more even distribution of 
weight in the new model facilitate mov 
ing the 

Dual controls on the 
side as well as outside the machine, make 
it possible for many patients to take their 


needed. 
new 


apparatus as 
model, in 


own daily treatments without assistance, 
once the physician has determined the 
breathing rate and differential pressure 
J. H. Emerson Co., Dept. MH, 22 Cot- 
tage Park Ave., Cambridge 40, Mass. 
(Key No. 861) 


Wall Covering 


The Varlar stainproof wall covering 
line has recently been improved to in 
clude 24 new additions—15 entirely new 
styles and 9 plain tints, plain tints not 
having been available up to this time. 
The line now includes 117 styles. Varlar, 
Inc., Div. of United Wallpaper, Inc., 
Dept. MH, Merchandise Mart, Chicago 
54. (Key No, 862) 


Photocopy Camera 


~ 


An improved high-speed photocopy 
camera which is completely mobile to 
permit operation at points of need has 
recently Known as 
the Record Dexigraph, the camera is 
designed for copying all kinds of rec 
ords with greater copying versatility and 
The machine 
one de 
thus 


been announced. 


greater ease Ol Operation. 


can be rolled on casters from 


partment to another, as needed, 
saving transportation ot valuable or con 
fidential records, and it is operated 
through plugging into any standard 110 
volt electrical outlet. No special wiring 
or plumbing is required. 

The developing of Dexigraph prints 
is a separate procedure, thus making 
possible higher output by continuous 
Any record up 
to 9%, by 14 inches can be copied at 


five reductions 


operation of the camera. 


same any ol 
down to 50 per cent of original size. 


size or at 


Larger records can be copied at various 
smaller sizes for easier handling and fil 
ing. Positive adjustments and an auto 
matic timer make the Record Dexigraph 
The 


construction 


machine is of 
sturdy finished in 
Gray-Rite and storage space is provided. 
Photo Records Division, Remington 
Rand Inc., Dept. MH, 315 Fourth Ave., 
New York 10. (Key No. 863) 


easy to operate. 


steel 


Kromet for Dishwashing 


\ new product, designed to combine 
excellent dishwashing action with bac 
tericidal properties, obtained by the 
gradual release of active chlorine from a 
special organic ingredient, has recently 
been announced. Known as Kromet, the 
new product is mild, pleasant in odor, 
free rinsing and economical. It is de 
signed to help in keeping bacteria count 
low on dishes washed either by the sim 
ple wash and rinse treatment or when 
in addition they are rinsed in a germi 
cidal solution. Wyandotte Chemicals 
Corp., Dept. MH, Wyandotte, Mich. 
(Key No. 864) 
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Audio-Visual Call System 





Patient-to-nurse voice intercommuni 
cation integrated with dome light sig 
naling is offered in a new comprehen 
sive audio-visual Nurse Call System re 
cently developed. The system is simple 
to operate. The patient initiates a call 
by pressing a pendant call button at 
his bedside which illuminates the dome 
light over his hall door and an annuncia 
tor signal light at the nurses’ control 
station. A buzzer or chime also sounds 
at the nurse’s station. If desired, the 
system can be wired to sound a buzzer 
or illuminate a light in the utility room 
or diet kitchen also. The nurse replies 
to the patient through her control sta 
tion, thus reducing foot travel. She can 
also listen in on critically ill patients at 
her control station. The patient can 
carry on a conversation with the nurse 
without further action 

The nurse can originate a call to a 
patient at any time and may operate 
her station by use of a foot treadle, it 
desired. Confidential operation is also 
provided through earphones. Any num 


ber of calls from different patients can 
be held at the nurse’s control station as 
signal remain 


the annunciator lights 


illuminated until answered. The system 
can also be used for “all-station” an 


j 


nouncements if necessary. It is approved 


by Und Lal ling 
{ 1derwriters <aboratories, according 


to the manufacturer, and each system 
individually planned to meet the spe 
fic needs of the hospital. Executone, 


Inc., Dept. MH, 415 Lexington Ave., 
New York 17. (Key No. 865) 


Barnstead Water Bath 


\ bottle feed which makes it portable 
so that it can be used anywhere without 
water or waste connections is the out 
standing feature of the newly designed 
Barnstead Water Bath. It operates 10 
hours on low heat or 5 hours on high 
The bath has rod 
clamps which are permanently mounted 
on the side; an inside shelf beneath the 
6 outer holes to support immersed flasks, 


heat at one hilling. 


and a test tube holder that accommo 
dates 14 tubes for the center opening. It 
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is durably constructed with Monel metal 
exterior and tinned copper interior. 
Barnstead Still & Sterilizer Co., Dept. 
MH, Forest Hills, Boston 31, Mass. (Key 
No. 866) 


Radiant Heater 


The new Chromalux Radiant Heater 
provides a low temperature infra-red heat 
source for drying, dehydrating and com 
fort heating. It has been suggested for 
use in serving kitchens, floor kitchens, 
cafeterias and other places where food 
is portioned, to keep it warm until it is 
served. Installed above the serving count 
er or tray service, the heaters keep food 
warm without dehydrating it and plates 
remain at comfortable handling tempera 
ture. Edwin L. Wiegand Co., Dept. MH, 
7500 Thomas Blvd., Pittsburgh 8, Pa. 
(Key No. 867) 


Low-Cost Laboratory Microscope 


A new standard laboratory microscope 
has been developed which features pro 





fessional quality of lenses and mechanism 
at low cost. The new instrument, known 
as Model F, has a parfocal triple nose 
piece and carries standard eyepieces and 
objectives of high resolving power. The 
stand is substantial and can be tilted for 
convenience of observation. Testa Mfg. 
Co., Dept. MH, 418 S. Pecan St., Los 
Angeles 33, Calif. (Key No. 868) 


Dated Tumblers 


Libbey Heat-Treated tumblers will 
now be inscribed with the date of manu 
facture. This innovation is designed to 
help the user in checking the service of 
his glassware. The date will appear on 
the bottom of the glass beside the white 
etched star with the initials H-T. The 
single figure on the left of the star in 
dicates the last digit of the year of manu 
facture, the figure on the right, the 
quarter. Libbey Glass Co., Dept. MH, 
Toledo 1, Ohio. (Key No. 869) 


Desk Top Linoleum 


Two new patterns of desk top lino 
leum for office use have been developed 
to meet the need for surfacing material 
that has a high light reflectance. The 
new patterns provide less contrast as a 
background for paper work, thus reduc 
ing eyestrain. The two new patterns are 
in a Jaspe design; No. 415 Blond Tan, 
a light tan suited to blond finishes in 
wood desks, and No. 416 Mist Green, a 
gray-green designed for use with gray 
finishes. Both patterns will be shipped 
with a factory applied lacquer finish. 
Armstrong Cork Co., Dept. MH, Lan- 
caster, Pa. (Key No, 870) 


Freeze Dryer 


The new Stokes Model 2004-L self 
contained freeze dryer with 12 square 
feet of shelf area is an efficient, compact, 
flexible unit designed for research and 
development technicians in hospitals and 
universities. Any type ot product, in 
bulk or in containers, can be handled 
easily and with a minimum of attention. 
The device is so designed as to simplify 
installation, operation and servicing. F. J. 
Stokes Machine Co., Dept. MH, 5900 
Tabor Rd., Philadelphia 20, Pa. (Key 
No. 871) 


Steak Tenderizer 


A new line of machines has been 
announced for tenderizing meat, whether 
large or small pieces, to various degrees 
as desired. It is furnished in Deep Cut, 
Medium Cut or Light Cut. It is adjust 
able for thick or thin meats and is espe 
cially effective in knitting small pieces 
of meat into patty or individual portions. 
The stripper arrangement can be in 
stantly moved, making the machine a 
tendering machine only, if desired. 

Known as the SirSteak, the machine 
is readily opened without the use of 
tools for inspection and cleaning and all 
parts are immediately accessible. The 
SirSteak is ruggedly constructed for long 
wear and the straight gravity feed makes 





the machine fast and easy to operate. 
SirSteak Machinery Inc., Dept. MH, 
P.O. Box 201, Concord, Mass. (Key No. 
872) 
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Warburg Apparatus 


The Precision Warburg Apparatus has 
been developed for laboratory use in 
and reaction tests. 
Operation is simplified by the 
taneous adjustment of shaking amplitude 
and adjustable shaking rate. The entire 
manometer bank can be rotated through 
360 degrees in either direction for as 


various measuring 


simul 


many revolutions as desired. The appara 
tus holds 20 Warburg manometers which 
can be read in motion or stopped in pairs 
by an operator from a fixed 
The unit has many advanced features, is 
and is 


position. 


of stainless steel inches in 

diameter and 41 inches in height. 
A smaller 10 unit Warburg Apparatus 
for laboratories not requiring larger ap 
unit 


The 10 
j 


equipment can be had in a retrigerated 


paratus is also available. 


model with a temperature from 
10 to 60 degrees C. Precision Scientific 
Co., Dept. MH, 3737 W. Cortland St., 
Chicago 47. (Key No, 873) 


range 


Antiseptic Sudsing Agent 


A new preoperative scrubbing agent, 
known as pHisoderm-Hexachlorophen« 
3 per cent, has been announced as an 
improvement over the original pHiso 
derm and as more efficient as a cleanser, 
more rapid in action and more germicidal 
than soap. An antiseptic, soapless, suds 
ing agent, the new product is designed 
to curb cross-infection and shorten scrub 
up time to the minimum. It ts effective 
in cleansing and disinfecting the skin, 
scalp and certain mucous membranes 
prior to surgery and before examination 
or local treatment in certain fields. Win- 
throp-Stearns Inc., Dept. MH, 170 Varick 
St., New York 13. (Key No. 874) 


Oxygen Inhalator 


The new Scott Demand Inhalator has 
been developed to simplify and econ 
omize the administration of oxygen by 
mask. It is completely portable when 
attached to C, D or I 
can also be used with larger oxygen cyl 


inde rs tor 


cylinders and 


bedside administration 


The inhalator is completely automatic 
in operation, requiring no adjustments 
mix 


to administer oxygen or 


tures. | ulizing the Scott Demand Flow 


oxygen 
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principle, the oxygen flows only on the 
inhalation cycle, thus permitting the pa 
tient to breathe normally with mini 
mum effort, eliminating excess pressure 
and economizing on oxygen use. The 
mask covers only the patient’s mouth 
and nose and can be held to or strapped 
on the head. Ambient air is drawn into 
the mask through a “safety valve” if 
the oxygen supply becomes exhausted. 
Scott Aviation Corporation, Dept. MH, 
Lancaster, N. Y. (Key No. 875) 


Insecticide Sprayer 


The new West 
secticide sprayer designed to provide efh 
The new model 
insecticides faster 


Mistorizer is an in 


cient insect control. 
automatically 


and farther than previous models. It re 


sprays 


quires no filters, oiling or greasing, is 
leakproof, hermetically ball 
bearings and operates on AC or DC. The 
unit runs wet or dry and permits instant, 
The 


new 


has sealed 


continuous full 
low 


pressure spray ing. 


center of gravity makes the 


sprayer easier to handle and minimizes 
the possibility of tipping. West Disinfect- 
ing Co., Dept. MH, 42-16 West St., Long 
Island City 1, N.Y. (Key No. 876) 


Vinyl Carpeting 


\ new vinyl plastic flooring with a 
effect, in 
patterns, is being introduced 
under the Vinatred. Made of 
fabric-backed vinyl plastic, Vinatred is 
the 


floor 


textured surface solid colors 
ind in 
name 
result of years of experimenting and 


is designed for use 
a factor and 


and 


testing. It 
wherever constant traffic is 
comfortable, 


1S clean, sate, 


economical. It is non-allergenic and has 


quiet 


proved highly resistant to severe abrasive 
wear. The that 
it does not chip, flake or crack and will 
not buckle or curl. 

Vinatred is 


manufacturer — states 


available in three quali 
and light, and 
comes in rolls 36 inches wide. It is laid 
available 
in 7 custom ordered 
in any desired color. Southbridge Plas- 
tics Inc., Dept. MH, 370 Fourth Ave., 
New York 16. (Key No. 877) 


ties, heavy, medium 


on a sponge rubber base, 1S 


colors and can be 


Electrically-Operated Bed 


The new Campbell electrically-oper 
ated bed has a small, light, finger-tip 
controlled switch box which can_ be 
placed within convenient reach of the 
patient. The and foot ends of the 
bed can be easily safely 
by the patient by simply flicking the 
Operating on ordinary 


head 
and adjusted 
proper switch. 
electric current, the 2 way switches oper 
ate head and foot 
or independently with the same action 
as the conventional bed crank. Auto 
matic cut-off control eliminates the pos 


units simultaneously 


sibility of overtravel and the two 110 
volt motors are so designed that instan 
taneous reversible action is obtainable. 

The unit is adaptable to standard bed 
ends 36 to 39 inches in width and the 
bed is available with or without its own 
footboards. Campbell & Co., Dept. MH, 
918 Race St., Cincinnati 2, Ohio. (Key 
No. 878) 


Plastic Mattress Cover 


An extra heavy plastic mattress cover 
has been announced as offering full mat 
tress protection without the use of rub 
ber sheeting. The electronically welded 
seams as well as zipper are designed to 
make the cover waterproof. Unaffected 
by soap, Water or alcohol, the cover is 
wrinkle-free, chemi- 
cally inert, odorless, odor proof, tough 


cool, comfortable, 
and completely reversible. Pillow covers, 
utility 
same 


sheets and 
aprons are the 
material, made with the same care to 
provide full protection. Weld Edge Plas- 
tics, Inc., Dept. MH, 8-10 Alyea St., 
Newark 5, N. J. (Key No. 879) 


bassinet covers, draw 


also available of 


Green Stopperless Bottle 


The Stopperless hot water bottle and 
ice cap, known in hospitals in the fa 
miliar red, is now being made available 
in green. The addition of the green Stop 
perless bottle was made with the thought 
that hospitals might wish to differentiate 
in using the bottles for private rooms 
or in assigning different colors to various 
floors. The Seamless Rubber Co., Dept. 
MH, New Haven 3, Conn. (Key No. 
880) 
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Nipple Cover 


\ disposable nipple cover has recently 
en announced which completely covers 
ind the neck of the 
the 
tween preparation and feeding. Known 
is the NipGard, 

lied and is designed to be used once 
lace 


the nipple intant’s 


nursing bottle to protect nipple 


the cover is instantly 


1d discarded. It is held firmly in 
specially designed tabs which engage 
bottom of the nipple when the cover 


s pressed firmly over it. Space for writ 
in identification data is provided on 
h NipGard which is designed to 
ect the require! rents of modern health 
those recommending 


Use of the Nip 


\inates washing and identitica 


including 


codes, 
termina sterilization. 
Gard el 
tion strips and simplifies bottle prepara 
tion. The Quicap Company, Inc., Dept. 
MH, 441 Lexington Ave., New York 17. 
(Key No. 881) 


Cross Matching Board 
Matching 


moder 


County Cross 


ind 


tor blood trans 


the preservation 


] 


ifter the trans 


ilture tubes with 


mMarninys 


pencils are available 
vith the board. American Hos- 


pital Supply Corp., Dept. MH, Evanston, 


Ill. (Key No. 882) 


All-Purpose Washer 


purpose washer 


years of research, to 


1 Cross ill 
iter 
priced, speedy and efficient 


ld be mounted anywhere 


wash iny piece of 
l Powered 
bearin motor, 


ches and auto 
closed in a 
Washing 1s 
ally 


D. The 


A be Ww ill 
instantly detach 
d on any table top. 
oO Stainiess steel 

inently 
washes glasses. 
tea or offee pots in a 

e. Southern Cross Mfg. 

MH, 915 Eye St, N.W., 


D.C. (Key No. 883) 


Corp., Dept. 
Washington |, 
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Pharmaceuticals 


Vitamin B,. Concentrate 


Rubramin, Squibb Vitamin By. Con 
centrate, is now derived by Squibb from 
the same processes which yield strepto 
mycin. The product ts indicated in the 
treatment of pernicious anemia and cer 
anemias which resemble the 


tain other 


pernicious type; also it has been used 


with success in tropical and non-tropical 
product is supplied in 1 ce. 
containing 15 


sprue. The 


impules, each ampule 
micrograms of vitamin By»s, in boxes of 
>. It Is an essentially painless, protein 
free, aqueous solution, now available at 
ipproximately the same cost as Liver 


E. R. Squibb & Sons, Dept. 
New York 22. 


Extract. 
MH, 745 Fifth Ave., 
(Key No. 884) 


Dihydrostreptomycin Sulfate 


Dihydrostreptomycin is designed for 
intramuscular administration as an ad 
junct to the treatment of certain types ot 
tuberculosis. It is contraindicated in in 
fections caused by organisms resistant to 
its action and in patients who display 
reactions 


ivorable It is supplied as a 


sterile rubber-stop 


Ss lub e powder in 
pered vials, each containing the equiva 
ent of | Gm. of pure streptomycin base 
Abbott Laboratories, Dept. MH, North 
Chicago, Ill. (Key No. 885) 


Penicillin Powder Inhaler 


[he Schenley inhaler unit is a new 


type penicillin powder inhaler designed 
to permit the patient to control the flow 
of powder by the force and depth of 
urea-for 
three 


wide 


inhalation Consisting of a 


maldehyde inhaler nozzle and 


packed in a 
cap, the 


peniciiimm ¢ irtridges 


outh vial with metal 


nit 1s designed to 


screw 
combine efficiency 
in penicillin inhalation 
ay be used for either oral 
ind each cartridge 
a single treatment. Each 

100,000 units crystal 

line penicillin G_ potassium. Schenley 
Laboratories, Inc., Dept. MH, 350 Fifth 


Ave., New York 1. (Key No, 886) 


ni alation 


artridge contains 


Carmethose, Antacid Demulcent 


Small, easily swallowed, tasteless tab 


lets designed to reduce hyperacidity and 
promote the healing of peptic ulcers have 
re ently been announced under the name 
Carmethose \ combination 
carboxymethylcellulose 1 


ana 
this antacid de 


synergistic 
ot sodium 


magnesium oxide, new 


mulcent is supplied in bottles of 100 
tablets. Ciba Pharmaceutical Products, 
Inc., Dept. MH, Summit, N. J. (Key 


No. 887) 


Solulexin 


A sterile, desiccated powder containing 
crystalline B vitamins plus 5 mg. of folic 
acid and the equivalent of 1 cc. ot 
standardized liver extract supplying 10 
U.S.P. units (injectable), Solulexin is de 
signed for use in the treatment of nutri 
tional anemias in which stimulation of 
red blood cell regeneration specifically is 
desired. The product, for intramuscular 
injection only, is supplied in 10 ce. vials, 
each accompanied by one 5 cc. ampule 
injectable sterile water. The Upjohn 
Company, Dept. MH, Kalamazoo 99, 
Mich. (Key No. 888) 


Cutter Protein Hydrolysate 


C.P.H. (Cutter Protein Hydrolysate ) 


is a sterile solution of amino acids for 
intravenous administration when patients 
cannot or should not take any or sufh 
cient food by mouth or cannot assimilate 
protein. It is available in 1000 cc. bottles. 
Cutter Laboratories, Dept. MH, Berkeley 


10, Calif. (Key No. 889) 


Paracin 


Paracin is a new avail 


able in both ointment and liquid forms, 


preparation, 


for the rapid treatment of scabies and 
pediculosis. The preparation, containing 
benzyl benzoate, DDT and ethyl amino 
benzoate, is nonirritating to the average 
skin, is mildly anesthetic to allay pruri 
tus and is usually effective in one appli 
cation left on for 24 to 48 hours. In 
pediculosis capitis 10 days’ treatment is 
advised to avoid reinfection. Both the 
liquid, available in pint bottles, and the 
2 ounce tubes, are 
non-stain 


omtment, supplied in 
white, unsce nted, non greasy, 
ing and water-dispersible. Eaton Labora- 
tories, Inc., Dept. MH, Norwich, N. Y. 
(Key No. 890) 


Resmicon 


Resmicon is described as a new scien 
tific principle in peptic ulcer therapy. 
It is an acid adsorbent demulcent for the 
relief of pain in peptic ulcer and hyper 
acidity. Combining an_ ion-exchange 
polyamine resin and gastric mucin, the 
new product offers mucin for the protec 
ion of gastric mucosa and resin for off 
setting the hydrogen ion concentration 
of gastric juice as well as its peptic ac 
tivity. Resmicon is non irritating to the 
gastrointestinal mucosa and is said not 
to cause acid rebound, or to produce 
eructation, flatulence, diarrhea or con 
stipation. It is supplied in tablet form, 
84 tablets to the bottle. Whittier Lab- 
oratories, Division Nutrition Research 
Laboratories, Dept. MH, 4210 Peterson 
Ave., Chicago 30. (Key No. 891) 
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Product Literature 
eA loose-leat binder 
data on “Hotpoint Commercial Electric 
Cooking and Baking Equipment” has 
recently been issued by Hotpoint, Inc., 
5600 W. Taylor St., Chicago 44. Full 
catalog information with specihications 
and illustrations, as well as floor plans 
for arranging the equipment, is given in 
the enclosures. The material 
has been brought up to date and is di 


new containing 


series ot 


vided into sections, indicated by thumb 
tabs, covering each type of electric cook 
ing. (Key No, 892) 

e A leaflet entitled “Do We Make Ex- 
actly What You Need Now?” has been 
prepared by Corning Works, 
& Pharmaceutical Sales De 


Glass 
Laboratory 
partment, Corning, N. Y. Designed to 
be sent to laboratory and pharmaceutical 
directors, it further states, “Corning has 
the experience and facilities to meet your 
precise needs dependably” and 
a blank page for the hospital’s apparatus 
needs to be described or sketched (Key 
No. 893) 


carries 


e A new kit, 
charts and tables on the “Autocall Pag- 
ing Systems,” has recently been issued 
by The Autocall Company, Shelby, Ohio 
The new kit is designed for adminis 


information containing 


trators, engineers, architects and others 
in the hospital, concerned with an efh 
paging Information in 
cludes data on an eth 
cient communication Sy stem, comparisons 


cient system. 


the economy of 


ot cost, 


maintenance and other details of 
paging systems, catalog data on various 
models ot Autocall central sending sta 
tions and other material. All leaflets are 
inside pockets of an at 


(Key No. 894) 


contained in 


tractive folder 


e The National Dairy Council, 11] N. 
Canal St., Chicago 6, has released two 
booklets enclosed in 
fiat envelope tor filing. One booklet is 
to “Health Education Materi- 
als,” tolders, booklets, posters, charts and 


attractive a single 


ce voted 
mouon pictures and slide films available 


through the National Dairy 
Che second booklet, printed with full 


Council. 
color illustrations bordering the pages 
ind as charts, maps and graphs, tells the 
story of “Ice Cream, a Product of Town 
and Country.” This 28 page booklet is 
most attractively laid out and printed 
and like a book, the facts 
being presented and printed with imagi 
nation and interest. (Key No. 895) 


reads story 


e “Solving Roof Problems” is the titl+ 
of an attractive 32 page brochure recently 
released by The Tremco Mtg. Co., 8701 
Kinsman Rd., Cleveland 4, Ohio. The 
brochure is designed to assist those re 
sponsible for building maintenance and 
well as re 


(Key No. 


discusses the causes of, as 
medies for, root problems 
896) 
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e A 16 page catalog, illustrated in full 
color, presents the new, custom line of 
Superior-Cadillac Ambulances. Recently 
published by the Superior Coach Corp., 
Lima, Ohio, the catalog gives complete 
chassis and body specifications and in 
addition to general data, devotes space 
to the special safety, convenience and 
features of the new Superior 
ambulance body including dispensary 
cabinet, lavatory, compartments, attend 


and (Key No. 


comtort 


ants’ seats accessories. 


897) 


e “Royalchrome Distinctive Furniture” 
is the title of a catalog issued by Royal 
Metal Mfg. Co., 175 N. Michigan Ave., 
Chicago 1. Information on the 
struction and manutacturing details of 
Royal metal furniture is an interesting 
feature of the catalog which illustrates 
and describes the full line of metal tur 
the company 


con 


niture manufactured by 


(Key No, 898) 


e Catalog D-104 on Phase Contrast 
Microscopy, issued by Bausch & Lomb 
Optical Co., Rochester 2, N.Y., presents 
comprehensive data on the subject. Fully 
illustrated, the catalog 
theory of phase contrast microscopy, its 
practical applications, the principle ot 
phase contrast, and gives detailed intor 


discusses the 


mation on phase contrast accessories 


(Key No. 899) 
eA 


information on the various clay products 
manufactured by National Fireproofing 
Corp., 202 E. Ohio St., Pittsburgh 12, 
Pa., has recently been published. Con 
interest to ad 
and 


series of leaflets giving detailed 


taining information ot 


miunistrators, engineers, architects 
builders, the leaflets give full informa 
tion on Natco Salt Glazed Dri-Speedwall 
Tile, Natco Buff Unglazed Dri-Speed 
wall Tile, Natco Glazed Structural Fac 
ing Tile (Vitritile) and a special sheet, 

binding, gives 
Standards Natco 
Tile.” (Key 


loose-leat 
Color 


punched for 
data on “1950 
Glazed Structural Facing 


No. 900) 


@ Details of the construction and uses 
of Saniglastic, the plastic covered latex 
foam custom-built mattresses and pads 
used in the hospital, and information on 
plastic pillow cases, latex foam rubber 
and bulk plastic yardage are given in 
a folder recently issued by Saniglastic, 


South Milwaukee, Wis, (Key No. 901) 


e Hospitals using rubber mats in various 
locations throughout the institution will 
be interested in a new poster prepared 
by the American Floor Products Co., 1526 
“M” St., N.W., Washington 5, D. C., 
entitled “The Do’s and Dont’s of Rubber 
Mat Care.” The poster is designed to 
instruct users and those in charge of 
maintenance in the proper handling of 
rubber mats to secure the maximum 


length of life. (Key No, 902) 


e “Kidney Function in Health—Kidney 
Function in Disease” is the ttle of a 
booklet written to supplement the 16 
mm. sound films in color covering these 
two subects. The films and the booklet 
are intended as teaching aids in present 
kidneys in 
The 


color 


physiology of the 
health and as aflected by disease. 
booklet is fully illustrated with 
plates from the films and contains the 


ing the 


narration, edited to be read instead of 


heard, and a bibliography on the sub 
ject. The material was prepared by the 
Lilly Laboratory for Clinical Research, 
Eli Lilly & Co., Indianapolis 6, Ind. 


(Key No. 903) 


e Products which have — successfully 
solved various problems of sound control 
are described in a entitled 
“Sound Control” and published by Johns 
Manville, 22 E. 40th St., New York 16. 
Typical installations are illustrated by 


photographs and construction details and 


brochure 


application methods are shown in draw 
ings. Noise quieting, acoustical correc 
tion and vibration isolation are covered 


(Key No. 904) 


in the brochure. 


° A Catalog of Pratt & Lambert Paint 
and Varnish has recently been received 
from Pratt & Lambert, Inc.. 75 Tona 
wanda St., Buffalo 7, N.Y. Full descrip 
tive information on all paint and varnish 
products made by this company is given 
and the catalog is fully indexed. (Key 
No. 905) 

Duriron and 
desribed in Bulletin 113 
issued by The Duriron Com 
42nd St., New York 17 


Data collected on these products during 


e@ Corrosion resisting 
Durichlor are 
recently 
pany, Inc., 17 1 


several years are 

, 
which lists alphabetically vari 
materials and the reaction 


(Key No. 


the past given in the 
bulletin 
OUS COTTOSIVE 


of these products to them. 


906) 


e “Macmillan Books in Medicine, Nurs- 
ing, Public Health and Allied Fields, 
1949-50” is the title of a 126 page catalog 
recently issued by The Macmillan Com 
pany, 60 Fifth Ave., New York 11. 
Listed under subject headings, the books 
briefly, with The 
catalog is fully indexed and carries in 


1 
are described prices. 


sert pages on new and _ forthcoming 
books and special books In some depart 


ments. (Key No. 907) 


e Two catalogs have recently been issued 
by The ¢ V. Mosby 3207 
Washington Blvd., St. Louis 3, Mo 
“Mosby Texts for Nurses, 1949” is a 
booklet, fully indexed, listing 
nursing texts under subject headings. 
The 100 page “Mosby Medical Books, 
1949-50 Catalog” contains the full list 
of Mosby medical titles, listed under sub 
\ 4 


page center spread lists new books and 


Company, 


+4 page 


ject headings and fully indexed. 


medical, nursing, dental 


(Key No. 908) 


editions in the 


and colle ge helds 
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* The 
Forster Ave., 


ssucad 


Care and 


\mer Ca, 
N.Y 


Marble Institu ol 
Mt. Vernon 


i omprehen r wWOK let ¢ 


108 
has 
nm “The 
Cleaning of Marble” which 


] ) 
prove nvaluable to maintenancs 


ler 


hor sexnecpiny 1} 


s with 


itnons ) “ 


ny irvic 


WOK TET 


Vater 
taken cleal 


(Key No. 909) 


mentions 


nye 


Backwater Sewer 
property, 
bac k 


rain, flood condi 


on 
to 


e A new folder 
Valves, 


equipment and supplies against 


designed protect 


water trom excessive 
tions and inadequate sewer carry-off, has 
been issued by Josam Mtg. Co., 
St., Ohio. 


recently 
1302 Ontario Cleveland 13, 


(Key No. 910) 


e “Radi-Aire Circulators and Special 
Fans for Hospitals and Institutions” 1s 


the ttle of Bulletin 234 issued by Rey 


nolds Electric Co., 3000 River Rd., River 


Il.. giving detailed intormatior 


(Key No. 911) 


Crrove, 


on tans and circulators 


TO HELP YOU get information quickly on new products we have provided 
this convenient Readers’ Service Form. Check the numbers of interest to 


you and mail the coupon to the address given below. 


If you wish other 


product information just list the items and we shall make every effort to 
supply it. If you read the hospital copy or the administrator's copy of The 
MODERN HOSPITAL or for any other reason do not wish to clip the maga- 


zine itself, upon request we shall be glad 


to send you regularly a reprint 


of this department containing the coupon. 


Infant-Air Incubator 

Mininberg Ambulatory Oscillator 
Cancer Clinic System 

Vari-Hite Bed 

B-D Steritubes 

Front-Loading Washer 
Certific-ettes 

Heatproof Dinnerware 

Water Coolers 

Bedside Soap Dispenser 

Floor Surfacing Material 

Air Purifier 

Vision Strip Glass Block Window 
Unitized” Test Benches 

Sealit 

Baby's Haven 
Emerson Lung Immobilizer 
Wall Cover ng 

Photocopy Camera 
Kromet for Dishwashing 
Audio-Visual Call System 
Barnstead Water Bath 
Radiant Heater 
Laboratory Microscope 
Dated Tumblers 

Desk Top Linoleum 
Freeze Dryer 

Steak Tenderizer 
Warburg Apparatus 
Antiseptic Sudsing Agent 
Oxygen Inhalator 
Insecticide Sprayer 

Vinyl Carpet ng 

Electrical y Operated Bed 
Plastic Mattress Cover 


Incubator 
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Covert 
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I should also like to have information on the following products 


NAME 


HOSPITAL 


STREET 


cITY 
MAIL TO Readers’ Service Dept., The Modern Hospital Publishing Co., Inc. 
919 N. Michigan Ave., Chicago 11. Ill. 


STATE 


e The “Proceedings of the Hospital 
Financial Control Institute” held by 
International Business Machines Corp., 

Madison Ave., New York 22, in 
Endicott, N.Y., last summer have re 
cently been published in booklet form. 
The 64 page booklet, covering the major 


Soy 


phases of hospital accounting, contains 
the papers presented at the Institute and 
discussions which 
followed the A list of the 
hospital people participating in 


a summary ot the 

presentations. 

many 

the Institute is given following the index. 

The papers are illustrated by reproduc 

tions of the accounting forms and record 
| (Key No. 912) 


sheets discussed 


Book Announcements 


Washington 
Hansen, 
SOO 


W. B. Saunders Co., W. 
Square, Philadelphia 5, Pa. 

\ Review of Nursing,” 6th 
pp.. $4.25. The new (1949) Mavo Clinic 
Volume, 918 pp., $11.. McLester, “Nu 
trition and Diet in Health and Disease, 
Sth ed., { O'Hara, “Psychol 
and The Nurse,” 3rd ed., 253 pp., 
‘Medical | tymology,” 
‘Geriatric Med 
(Key No. 


ed., 


800 pp., $9. 


oyy 


Pepper, 


263 pp., $5.50. Stieglitz, 


pp-. 


Ss > 


icine,” 2nd ed.., 5 $12 
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Suppliers’ News 


Changes of address have come to us 
£ 


from the tollowing 

A. B. Dick Co. trom 
Blvd... 
Ave., Chicago 31. 

Huebsch Mfg. Co. 
Booth to 3775 N. Holton St., 
12, Wis. 

The Maltine Co. trom 
New York 22 to Tabor 
Plains, N. J. 

National Association of Ice Industries 
from 1706 “L” St. N. W. to 1001 15th 
St. N. W., Washington 5, D. C. 

N. Snellenberg & Co. from 12th & 
Market Sts. to 1505 Walnut St., Phil- 
adelphia 2, Pa. 


yy WwW 
5700 W. 


Jackson 


Chicago 6 to Touhy 
trom 3744 N 


Milwaukee 


745 Fitth Ave., 
Rd., Morris 


The Ohio Chemical & Mfg. Co., 1400 
E. Washington Ave., Madison 10, Wis., 
innounces the organization of the Ohio 
Chemical Pacitic Company to handle its 
the ot Washington, 
Oregon, California, Idaho, Montana, 
Utah, Nevada Arizona. General 


othees of the new 


1 
business mn States 


subsidiary are located 


St., San 


it 1379 Folsom Francisco 3, 


Caht 


Inc., Erie, 
of the 


spre ader 


Stoker 
the 


Standard Co., 
announces 
Automat 
stoker with an adjustable 


capable of handling a 


The 
Pa., 


Chicago 


acquisition 
Stoker, a 
fuel distributor 


wide range of 


sizes 


coal In a stationary power plant. 
The Chicago Automatic Spreader Stoker 


is now being made in the company’s 


brie 


plant. 


Printed in U S.A 
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An important new Biopsy Technique 


Designed by Saul B. Gusberg, M. D., of Columbia’s 
College of Physicians and Surgeons—this new, amazingly 
simple instrument marks a significant step forward in the 
diagnosis of early cervical neoplasms. With the Gusberg 
curette ... precision-built by J. Sklar Manufacturing 
Company of finest-quality, American-made stainless 
steel...a coning biopsy of the entire squamous-columnar 
junction may be quickly accomplished in one 

painless, easily performed, office procedure. 

No anesthesia or other special equipment 

required. Invaluable’ for tissue confirmation with 


the vaginal smear technique, or as a primary 


GUSBERG TTTTIT TT CURETTE 
scouting method. Other Sklar Stainless Steel 
Instruments are also available for endometrial 
biopsies, etc. Reprints and descriptive 
literature forwarded on request. 


PATENT PENDING 


All Sklar Products Are 
Available Through 
Accredited Surgical 
Supply Distributors 


G 
* 


Made in three sizes — 
SMALL * MEDIUM * LARGE 


J. SKLAR MANUFACTURING COMPANY 
Lonc IsLanp Crry, N. Y. 





This Name Marks 
the Genuine Instrument 
\ 








ANOTHER BUILDING OF PROMINENCE SLOAN EQUIPPED 


> 
> 





not a square inch 


4: i ; 
tr of masonry surfacing 


me 


above the first floor 


A 
Rat sh ) _.. very unusual! 


UNIQUE STRUCTURAL FEATURES give the new home of 
Equitable Savings & Loan Association, Portland, Oregon, the 
\. distinction of being unmatched by any other office building 


of comparable size in the United States. 


For example, gleaming metal and blue-green heat-absorbing glass 
sheathe the building above the first floor. The sleek exterior 
has eye-appealing individuality and the interior is 


lighter, brighter and more comfortable. 


As are thousands of other fine buildings, the new Equitable is 
completely equipped with the Flush Valves that are preferred 
PIETRO BELLUSCHI above all others. Every one of these valves bears 
Architect , eRe 
the long-familiar name SLOAN ROYAL. 


J. DONALD KROEKER 
Mechanical Engineer 


ROSS B. HAMMOND 
General Contractor 


P.S a in SAL CONTRACTOR 
Plumbing Contr 


more a VALVES SS 


are sold than all other makes combined 





SLOAN VALVE COMPANY * CHICAGO @¢ ILLINOIS 





